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Paper  No.  931. 

SEPARATE  VERSUS  GENERAL  CONTRACTS. 

An  luformal  Diseiission  at  the  Annual  Convention,  May  21st,  1902. 


Subject  for  Discussion: 

"  In  contract  work,  either  public  or  private,  is  it  preferable  to  make 

sei^arate  contracts  for  the  different  branches  of  trades 

involved,  or  to  combine  all  under  one 

general    contract?" 


By  Messrs.  George  E.  Gifford,  T.  Chalkley  Hatton,  Charles  G. 
Darrach,  S.  Bent  Kussell,  M.  Ward  Easby,  Charles  Worth- 
INGTON  and  Horace  Andrews. 


George  E.  Gifford,  M.  Am.  Soc.  C.  E. — The  topic  under  discus-  Mr.  Gifford. 
sion  will  be  regarded  by  the  sj^eaker  primarily  from  the  standpoint  of 
the  contractor,  and  by  giving  the  views  of  the  contractor,  he  hopes  to 
show  the  owner,  the  purchaser,  or  the  consulting  engineer,  that  his 
own  interests  lie  with  the  contractor  in  this  matter.  He  believes  that 
contractors  almost  universally  will  agree  that  the  dividing  up  of  con- 
tract work,  so  that  each  principal  branch  is  under  original  contract 
with  the  ijurchaser,  is  preferable  to  the  making  of  one  general  con- 
tract which  must  be  sublet  to  specialists  in  the  different  trades. 

The  speaker  has  talked  with  many  contractors  on  this  subject,  and 
does  not  recollect  ever  hearing  one  say  that  he  preferred  the  general 
contract  system.  It  is  recognized,  of  course,  that  there  have  been 
formed  large  contracting  firms  and  corporations  who  are  ready  to 
undertake  work  of  almost  any  magnitude,  and  involving  many  differ- 
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Mr.  Giflford.  ent  trades.  This  has  been  brought  about  uot  so  much  from  preference 
as  from  necessity,  because  the  greater  part  of  government  and  munici- 
pal work  is  being  let  in  this  way,  and,  in  order  to  bid  upon  it  at  all, 
the  contractor  must  take  it  as  a  whole.  This  is  also  true  of  some  pri- 
vate work,  especially  the  large  building  constructions. 

In  many  cases  the  contracting  tirm  consists  simply  of  an  office; 
practically  all  its  actual  ojierations  are  performed  by  sub-contractors, 
and  the  most  important  man  in  the  whole  outfit  is  the  purchasing 
agent.  He  does  what  the  consulting  engineer  or  the  architect  should 
do  at  first  hand  for  his  clients.  In  other  cases  the  contracting  firm 
makes  a  specialty  of  some  particular  branch  of  work,  we  wiD  say  ma- 
son-work or  steelwork,  and  actually  cai-ries  out  this  portion  of  the  con- 
tract with  his  own  apjjliances  or  at  his  own  shops.  The  remainder, 
which  he  cannot  do  himself,  he  is  obliged  to  sublet,  or  "  farm  out," 
as  it  is  called,  or  else  undertake  operations  with  which  he  is  not  famil- 
iar and  which  he  can  only  carry  out  at  a  disadvantage.  He  would  much 
prefer  to  have  only  such  work  as  he  himself  can  perform,  but  is  obliged 
to  take  the  remainder  in  order  to  get  his  j^ortion.  The  consequence  is 
he  is  loaded  up  with  a  lot  of  work  which  he  is  uot  adapted  to  perform, 
but  for  which  he  has  to  be  financially  responsible,  and  he  either  does 
it  at  a  loss  to  himself  or  at  a  loss  to  the  purchaser. 

It  may  be  urged  that  the  proper  way  to  overcome  this  difficulty  is 
by  a  combination  of  contractors  in  different  lines  who  are  willing  to 
unite  their  bids  in  a  grand  total,  including  only  one  profit,  and  each 
one  then  perform  his  portion  of  the  work.  This  is  no  doubt  what  the 
purchaser,  the  engineer,  or  the  architect  thinks  will  be  done  when  he 
receives  proposals  in  this  way.  The  only  trouble  with  this  theory  is 
that  it  does  not  harmonize  with  pra(!tice.  There  is  not  an  entire  una- 
nimity of  oi)inion  and  complete  trust  in  one  another  among  contractors 
in  difierent  trades,  which  is  no  doubt  to  be  regretted,  but  which  fact, 
nevertheless,  remains.  In  a  community-of-interest  contract  someone 
has  to  be  the  principal;  someone  must  be  designated  as  the  main  con- 
tractor, must  receive  the  instructions,  confer  with  the  owner  or  his 
agents,  draw  the  pay  and  settle  with  the  others.     There  is  the  rub. 

What  is  the  practical  way  in  which  general  contract  work  is  actually 
taken? 

We  will  assume  our  contract  to  be  a  large  city  bridge,  involving  sub- 
structure, possibly  with  pneumatic  foundations,  dredging,  cut-stone 
masonry,  concrete,  e.vcavation,  embankment,  paving,  sidewalks,  perliaps 
some  Bew(!rsto  be  ext(mded  or  mov(Hl,  and  wat(n-pi])es  to  be  changed. 
Th(!n  we  have  the  superstructure  with  a  draw  span  wliicli  will  involve 
not  only  the  structural  steel,  but  various  kinds  of  machinery,  electric 
motors,  electric  lighting  plant,  a  little  carpenter  work,  some  automatic 
gates,  fancy  hand  railing,  asphalt  paving,  and  i)aiutiug.  There  have 
been  bridges  let  in  N(!w  York  (^ity  tlie  bidding  sheet  of  which  showed 
more  than  one  hundred  items  for  wbich  prices  had  to  bo  inserted. 
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We  will  assiime  further  that  the  substructure  and  the  super-  Mr.  Giffoid. 
structure  (it  being  unnecessary  to  designate  specitically  before  this 
Society  just  what  items  are  included  under  the  above  heads)  are 
approximately  equal.  The  bridge  builder,  for  example,  begins  to 
prepare  his  bid  and  finds  that  he  must  either  combine  with  some  other 
contractor  who  \s-ill  take  care  of  all  parts  of  the  work  which  are  tech- 
nically known  as  substructure  or  general  contract  work;  or  he  must 
get  prices  on  the  separate  items  from  tradesmen  of  all  branches;  or 
he  may  assume  that  he  knows  enough  about  work  of  this  kind  to  make 
his  own  figures  for  everything. 

The  chances  are  that  the  first  mentioned  alternative  will  be  met 
with  the  statement :  "We  will  make  you  figures  for  our  part  of  the 
work  provided  you  will  agree  to  tie  up  wdth  us."  This  may  be  the 
most  satisfactory  way  in  the  end,  provided  the  bid  is  successful;  if 
not,  there  follow  the  usual  charges,  expressed  or  implied,  that  the 
bidder  was  "  thrown  down  "  by  a  bid  too  high,  and  if  he  is  the  suc- 
cessful bidder  and  finds  that  other  figures,  better  than  those  given  to 
him,  have  been  submitted,  he  regrets  his  inability  to  deal  with  a  cheaper 
party. 

This  plan  also  presupposes  absolute  confidence  between  the 
parties  to  the  proposal,  as  to  fair  dealing  all  around,  and  this  does  not 
alwavs  follow.  Many  of  the  largest  contractors  and  steel  workers 
absolutely  refuse  to  make  prices  to  other  contractors  in  advance  of 
the  receipt  of  the  contract;  and  in  some  cases  will  even  decline  to  bid 
to  another  contractor,  even  though  he  holds  the  contract;  the  position 
.of  sub-contractor  being  so  undesirable,  for  many  reasons,  particularly, 
the  inability  to  deal  directly  with  the  owner,  and  the  financial  delays 
and  losses  involved  in  case  the  main  contractor  is  slow  pay  or  becomes 
financially  embarrassed.  The  speaker  knows  what  he  is  saying,  in 
making  these  statements,  from  the  fact  that  the  firm  which  he  repre- 
sents almost  invariably  declines  to  assume  the  position  of  sub-con- 
tractor on  any  work.     He  knows  of  others  who  feel  the  same  way. 

Returning  to  the  second  method  of  preparing  a  proposal,  that  of 
getting  separate  prices  on  all  the  different  classes  of  work,  we  find  a 
marked  disinclination,  on  the  part  of  dealers  and  tradesmen,  to  give 
their  best  figures  for  bidding  purposes,  if  they  will  give  them  at  all. 
An  inquiry  of  the  sort  is  likely  to  be  met  with  the  question:  "  Have 
you  this  contract?"  The  answ^er  being  "  No,"  it  is  likely  that  an  ex- 
cuse will  be  offered,  such  as  "  too  busy  to  figure  just  now, "or  else  the 
statement:  "We  will  give  you  a  safe  price  with  which  to  bid;  but,  in 
case  you  secure  the  contract,  we  may  be  able  to  do  better,  and  expect 
to  hear  from  you  again."  Is  this  likely  to  be  satisfactory  to  the  bid- 
der desiring  to  make  a  close  bid?  And  after  he  had  added  his  5%, 
10%,  or  whatever  he  sees  fit  to  cover  the  financing  of  the  job,  contin- 
gencies, and  his  profit,  is  it  likely  to  be  an  economical  method  for  the 
purchaser? 
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Mr.  Gifford.  No  doubt,  if  everv  contractor  had  the  skill,  and  knowledge  of  costs 
and  conditions  to  make  up  his  own  figures  for  all  classes  of  work,  it 
might  be  best  to  make  a  general  contract.  Sometimes  he  attempts  to 
do  this,  with  the  result  that  he  is  entirely  too  liberal  in  his  estimate, 
and  loses  the  work,  or  else  makes  a  mistake  somewhere,  and,  when  he 
comes  to  do  the  work  or  purchase  his  supjjlies,  finds  that  there  is  a 
corner  against  him,  or  some  condition  has  arisen  in  the  market  or  in 
labor  which  he  has  not  accounted  for.  It  is  practically  impossible  for 
one  man  or  one  firm  to  be  fully  posted  on  all  the  branches  of  work  en- 
tering into  a  large  bridge  or  building  contract.  The  consequence 
is  he  finds  that  he  has  a  losing  contract,  a  highly  undesirable 
state  of  affairs,  not  only  for  himself,  but  for  the  purchaser.  There  is 
probably  no  engineer  or  owner  who  desires  to  see  his  conti*actor  lose 
money;  it  is  certainly  bad  for  the  contractor,  and  a  source  of  great 
trouble  to  the  purchaser,  if  not  an  actual  detriment  to  the  work.  Of 
course,  it  is  not  right  to  assume  that  all  contracts  will  be  profitable, 
even  if  taken  and  prosecuted  by  specialists;  all  are  likely  to  make 
mistakes;  but  it  is  fair  to  presume  that  fewer  mistakes  are  made  iu 
one's  own  line  of  work  than  in  something  with  which  one  is  not 
familiar. 

The  subject  has  thus  far  been  considered  principally  from  the 
standpoint  of  the  contractor,  and  the  speaker  has  endeavored  to  show 
wherein  it  would  benefit  the  contractor  to  take  only  his  own  kind  of 
work.  In  order  to  bring  this  about  it  must  be  shown  to  the  jjur- 
chaser,  or  the  engineer  or  architect  who  rejiresents  him,  that  he  will 
benefit  by  dealing  separately.  The  principal  argument  offcn-ed  in  sup- 
port of  the  general  contract  system  is  the  supposed  advantage  of 
having  only  one  party  to  deal  with,  and  the  presumption  that  trouble 
among  independent  contractors  on  the  same  work  will  be  avoided  by 
having  them  all  under  one  control.  The  first  proposition  practically  in- 
cludes the  second,  and,  while  it  may  avoid  some  clerical  or  ofiice  work, 
it  surely  does  not  avoid  anything  in  superintendence  or  inspection; 
and  the  fact  that  the  combining  of  a  large  contract  under  one  head 
will  eliminate  a  large  amount  of  competition  would  seem  to  far  out- 
weigh a  slight  saving  of  detail  in  drawing  uj)  a  few  extra  contracts  or 
making  a  few  extra  vouchers  for  i^ayment. 

It  is  a  fact  that  the  general-contract  method  eliminates  competi- 
tion. As  an  example,  may  be;  cjuoted  tlic  bridge  work  for  the  State  of 
New  York.  The  bulk  of  this  work  consists  of  not  very  larg(>  bridges 
over  the  canals,  some  of  thorn  aggregating  perhaps  itf.^)()  ()(»(),  l)ut  most 
of  them  mucdi  less.  It  is  the  invariable  practice  in  the  Department 
of  Public  Works  to  make  one  contract  to  cover  each  structure,  and 
they  nearly  all  involve  a  little  concrete,  a  little  excavation,  a  little 
embankment,  and  soon,  together  with  the  steel  sui)erstructure,  which, 
in  the   case  of  lilt -bridges,  may    be   (juite  complicated.     The  conse- 
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qxaeuoe  is  that  there  is  little  or  no  competition  in  this  State  work,  and  Mr.  Gififord. 
in  ease  they  are  so  fortunate  as  to  receive  two  or  thi*ee  bids,  about  half 
the  time  the  bids  exceed  the  appropriation,  because  excessive  prices 
are  put  in  for  the  little  odds  and  ends  of  work  which  the  bridge 
builder  does  not  want,  but  has  to  take  in  order  to  get  the  steelwork. 

A  local  contractor,  knowing  or  being  able  to  ascertain  easily  the 
conditions  prevailing,  could  take  care  of  these  items  well  and  eco- 
nomically, but  he  is  practically  debarred  from  bidding  because  he 
cannot  bid  on  the  bridge  and  cannot  find  any  bridge  company  who 
will  give  him  a  price.  The  bridge  companies,  on  the  other  hand,  at 
least  a  good  many  of  them,  not  wishing  to  be  bothered  with  the  sub- 
structure work,  especially  under  present  conditions,  when  there  is 
plenty  of  more  desirable  work,  do  not  prepare  any  estimate,  and  the 
result  is  as  stated;  there  is  practically  no  competition  and  the  prices 
are  excessive. 

There  is  no  doubt  whatever  that  much  bt^tter  results  would  be  ob- 
tained if  this  work  could  be  divided  into,  perhaps,  not  more  than  two 
separate  contracts.  The  speaker  once  took  occasion  to  ask  an  official 
of  the  State  why  they  adhered  to  this  practice,  and  found  that  it  is 
because  when  the  laws  making  the  appropriations  are  passed,  they 
direct  that  such  and  such  moneys  be  appropriated  and  "  a  contract  " 
be  entered  into  for  the  work.  The  officials  feel  that  they  are  bound  to 
adhere  rigidly  to  the  letter  of  the  law.  It  seems  to  be  nobody's  busi- 
ness to  change  this  form  of  wording.  This  is  only  a  typical  case.  The 
speaker  could  quote  many  instances  where,  of  his  own  knowledge,  the 
method  of  combining  different  kinds  of  work  under  one  contract  has 
prevented  competition  and  raised  the  cost. 

It  seems  strange  that  among  the  chief  adherents  to  this  method  is 
the  United  States,  in  its  various  departments,  and  the  largest  muni- 
cipalities of  the  country.  We  scarcely  ever  find  it  among  the  railroad 
companies,  who  regard  the  economical  aspect  more  carefully  than 
public  officials.  The  Navy  Department,  for  example,  in  letting  the 
contract  for  a  building,  will  include  all  masonry,  carpentry,  steel- 
work, plumbing,  etc.,  under  one  contract.  This  surely  precludes  a 
certain  amount  of  competition,  and  jn-esumably  is  an  expensive 
method,  for  the  reasons  stated  above.  Some  of  the  princiiJal  bridge 
companies  have  practically  turned  down  Navy  Department  work, 
although  quite  desirable  in  itself;  but  it  cannot  be  secured  without 
taking  much  work  which  is  not  desirable,  or  else  under  a  sub-con- 
tract, with  its  attendant  disagreeable  features. 

The  same  comment  applies  to  the  Treasury  Dejiartment  work,  let 
by  the  Supervising  Architect.  Not  long  ago  an  officer  of  one  of  the 
large  bridge  companies  wrote  to  the  speaker,  as  follows : 

"The  National  Association  of  Metal  Work  Manufacturers  has  been 
for  months  at  work  on  the  Government  to  get  them  to  separate  steel 
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Mr.  Gifford.  and  ironwork  from  general  contracts  for  public  buildings,  and  believe 
thej  are  about  to  succeed." 

The  speaker  hopes  they  may  succeed,  but  has  not  yet  been  informed 
that  they  have  done  so. 

Within  the  last  few  months  the  speaker  received  the  folloAving 
inquiry,  in  a  letter  from  the  engineer  of  one  of  the  largest  bridge 
structures  now  in  progress  in  this  country: 

"  Do  you  i^refer  bidding  on  substructure  and  superstructure 
together,  in  one  contract,  or  bidding  on  the  superstructure  alone? 
What  ai"e  your  controlling  reasons  therefor?  It  is  assumed  in  this 
question  that  the  cost  of  substructure  is  not  less  than  one-third  of  the 
entire  contract." 

To  which  the  si^eaker  replied  as  follows: 

"We  pi-efer  bidding  on  the  superstructure  alone,  making  the  sub- 
structure contract  an  independent  one,  to  be  handled  by  other  parties, 
l^resumably  those  in  that  special  line  of  work.  As  to  our  reasons,  the 
general  statement  that  we  are  in  the  bridge  business  only,  and  under- 
stand it  only,  would  seem  to  make  any  other  reason  unnecessary.  The 
employment  of  sub-contractors  is  frequently  a  nuisance,  and  always 
undesirable  to  us." 

The  speaker  was  afterward  informed  by  this  engineer  that 
several  other  prosijective  bidders  had  answered  in  a  similar  man- 
ner. 

A  letter*  by  Edgar  A.  Eossiter,  Engineer,  Dej^artment  of  Track 
Elevation,  Chicago,  111.,  states: 

"In  regard  to  the  discussion  over  the  new  Genesee  Ave.  bridge  at 
.Saginaw,  Mich.,  would  state.  *  *  *  Bids  should  be  asked  on  the 
substructure  and  su])erstructure  seijarately,  and  then  many  reputable 
companies  would  be  glad  to  submit  detail  plans  of  superstructiire,  as 
it  would  be  right  in  line  with  their  work  and  they  can  do  so  Avithout 
excessive  e.vijense.  There  are  many  bridge  firms  who  can  obtain 
all  the  work  they  desire  at  the  i^resent  time  in  superstructure 
alone,  and  do  not  cai-e  to  iigure  on  substructure,  others  will  not 
figure  where  the  substructure  and  general  conditions  existiug  are  an 
unknown  quantity;  all  these  features  reduce  the  number  of  bidders  to 
a  few,  and  then  the  lowest  figure  is  based  on  a  guess  or  inside  knowl- 
^  edge  of  the  facts.     *     *     *     " 

Following  up  tliis  line,  the  sjjeaker  took  occasion  to  write  to  a 
(rontractor,  who,  he  had  reason  to  think,  had  probably  bid  on  this  Sagi- 
naw job.  This  is  his  reply,  and  it  bears  out  the  sj)eaker's  contention 
so  fully  that  it  is  quoted  in  full: 

"Replying  to  your  favor  asking  our  opinion  as  to  tlic  advisability 
of  making  sijparatc  contracts  for  ditVeivnit  branches  or  trades  involved 
in  hridge  work,  will  say  that  w<i  think  it  is  deciihully  advantageous  to 
tlie  purchaser  to  let  the  contracts  for  the  dillereut  trades  separately; 
st(!el  suj)erstructure  in  one  contract,  masonry  or  concr(>te  work  in 
another. 

"It  is  a  fact  tiiat  we  Irciinciitly  refuse  to  bi<l  upon  work  lor  the  rea- 
Bon  that  we  would  have  to  bid  uijon  masonry  as  well  as  superstruc- 
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ture.       In  oases  -wliere  we  do  bid   on  the   entire  job  comiilete,   we  Mr.  Gifford. 
jilwrtvs  intend  to  bid  safe  and  high  enough  on  the   substructure  so 
we  can  turn  around  and  sublet  it  to  men  who  are  engaged  in  that  line 
of  work.     Wo  think  there  is  no  question  but  what,  as  a  rule,  money 
can  be  saved  the  purchaser  if  contracts  are  let  separately. 

"  At  the  Saginaw,  Mich.,  letting,  which  you  refer  to,  will  say  that 
the  snbstructiire  and  siiperstrncture  were  combined,  and  parties 
had  to  bid  on  the  entire  work.  At  the  first  letting  we  refused 
to  bid  upon  the  work,  but  did  bid  at  the  second  or  re-advertised 
letting." 

These  quotations  show  that  this  subject  is  being  considered  by 
others,  as  well  as  contractors,  and  if  the  present  common  practice  of 
making  blanket  contracts,  particularly  on  public  work,  which  the 
speaker  believes  to  be  radically  wrong  for  all  parties  concerned,  could 
be  reformed  by  those  in  charge  of  the  letting  of  contract  work,  the 
speaker  feels  that  it  would  be  a  benefit,  not  only  to  all  contractors, 
but  to  the  public. 

T.  Chalkley  Hatton,  M.  Am.  Soc.  C.  E. — The  speaker  looks  upon  Mr.  Hatton. 
this  question  from  the  standpoint  of  the  municipality,  or  his  client, 
and  the  result  of  his  experience  has  indicated  clearly  that  work  can 
be  done  much  better  and  more  cheaply  by  letting  it  out  under  separate 
contracts,  each  representing  the  different  branches  of  the  trade, 
than  under  one  general  contract.  It  is  true  that  where  this 
method  is  followed,  one  contractor  is  constantly  interfering  with  the 
work  of  another,  and  this  interference  often  i-esults  in  claims  for  extra 
time  or  remuneration,  but  the  sjDeaker  has  never  experienced  any 
trouble  in  settling  such  disputes  with  satisfaction  to  the  several  parties 
interested,  and  without  any  extra  cost  to  his  clients. 

In  the  construction  of  a  system  of  sewers  the  speaker  has  been  able 
to  save  from  5  to  W%  of  the  cost  of  a  general  contract  by  having  the 
municipality  furnish  the  several  matei-ials,  such  as  bricks,  cement, 
pipe  and  castings,  letting  out  the  labor  only  to  a  contractor.  In  one 
of  the  cities  for  which  the  speaker  has  for  a  number  of  years  been 
engaged  as  engineer,  the  street  paving  has  of  late  years  been  per- 
formed by  letting  out  the  labor  to  a  general  contractor,  the  city  pur- 
chasing the  jjaving  metal  and  foundation  materials. 

In  the  construction  of  water-works  and  electric-power  plants,  with 
which  the  speaker  has  been  connected  within  the  last  five  years,  the 
contracts  have  been  divided  up,  so  as  to  represent  the  several  branches 
of  the  trade,  with  the  result  of  better  and  cheaper  work;  and  it  seems 
reasonable  to  look  for  such  a  result,  first,  as  to  cheapness,  in  that  the 
bidder  in  estimating  the  work,  certainly  adds  a  certain  percentage  of 
the  cost  of  his  material  as  a  legitimate  i^art  of  his  jjrofits;  second,  as 
to  better  work,  in  that  the  engineer  deals  directly  with  the  manufac- 
turer, and  can  thus  control  the  class  of  material  far  better  than  if  he 
must  deal  through  a  contractor  who  looks  ui)on  the  question  only  from 
the  side  of  expense. 
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Mr.  Hattoii.  It  may  be  said  that,  the  municipality  or  corporation  being  in  the 
market  but  seldom  for  materials  of  certain  classes,  the  manufacturer 
will  not  cut  his  prices  as  close  as  though  he  were  dealing  with  a  con- 
tractor who  is  his  constant  customer.  In  reply  to  this  it  might  be 
said  that  when  dealing  with  the  contractor  the  manufacturer  is  not 
always  sure  of  his  money;  whereas,  when  dealing  with  the  munici- 
pality or  corporation  his  money  is  assured  upon  completion  of  his 
contract,  and  thus  he  can  afford  to  sell  quite  as  cheaply;  and 
besides,  the  engineer,  if  he  understands  his  business,  should  be  quite 
familiar  wdth  the  prices  of  the  several  products  which  comprise  any 
engineering  work  which  he  is  called  ui>on  to  design,  and  can  thus 
protect  his  client. 

The  speaker  cannot  agree  with  Mr.  Gifford  regarding  the  con- 
tractor preferring  to  have  the  work  divided  into  different  contracts, 
as  it  has  been  his  experience  that  more  competition  in  bidding  has 
resulted  in  letting  the  work  out  as  one  general  contract,  as  the  con- 
tractor has  a  better  chance  of  making  up  his  loss  from  one  branch  of 
the  trade  by  his  gains  upon  another.  The  speaker  thinks  that  the 
best  scheme,  all  around,  if  the  engineer  can  have  the  confidence  of 
his  client  and  the  manufacturer  as  well,  is  to  go  into  the  open  market 
and  purchase  the  various  appliances  comprising  the  work.  He  can 
do  this,  i^articularly  in  the  electrical  field,  under  his  own  name,  and 
do  it  at  the  same  price  that  the  agent  or  middleman  gets,  and  thus 
save  his  client  the  commission.  This  has  been  done  by  the  speaker 
for  the  i^ast  two  years  in  cori^oration  work  with  a  saving  of  from  3  to  8 
per  cent.  In  jjublic  work,  however,  this  method  would  be  a  difficult 
one  to  follow,  as  it  at  once  arouses  the  suspicion  that  the  engineer 
is  getting  a  commission;  and  besides,  the  usual  laws  provide  that 
all  public  work  shall  be  advertised  and  let  to  the  lowest  responsible 
l)idder.  It  is  true  that  dividing  up  the  work  into  separate  contracts 
adds  very  miich  to  the  burden  of  the  engineer,  but  if  the  engineer  is 
not  desirous  of  assuming  this  extra  burden  he  should  not  undertake 
the  superintendency  of  such  work. 
Mr.  Daira<li.  Charles  G.  Daruach,  M.  Am.  Soc.  C.  E. — Thes])eaker,  judging  by 
his  experience  of  thirty-five  years,  would  answer  this  (|U('stion  in  the 
affirmative,  except  in  cases  where  the  engineer  or  architect  can  select 
an  ex])ert  general  contractor.  The  work  certainly  can  be  constructed 
at  less  co.st  if  the  various  items  are  separated,  and  the  work  of 
generalization  devolves  upon  the  engineer  of  construction.  Better 
work  can  also  hv,  ol)tained  under  such  circumstances. 

The  unfortunate  j)art  of  the  i)r()iJ08ition  is  that  tlie  owueis,  and 
employers  of  the  architect  and  ongin(^er,  have  the  idea  that  that  work 
for  which  tliey  ar<^  willing  to  i)ay  tlie  general  contractor  a  liandsome 
remuneration  sliould  ho  done  by  the  architect  and  engineer  for 
practically  nothing.     The  vexed  question  of  unbalanced  bids  would 
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be  eliminated,  and  the  owner  would  be  positively  certain  tliat  be  got  Mr.  Danach. 
what  was  specified. 

The  present  pernicious  habit  of  architects  in  letting  the  work  for 
the  mechanical  installation  for  public  and  private  buildings  to  the 
general  contractor  (who  knows  as  much  of  the  subject  as  the  unborn 
babe,  and  is  aViout  as  responsible)  cannot  be  too  strongly  condemned. 
The  speaker  expresses  himself  with  some  degree  of  feeling  in  this 
matter,  as  a  piece  of  work  which  he  designed,  costing  more  than 
S125  000,  was  given  to  the  tender  mercies  of  a  general  contractor,  and 
the  speaker's  supervision  of  the  work  withdrawn.  The  natural  result 
of  this  was  bad  work,  heart-burnings,  law  suits,  and  all  the  attendant 
evils. 

S.  Bext  RrssELL,  M.  Am.  Soc.  C.  E. — There  are  contracts  of  a  Mr.  Russell. 
certain  class,  with  which  engineers  have  to  do,  that  require  special 
treatment,  and  which  may  well  be  mentioned  in  discussing  this 
question,  although,  in  view  of  the  previous  discussions,  it  may  seem 
almost  like  changing  the  subject.  The  speaker  refers  to  machinery 
contracts,  such  as  for  steam-engines,  for  boilers  and  furnaces,  for 
blowing  engines,  pumping  engines,  dynamos,  mechanical  filter  plants, 
floating  dredges,  or  other  machinery.  In  such  contracts  it  is  fre- 
quently, if  not  usually,  the  case  that  the  contractor  is  the  manu- 
facturer of  a  certain  class  of  machines. 

For  example,  the  contractor  is  a  builder  of  pumping  engines. 
His  whole  attention  is  given  to  building  pumping  engines  which  will 
be  a  commercial  success.  In  such  a  case  there  should  be  no  middle 
men  between  the  builder  of  the  jjumpiug  engine  and  the  owner  or 
user  of  the  machine.  The  builder  and  the  user  should  be  in  as  close 
connection  as  possible.  This  rule  should  be  observed,  not  only  for  the 
good  of  the  parties  to  the  contract,  but  also  for  the  good  of  the 
general  public,  in  the  long  run,  because  the  advancement  of  the  art 
of  building  i)umping  engines  will  thus  be  favored. 

The  builder  of  the  pumping  engine  must  know  how  the  engine 
operates  in  service,  in  order  that  he  may  see  best  where  improvements 
can  be  made. 

It  has  been  only  too  often  the  case  that  builders  of  machines 
could  not  get  accurate  information  as  to  the  actual  operation  of  their 
products.  If  the  user  of  the  machine  is  making  a  commercial  success 
with  it,  he  does  not  stop  to  make  efficiency  tests  or  scientific  obser- 
vations. 

In  most  cases,  the  machine  builder  can  more  easily  obtain  knowl- 
edge from  the  machine  user  where  the  two  are  dealing  with  each 
other  directly  and  without  intermediaries. 

May  it  not  be  said  then:  First,  that,  where  the  work  is  to  be  done 
by  the  builder  of  a  special  class  of  machinery,  there  should  be  as  few 
middle  men  as  possible;  and,  secondly,  that  one  good  reason  for  this 
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Mr.  Russell,  is  tliat  the  macliine  builder  may  the  better  obtain  accurate  infor- 
raation  as  to  the  success  of  his  work  in  all  its  details,  and  thus  the 
greatest  advancement  of  the  art  be  obtained. 
Mr.  Ea.sby.  M.  Ward  Easby,  M.  Am.  Soc.  C.  E. — There  seems  to  be  one  aspect 
of  this  matter  which  has  not  been  touched  on,  and  that  is,  the  view 
most  owners  take.  Prosijective  owners  who  desire  their  work  executed 
by  contract  are  always  anxious  to  know  the  lump  sum  for  which  it 
can  surely  be  done,  and  this  the  general  contractor  guarantees,  after  a 
manner;  in  fact,  he  furnishes  a  definite  figure. 

Even  if  the  owners  feel  a]:)prehensive  about  extras,  they  do  not 
seem  to  fear  them  as  much  as  an  estimate  made  from  scheduling  all 
the  bids  of  the  sub-contractors. 

The  fact  that  the  general  contractor  accepts  the  responsibility  of 
making  a  complete  structure  or  plant,  and  thus  i-elieves  the  owners  of 
exjjense  in  making  the  work  of  the  various  sub-contractors  come 
together,  is  what  makes  his  position  so  strong. 

An  instance  has  been  given  of  a  mechanical  plant,  of  some  1  200 
H.-P. ,  in  which  the  engineer  had  no  extras,  although  he  let  out  all  the 
work  by  sub-contracts;  but  it  is  not  stated  that  it  is  even  the  general 
experience  of  this  engineer,  that,  under  such  circumstances,  no  extras 
occur;  and  it  may  be  said  that  few  are  so  far-seeing  or  perfect  that 
they  can  prepare  specifications  which  will  draw  the  lines  of  definition 
between  the  work  of  the  various  crafts  so  that  all  will  come  together 
as  a  harmonious  whole,  without  causing  some  differences,  and  conse- 
quent charges  for  extras.  It  may  also  be  said  that  few  general 
contractors  expect  to  handle  their  contracts  in  such  a  manner  that  the 
cost  to  them  will  be  no  more  than  the  sum  of  their  various  sub- 
contracts. 

It  may  be  that  the  engineer  will  feel  that  his  specifications  are  suffi- 
ciently clear  on  any  point  in  doubt,  and  he  may  take  refuge  behind 
some  blanket  clause  stating  that  he  is  to  be  solo  judge  in  cases  of 
doubt,  and  thus  compel  a  sub-contractor  cither  to  show  open  fight  or 
do  the  work  for  the  sake  of  harmony;  but,  frequently,  the  speaker  has 
known  a  general  contractor  to  pay  an  extra  to  a  sub-contractor, 
because  it  was  necessary  for  the  comjiletion  of  the  general  contract 
that  some  unforeseen  work  should  be  done;  and,  in  such  a  case,  if 
there  were  no  general  contractor,  either  the  owners  would  pay  the 
extra  or  the  engineer  would  com])el  some  unfortunate  sub-contractor 
to  do  the  work  or  have  an  open  ru))ture,  which  the  sub-contractor  could 
not  well  afford. 

There  are  many  such  engineers  and  architects,  and  though,  l)v  their 
foresight  and  ability,  they  seem  to  save  the  owners  from  paying  for 
extras,  yet  they  so(m  l)ecome  known  to  the  trades,  and  the  bids  of  the 
Hub-contractors  are  (correspondingly  liigli. 

Almost  (!very  general  ('(mtractor  is  his  own  sub-contractor  for  one 
craft,  as,  in  the  case  of  large  l)uildings,  lie  is  a  cariienter  or  a  mason; 
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or.    for   a   bridge,  the   geueral   coutractor  will  be  a   company  which  Mr.  Easby. 
maniifaotiires  the  superstructure  ouly;  but,  would  anyone  expect  such 
a  general  contractor  to  make  no  allowance  for  the  contingencies  that 
will  arise,  due  to  the  various  sub-contractors  not  making  their  work 
oome  together  so  that  there  will  be  no  hitch? 

It  is  a  fact  that,  to  make  everything  run  smoothly  on  a  large 
contract,  a  general  contractor  must  be  an  executive  of  the  highest 
order,  and  the  engineer  w^ho  expects  to  let  all  work  by  sub-contracts 
is  adding  to  his  purely  technical  duties  those  of  the  general  contractor; 
and,  as  the  general  contractor  inserts  in  his  estimate  items  for  the  cost 
of  his  management  and  contingencies  above  referred  to,  the  engineer 
should  also  be  allowed  to  insert  in"  his  estimate,  or  schedule  of  sub- 
contracts, the  same  items.  He  should  also  be  allowed  extra  compen- 
sation, to  at  least  the  extent  of  a  portion,  if  not  all,  of  the  profit  the 
general  contractor  would  make. 

Owners  will  look  with  doubt  upon  such  items  as  charges  for  execu- 
tive management  and  contingencies,  and  for  the  latter  will  rather  think 
the  engineer  should  be  so  proficient  that  there  should  be  none;  yet,  in 
the  case  of  the  lump-sum  bid  of  a  general  contractor,  these  items 
form  a  part.  The  owners,  however,  do  not  see  the  estimate  in  detail, 
and,  not  seeing  such  items,  they  are  not  called  to  their  attention,  and 
ISO  they  accept  the  lumjD-sum  bid,  trusting  to  their  engineer  to  protect 
their  interests. 

In  lump-sum  bids  the  general  contractor,  under  the  stress  of  com- 
petition, sti'ives  to  his  utmost  to  get  sub-contractors  to  shade  as  close 
as  possible  to  the  specifications,  both  in  quality  and  quantity,  and,  to 
quote  a  victim  of  this  system,  "  you  get  the  least  the  worst  man  can 
do." 

The  system  of  letting  work  by  general  contract  is  founded  largely 
on  the  fact  that  the  designing  and  supervising  engineer  or  architect  is 
ignorant  of  how  to  execute  his  design;  and,  though  he  may  know  how 
it  should  be  executed,  he  has  little  or  no  knowledge  of  how  to  go  about 
it,  and  so  the  general  contractor,  who  most  frequently  does  not  know 
how  to  design,  but  has  jilenty  of  assurance,  steps  in  and  relieves  the 
engineer  of  the  responsibility. 

Engineers,  in  letting  work  by  sub-contracts,  should  be  allowed  all 
the  items  of  expense  which  the  general  contractors  find  necessary.  In 
such  cases,  also,  the  owners  are  more  at  liberty  to  select  their  sub- 
contractors, and  need  not  take  the  lowest  one,  in  any  particular  class 
of  work,  if  they  and  the  engineer  consider  it  to  be  unwise.  The 
control  of  the  work,  in  case  of  changes  (esj^ecially  where  less  is  to  be 
done  than  originally  contemplated),  is  more  to  the  advantage  of  the 
owners  in  the  case  of  letting  by  sub- contracts. 

Work  let  by  sub-contracts  is  not  so  likely  to  be  done  for  less  than 
by  general  contract,  but  the  class  of  work  is  likely  to  be  infinitely 
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Mr.  Easby.  siiijerior,  and  it  is  along  this  line  that  it  seems  best  to  urge  the  adop- 
tion of  the  system,  which  should  have  the  support  of  all  engineers. 
Mr.  Worth  Charles  Wobthington,  M.  Am.  Soc.  C.  E. — The  speaker  has  never 
been  able  to  see  just  why  contracts  for  construction,  made  up  of  dif- 
ferent and  distinct  classes  of  work,  should  be  let  as  a  whole,  instead 
of  being  divided  up  into  logical  subdivisions  and  let  as  a  number  of 
separate  contracts,  excepting  that  it  lightens  the  work  of  the  engineer 
and  permits  him  to  shift  the  responsil)ility,  for  the  work  coming 
■  together  jiropei'ly,  from  himself,  where  it  belongs,  to  the  contractor. 

There  are  a  great  many  small  conti-actors  who  are  expex't  in  their 
own  line  of  work,  but  who  know  little  about  any  other,  whereas  there 
are  comparatively  few  who  are  experts  in  all  classes  of  work.  As  Mr. 
Gifford  has  said,  the  bridge  manufacturer  cannot  be  expected  to  know 
all  the  details  of  masonry  construction,  and  this  holds  equally  true  in 
many  other  cases.  Now,  if  the  contract  is  let  as  a  whole,  the  former 
class  is  practically  barred  out,  and  competition  is  lessened  to  this 
extent;  whereas,  if  bids  are  asked  on  the  work  properly  subdivided 
and  with  each  subdivision  clearly  defined,  a  maximum  of  competition 
will  be  assured,  for  each  bidder  will  be  thoroughly  familiar  with  the 
particular  work  on  which  he  is  asked  to  give  prices,  and  consequently 
will  quote  his  best  figure  with  a  minimum  percentage  added  us  a  fac- 
tor of  ignorance. 

The  engineer's  place  is  that  of  intermediary  between  the  pur- 
chaser and  various  contractors,  and  his  duty  to  the  former  requires  him 
to  see  that  the  most  exi^erienced  workmen  are  employed  on  the  several 
classes  of  construction,  and  that  the  total  cost  be  kept  at  a  minimum. 
The  purchaser  generally  knows  little  about  the  cost  and  less  about  the 
work  itself.  For  the  best  results,  the  engineer  should  be  thoroughly 
familiar  with  both,  and  the  contractors  should  be  experts  in  their  sev- 
eral branches.  The  engineer's  i)lans  and  specifications  should  show 
clearly  and  completely  every  feature  of  construction,  so  that  the 
several  contractors  may  know  exactly  what  they  are  bidding  on,  and 
so  that  i^ossibilities  of  misunderstandings  after  contracts  have  been 
let  be  reduced  to  a  minimum.  Frequently,  the  engineer  is  allowed  so 
little  time  in  which  to  make  his  plans  that  this  is  not  jmssible,  in  which 
case,  of  course,  he  must  use  his  best  judgment  to  make  final  results 
come  out  satisfactorily;  and,  under  these  conditions,  tlio  speaker  advo- 
cates letting  contracts  on  the  basis  of  unit  prices  for  the  various  classes 
of  work  covered  by  the  contract. 
Mr.  Andrews.  HouACE  ANDREWS,  M.  Am.  Soc.  C.  E. — Although  the  discussion  thus 
far  appears  to  be  all  in  favor  of  the  subdivision  of  contracts,  there  are 
reasons  that  may  be  urged  in  support  of  the  ()])posite  course. 

The  depeudeuce  between  the  different  brauclies  must  often  make 
it  morc^  d(!sirabl(!  for  one  i)erson  to  have  tlu^  whole  work  under  his 
control,  even  if  some  of  its  subdivisions  are  outside  of  his  specialty 
and  must  be  sublet  to  those  better  (jiuilifiod  for  their  execution. 
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This  mouth,  a  hirge  coutmot  was  let  in  Troy,  N.  Y.,  where  the  Mr.  Andrews. 
work  was  subdivided  by  the  eugiueer  into  two  contracts.  The  bidders 
who  were  the  lowest  for  the  work  as  a  whole  made  the  stipulation  that 
they  should  have  both  branches  of  the  work  or  none.  They  thought 
the  relationship  of  the  separate  parts  of  the  work  was  so  close  that  the 
main  contract  could  not  be  handled  profitably  or  satisfactorily  with- 
out control  of  the  other.  Nevertheless,  the  work  has  been  let  under 
two  contracts,  other  persons  being  willing  to  assume  the  greater  risks. 

Although  it  may  often  be  to  an  employer's  jjecuniary  interest  to 
subdiNide  a  contract  into  parts,  each  of  which  can  be  handled  by  a 
contractor  specially  qualified  and  properly  equipped  for  its  jjerform- 
ance,  still  the  siibdivision  of  the  work  entails  so  great  a  possibility  of 
contlict  between  the  various  contractors,  so  many  opportunities  arise 
for  claims  and  concessions  on  account  of  remissness  of  some  of  the 
contractors,  that  it  may  be  to  the  real  interest  of  the  employer  to  have 
dealings  with  one  responsible  contractor  for  the  whole  work,  even  at  a 
slight  pecuniary  loss. 

Lawmakers  are  disposed  to  ignore  a  contractor's  technical  qualifi- 
cations, jirovided  he  is  jjecuniarily  responsible,  regarding  it  to  be  the 
duty  of  the  engineer  to  enforce  all  requirements  of  the  specifications, 
iintil  the  financial  ruin  of  an  incompetent  contractor  throws  the  com- 
pletion of  the  work  upon  his  unfortunate  bondsmen.  In  such  an 
event  there  is  often  less  chance  of  loss  to  the  employer  from  an  attempt 
to  compel  responsible  bondsmen  of  one  general  contractor  to  complete 
the  work  than  from  combating  claims  of  numerous  contractors  execut- 
ing separate  branches  of  the  work.  Such  contractors,  on  a  subdivided 
piece  of  work,  could  reasonably  claim  to  be  damaged  by  delays  occa- 
sioned by  the  suspension  of  work  upon  the  execution  of  which  the 
completion  of  their  own  dejiended. 

Considerations  of  this  nature  may  have  influenced  the  framers  of 
the  law  to  which  Mr.  Gifford  refers,  whereby  the  Superintendent  of 
Public  Works  of  the  State  of  New  York  is  prevented  from  subdividing 
certain  State  contracts. 
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An   Informal  Discussion  at  the  Annual  Convention,  May  22d,  1902. 


Subject  for  Discussion: 

In   view   of  the   numerous  disasters  caused  by   the  contracting  of 
channels,  or  the  damming  of  small  streams,  should  non- 
navigable  streams  be  under  the  control  of 
the  National  Government?" 


By  Messrs.  Rudolph  Heking,  Charles  G.  Darrach  and 
Francis  Collingwood. 


Mr.  Hering.  RuDOLPH  Hertng,  M.  Am.  Soc.  C.  E. — This  topic  does  not  allude 
to  the  questions  of  diverting  water  from  a  water-shed,  of  silting  up 
or  of  jjolluting  streams;  yet  these  are  quite  as  important,  and  are 
pressing  for  solution.  As  they  are  also  intimately  connected  with  the 
damming  and  regulation  of  streams,  it  seems  but  natural  that  they 
should  be  ccmsidored  in  connection  therewith,  and  the  si)eakor  accord- 
ingly takes  the  liberty  to  do  so. 

As  civilization  sjjreada  over  a  country,  cliangos  take  place  in  the 
physical  character  of  tlic  land  surface,  by  the  decrease  of  forest  areas 
and  the  correspoudiug  increase  of  ciiltivatod  areas,  alloAviugthe  soil  to 
be  more  readily  washed  into  watercourses,  and,  in  pojjulated  centers, 
by  the  addition  of  surfaces  more  or  less  impervious  to  water. 
Changes  take  i)lac(i  also  in  the  (character  of  the  water  as  it  flows  in  the 
streauiH,  and  iu  the  size  and  shape  of  the  beds  themselves. 
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The  water  wbeu  ttowinf?  is  likely  to  «"bange,  both  in  quality  aud  in  Mr.  Hering. 
the  distribution  of  quantity.  The  more  soils  are  exposed  to  washing 
by  rain-water,  the  more  soil  particles  will  be  brought  into  it,  and 
carried  in  suspension  by  it,  causing  it  to  become  moi'e  or  less  turbid. 
The  sites  of  habitations  and  manufactories  in  city  or  country,  and  the 
application  of  manure  to  cultivate  fields,  cause  every  rain  storm  to 
bring  into  the  streams  organic  matter  which  causes  them  to  become 
more  or  less  polluted,  if  not  dii-ectly  offensive,  and  injures  the  water, 
either  for  domestic  consumption,  for  fish  life  or  for  manufacturing- 
purposes. 

The  quantity  of  water  flowing  in  a  stream  is  changed  by  the  growth 
of  population  in  a  way  that  flood  flows  tend  to  increase,  and  dry- 
weather  flows  tend  to  diminish.  Flood  heights  increase  by  the  reduc- 
tion of  forest  areas  and  of  water-retentive  vegetation,  which  causes 
more  rapid  run-ofi"s  and  greater  velocity  in  the  streams.  Dry-weather 
flows  decrease  in  consequence  thereof,  because  there  is  less  time  for 
jjercolation  into  the  ground,  and  therefore  less  storage  of  ground-water 
to  feed  the  streams  in  time  of  drought.  The  use  of  water  for  irriga- 
tion purjioses  still  further  reduces  the  stream  flow,  both  by  direct 
diversion  of  the  water  and  by  evaporation  on  the  surface  of  the  land. 

The  beds  of  streams,  so  far  as  they  are  alluvial,  change  in  accord- 
ance with  the  added  amount  of  susjiended  matter  carried  by  them,  and 
also  with  greater  floods  and  their  consequent  scour  and  re- deposit  of 
material  in  lower  stretches  of  the  stream. 

New  causes  therefore  appear  which  tend  to  increase  deposits  when 
velocities  become  less,  and  to  increase  scour  when  these  become  greater. 
As  both  effects  will  not  exactly  comjjensate  each  other  at  the  same 
points,  the  bed  of  an  alluvial  river  is  constantly  undergoing  changes 
which  have  increased  since  the  advent  of  civilized  man. 

Stream  beds  are  still  further  and  arbitrarily  changed  by  man  when 
he  endeavors  to  develop  the  usefulness  of  the  watercourse,  and  builds 
dams  across  it,  either  for  slack-water  navigation  or  for  jjower  and 
irrigation  purposes;  and  again  when  he  builds  or  fills  material  into  the 
stream,  or  in  some  way  encroaches  upon  its  natural  flood  section,  con- 
tracting it  without  attention  to  other  consequences. 

All  these  alterations  in  the  original  conditions  of  a  stream  become 
the  more  annoying,  sometimes  even  disastrous,  by  causing  other  results 
than  those  desired,  the  more  a  community  becomes  settled  and  devel- 
oped. The  objectionable  results  are  due,  perhaps,  to  the  higher 
floods  which  now  destroy  more  developed  property,  perhai:)8  to  the 
lower  dry-weather  flows,  which  deprive  water  usei-s  of  some  of  their 
original  ownership,  and  perhaps  also  to  greater  pollution  of  the  water, 
tending  toward  unfitness  for  ordinary  domestic,  manufacturing  or 
farming  uses. 

The  multiplicity,  as  well  as  the  seriousness,  of  effects  upon  large 
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Mr.  Hering.  public  and  private  interests  caused  by  the  streams  both  in  their 
natural  and  artificial  conditions,  due  to  a  large  growth  of  population, 
is  clear;  some  of  the  efi'ects  relate  to  sanitation,  some  to  property 
rights  for  domestic,  farming  and  power  purposes,  and  some  to  com- 
merce. 

The  National  Government  now  controls  the  streams  of  our  country, 
as  far  as  they  are  navigable.  It  can  regulate,  dam  and  improve  them 
for  commerce  alone.  It  has  no  control  of  the  streams  for  the  purposes 
of  sanitation,  irrigation  or  farming,  for  domestic  and  power  supplies, 
or  for  any  purpose  of  damming  or  contracting  those  that  are  non- 
navigable;  nor,  perhaps  most  important  of  all,  has  it  control  over  the 
regulation  of  streams  to  prevent  disaster  from  floods.  And  yet,  in  a 
develoi:)ed  community,  these  efi'ects,  while  of  small  consequence  in  its 
early  life,  become  of  great  consequence  in  its  later  life. 

Reports  are  becoming  more  numerous  of  the  bad  effects  of  floods 
caiised  by  the  improper  construction  of  dams  or  the  change  in  the 
physical  conditions  ujjon  the  water-shed  surface,  of  disasters  caused 
by  a  narrowing  of  the  flood  channel  or  by  accumulated  deposit  therein, 
or  of  polluted  streams  which  have  become  injurious  to  the  health  and 
life  of  man  and  cattle. 

The  siibject  has  become  so  aggravated  in  a  few  States  that  official 
bodies  have  been  appointed  and  instructed  to  grapi)le  with  it  in  one 
or  another  of  its  phases. 

State  commissions  Avill  answer  perfectly  when  the  causes  and  efi'ects 
are  within  the  State.  There  is  a  clear  difficulty,  however,  in  having 
a  single  State  endeavor  to  regulate  the  natural  and  artificial  condi- 
tions of  one  of  its  rivers,  when  this  originates  in  another  State  and 
is  received  in  an  injured  condition,  perhajis  polluted,  perhaps  with 
it.s  dry-weather  flow  seriously  diminished  or  its  floods  increased.  The 
other  State  may  exhibit  very  little  interest  in  the  matter,  and  its  legis- 
lature may  decline  to  effect  either  the  desired  remedy  or  any  remedy 
that  had  so  far  been  suggested. 

It  is  palpably  unjust  to  a  State,  as  it  is  to  an  individual,  to  permit 
a  change  to  be  made  by  one  party  to  the  injury  of  another,  in  the 
enjoyment  of  the  natural  privileges  granted  us  l)y  the  land  where  we 
live,  without  a  careful,  impartial  examination  of  the  facts  and  an  im- 
l)artial  solution  of  the  difficulty. 

While  the  United  States  Supreme  Court  is  a  j)roper  final  authority 
in  many  such  cases,  no  court  can  ever  be  constructive,  in  a  physical 
sense,  and  therefore  will  not  answer  the  jjurpose  now  before  us. 

We  need  for  this  purpose  in  our  country  some  Board  or  Commission 
of  Waterways,  which  should  have  suiireme  authority  over  matters 
ndatiiig  to  the  physical  conditions  of  a  river  from  its  source  to  its 
inoutli,  un'spective  of  Stat(i  ))ounilarioH,  consistent  with  and  resem- 
bling the  authority  already  i)laced  in  national  hands  for  regulating  nav- 
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igable  streams  for  commerce;  an  authority  wbicli  can  make  a  tlioroiigh  Mr.  Bering, 
investigatiou  into  the  physical  conditions,  not  only  collecting  and 
applying  information  now  in  the  hands  of  various  public  departments, 
but  supplementing  the  same  with  local  information  of  special  value; 
to  study  the  entii-e  siibject  relating  to  floods  and  droughts,  and  pollu- 
tion and  diversion  of  the  water;  to  establish  official  profiles  and  cross- 
sections  for  both  dry-weather  and  flood  conditions,  to  which  all  private 
interests  should  conform;  and  to  establish  limits  for  the  pollution  and 
diversion  of  water. 

The  engineering  work  of  such  a  body  would  be  considerable,  yet 
the  lines  along  which  it  should  be  undertaken  would  be  clear,  and  the 
results  like  those  of  similar  engineering  enterprises.  The  organization 
of  siich  a  body,  from  a  legal  and  political  standpoint,  is  equally  im- 
portant, and  is  a  factor,  perhaps,  more  difficult  of  solution.  It  will 
not  be  touched  uj^on  here. 

The  i^rogramme  of  the  topic  under  discussion  asks  whether  non- 
navigable  streams  should  be  under  the  control  of  the  National  Gov- 
ernment. In  this  opening  the  speaker  desires  to  take  a  broader  view, 
and  would  add:  "  or  of  Joint  State  Commissions,  each  one  controlling 
the  water-shed  of  at  least  one  large  stream  ?  "  The  speaker  does  not 
in  the  least  feel  opposed  to  a  control  by  the  National  Government;  in 
many  ways  it  would  appear  to  be  most  satisfactory.  There  are  also  good 
and  practical  reasons  for  having,  instead,  a  separate  commission  for  each 
large  water-shed,  or  group  of  smaller  ones.  A  local  commission  would 
be  better  informed  concerning  local  conditions,  which  are  or  may  be 
highly  imjjortant,  than  if  most  all  of  its  members  resided  elsewhere. 
In  either  case,  it  would  be  desirable  to  place  upon  such  a  board  a 
member  of  the  United  States  Engineer  Corps,  and  a  member  from 
each  of  the  Depai-tments  of  Agriculture,  the  Coast  and  Geodetic  Sur- 
vey, and,  perhai^s,  also  from  a  Bureau  of  Commerce. 

It  seems  sufficient  at  this  time  to  call  attention  to  the  importance 
of  a  proper  regulation  of  our  non-tidal  streams,  of  the  physical  prac- 
ticability of  doing  this,  and  of  the  necessity  of  having  such  regu- 
lation undertaken  by  a  body  whose  authority  must  extend  over  the 
territory  of  at  least  one  entire  watei'-shed;  our  whole  country  being- 
divided  into  as  many  water  districts  for  this  purpose  as  may  seem 
best. 

As  precedents  for  such  an  undertaking  we  may  consider  the  fol- 
lowing: 

The  Mississippi  River  Commission  is  a  body  which  has  authority 
over  the  regulation  of  our  largest  river,  extending  through  several 
States.  Its  authority,  however,  is  less  broad  than  it  appears,  from 
what  was  said  above,  might  properly  be  given  it. 

Recently,  a  Flood  Commission  was  established  in  the  State  of  New 
York  to  report  on  flood  preventions.     The  work  of  such  a  commission 
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Mr.  Heriiig.  must  be  liamperecl  to  some  extent  by  its  limitations,  and,  unless  it 
takes  a  broad  vie^v,  and  has  authority  and  means  to  make  comprehen- 
sive investigations  and  carry  out  recommendations,  its  usefulness  to 
the  State  cannot  be  of  the  extent  which  is  here  contemplated. 

In  England,  due  partly  to  the  more  uniform  and  smaller  rainfall 
and  stream  flows  than  ours,  and  partly  to  the  previous  attention  that 
has  been  given  to  the  qiiestion  of  damage  by  floods,  these  matters  do 
not  now  receive  very  serious  attention.  The  large  industrial  develop- 
ment, on  the  other  hand,  has  compelled  the  enactment  of  laws  for  the 
government  of  streams,  prohibiting  the  introduction  into  them  of  solid 
matter  not  carried  in  suspension,  such  as  earth,  ashes,  building  rub- 
bish, sludge  and  solid  sewage,  also  all  liquid  sewage  and  polluting 
liquid  from  manufactories,  provided  that  remedies  are  reasonably 
jjracticable  and  available  under  the  circumstances  of  the  case.  The 
carrying  out  of  these  laws  is  placed  in  the  hands  of  River  Conservancy 
Boards  and  Joint  River  Committees,  each  of  which  has  control  of  one 
or  more  water-sheds,  and  in  some  matters  acts  in  conjunction  with  the 
Local  Government  Board,  which  has  general  charge  of  such  matters. 

In  France,  for  many  years  there  has  been  a  special  bureau  in  the 
Department  of  Public  Works  called  the  Hydrometric  and  Flood 
Announcement  Service  {Services  Hydrometriques  iVAnnonce  des  Crues). 
This  bureau  has  studied  the  general  conditions  of  each  river  basin,  the 
means  to  jDrevent  inundations  and  to  regulate  and  equalize  the  flow, 
and  sends  advices  when  floods  are  expected.  The  water-sheds  for 
which  special  Boards  were  instituted  under  the  direction  of  the  Chief 
Engineer  of  Bridges  and  Roads  [Tngeniei(r  en  Chef  des  Pouts  et  Chmissees) 
are:  Seine,  Canal  de  la  Sambre,  Escaiilt  et  Yser,  Rhone,  Muerthe  et 
Mosel,  Aune,  Tech  et  L'Agly,  Garonne,  Dordogne  et  Adour,  and  Loire. 
Among  these,  the  Seine,  Rhone,  Garonne  and  Loire  are  the  most 
important.  Quite  recently,  a  law  has  been  i^assed  authorizing  the 
Deimrtment  of  Hygiene  to  inquire  into  the  pollution  of  rivers,  and 
provide  remedies.  It  also  authorizes  the  protection  of  all  sources  of 
water  sujiply,  and  imposes  fines  for  i)olluting  the  same. 

In  Germany,  the  regulation  and  correction  of  streams  is  in  the 
hands  of  Provincial  Governments  in  Prussia,  and  the  State  Govern- 
ment in  Bavaria.  The  smaller  states  agree  to  the  treatment  of  inter- 
state rivers  by  the  adjoining  countries  before  work  is  done. 

Each  of  the  Prussian  provinces  has  a  Stream  BuUdiug  CJoramission 
(Slromhaudirediov)  with  a  C'liief  Engineer  ( Oherprdesident)  at  its  head, 
which  controls  design,  construction  and  operation  for  each  river  flow- 
ing through  several  districts,  and  even  into  adjoining  provinces,  so  as 
to  obtain  uniform  results  for  the  entire  river.  Such  Commissions  are 
located  in  J)autzi(^  for  the  Vistula,  in  Brcslau  for  the  Oder,  in  Magde- 
burg for  the  Elbe,  in  Col)leuz  for  the  Rhine,  in  Munster  for  the  Dort- 
mund-Eras Canal,  and  in  Potsdam  for  the  Havel,  Spree,  ()der-Si)ree 
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Taual,  etc.     The  mouths  of  the  rivers  are  controlled  by  another  branch  Mr.  Hering. 
of  the  government,  for  political  reasons.     The  rivers  pollution  ques- 
tions are  under  the  control  of  a  Minister  of  the  Government,  advised 
by  the  Imperial  Board  of  Health. 

For  information  concerning  European  countries  the  speaker  is 
indebted  to  Ernest  Pontzen,  Cor.  'M.  Am.  Soc.  C.  E. ;  Theodor  G. 
Hoech.  M.  Am.  Soc.  C.  E.,  and  R.  A.  Tatton,  M.  Inst,.  C.  E. 

In  some  respects,  it  will  seem  better  to  have  separate  authorities 
to  regulate  the  questions  of  quantity  and  quality  of  the  water, 
speaking  broadly.  On  the  other  hand,  there  are  many  intimate 
connections  which  point  to  a  preference  for  a  single  commission 
controlling  both  hydraulic  and  sanitary  questions.  In  Europe  these 
questions  are  now  in  the  hands  of  difleront  bodies,  both,  however, 
branches  of  the  general  government. 

With  many  of  our  larger  rivers,  flowing  from  one  State  into  another, 
it  seems  properandtimely  to  obtain,  as  early  as  possible,  a  harmonious 
and  intelligent  treatment  of  their  profiles  and  sections,  and  also  of  the 
questions  of  diverting  and  polluting  their  water.  Official  profiles 
shoultf  be  established  for  the  entire  river,  which  will  regiilate  the 
velocities,  both  at  high  and  low  stages,  so  that  they  will  not  cause 
disastrous  results.  Normal  cross-sections  should  be  established  for 
the  ordinary  and  also  for  the  freshet  flows.  No  obstructions  whatever 
should  be  allowed  within  them,  although  the  territory  rarely  flooded, 
but  lying  within  the  flood  sections,  might  be  used  for  agricultural 
purposes,  as  is  sometimes  done  in  Europe,  with  the  risk  of  occasional 
destruction  of  crojjs.  As  it  may  often  be  necessai-y  to  protect  wide 
eximnses  of  adjoining  property,  some  flood  sections  would  have  to  be 
diked;  and,  to  prevent  interrui^tion  of  the  crossing  traffic,  the  entire 
flood  section  between  dikes  w^ould  have  to  be  bridged  at  the  projjer 
height.  In  many  cases  it  would  be  advisable  to  alter  the  alignment 
of  the  stream  more  or  less,  to  straighten  and  shorten  it,  where  now 
there  is  meandering.  In  adapting  such  changes  to  the  special  soil  of 
the  bed,  it  is  often  also  necessary  to  construct  sjiecial  submerged  dams, 
so  as  to  maintain  the  original  and  natural  regimen  of  the  streams. 

An  important  duty  would  also  be  the  establishment  of  storage 
reservoirs  where  found  expedient,  for  the  purpose  of  reducing  flood 
discharges  and  increasing  low-water  flows,  both  of  which  may  benefit 
the  riparian  owners  by  preventing  damage  in  one  case  and  ensuring 
greater  usefulness  in  the  other. 

The  diversion  of  a  part  of  a  stream  should  be  regulated  in  such  a 
manner  that  the  water,  in  accordance  with  its  value,  could  be  properly 
and  justly  distributed  among  the  respective  States  within  its  water- 
shed, and  deprive  no  State  of  water  to  which  it  has  a  natural  right. 

Where  works  of  industry,  and  particularly  of  ore-washing,  load  a 
stream  with  matter  that  is  first  carried  in  suspension  and  then  depos- 
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Hr.  HeriDg.  ited  lower  clown,  thus  raising  its  bed,  proper  means  should  be  pro- 
posed to  prevent  injury  to  any  riparian  rights  without  unjustly 
interfering  with  important  industries. 

And  lastly,  such  an  authority  as  above  suggested  could  establish 
regulations  regarding  the  pollution  of  water  from  source  to  mouth, 
and  thus  protect  it  for  the  benefit  of  all  Tisers  alike,  whether  in  one 
State  or  another.^  It  Avould  devolve  upon  the  same  authority  to  deter- 
mine the  131'oper  uses  to  which  the  waters  of  certain  rivers  could  be 
put.  In  some  cases  it  would  be  practicable,  and  even  necessary,  to 
reserve  them  for  the  domestic  supplies  of  future  populations;  in 
others,  manufacturing  interests  may  abound  to  such  an  extent  that 
certain  streams  should-  not  be  devoted  to  domestic  use,  but  reserved 
for  other  uses,  and  protected  only  to  the  extent  of  not  becoming 
objectionable  to  sight  or  smell. 

Regarding  the  imjjortant  matter  of  payment  for  the  work  herein 
considered,  it  may  only  be  said  that  whether  the  National  Government 
or  Joint  State  Commissions  undertake  the  same,  it  would  manifestly 
be  unfair  to  pay  for  it  entirely  from  funds  of  the  General  Government, 
in  districts  where  it  is  not  itself  a  lai-ge  landowner,  because  the*benetit 
would  accrue  generally  to  the  water-shed  affected,  and  jjarticularly  to 
the  riparian  projjerty  owners.  Payment,  either  by  the  State  at  large 
within  which  the  improvement  is  made,  or  by  the  assessment  of  bene- 
fits against  the  counties  or  the  private  individuals  afi"ected,  would  seem 
more  equitable. 

All  the  subjects  here  suggested,  and  but  briefly  touched  upon,  are 
more  or  less  effectively  solved  in  the  countries  of  "Western  Europe. 
They  are  now  becoming  more  and  more  urgent  of  solution  in  our  own 
country.  It  is  to  be  hoped  that  we  will  not  be  long  in  arrears  in  crys- 
tallizing the  method  of  handling  this  important  subject  in  non-tidal 
streams  as  well  as  it  has  been  handled  in  tidal  rivers,  in  part  by  the 
United  States  Corps  of  Engineers,  and  that  the  results  may  be  at  least 
as  beneficent  as  those  accomplished  across  the  Atlantic. 
Mr.  Darrach.  Charles  G.  Darrach,  M.  Am.  Soc.  C.  E.  (by  letter).  — The  control 
of  non-navigable  streams  involves  tlieir  entire  course  from  source  to 
mouth.  There  is  V)ut  little  doubt  that  the  regimen  of  streams  passing 
through  two  or  more  States  can  be  controlled  by  the  National  Gov- 
ernment, but  the  individual  State  alone  has  jurisdiction  over  non- 
tidal  streams  wholly  within  its  own  boundaries,  unless  it  can  be 
shown  that  lack  of  vigilance  on  the  part  of  a  State  works  danger  and 
damage  to  the  health  aud  ])rosperity  of  the  citizens  of  another  State 
with  whom  tlu;  delincpKMit  is  indissolubly  united. 

Present  knowledge;  makes  it  ])<)ssible,  with  slight  expense,  to  j)re- 
vent  al)solut(!ly  sewage  ])()]lution  of  streams,  and  the  subject  under 
discussion  should  take  into  consideration  such  ])reveution.  In  the 
writer's  opinion,  the  aid  of  the  General  Government  can  be  invoked 
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to  conserve  the   purity  of   auv    uou-tidal  stream,  even   if   its   entire  Mr.  Darrach. 
course  lies  wliolly  inside  the  couliues  of  an  individual  State,  without 
violating  State  sovereignty,  the  only  bulwark  against  imperialism. 

A  State  must  be  considered  as  an  individual  or  a  household  in  a 
community  is  considered.  The  individ\;al  and  the  hoiasehold,  al- 
though imperial,  must  be  governed  by  the  general  laws  of  the  com- 
munity. 

Pathogenic  bacteria  may  be  carried  in  the  body  and  be  voided  from 
a  perfectly  healthy  person,  and  be  the  source  of  spreading  disease;  so 
that  a  healthy  individual  may  be  the  vehicle  for  carrying  disease  from 
the  polluted  stream  of  one  State  into  that  of  another;  and  if  a  State 
refuses  to  preserve  the  purity  of  streams  lying  entirely  within  its 
own  borders  they  may  become  sources  of  disease  and  danger  in  other 
States. 

This  subject  is  most  important,  as  it  deals  with  the  life  and  health, 
as  well  as  the  comfort  and  wealth,  of  our  entire  country. 

At  present  the  War  Department  of  the  National  Government  has 
control  of  the  national  engineering.  Does  not  the  subject  under  dis- 
cussion point  to  the  advisability  of  a  new  department  in  our  National 
Government  dominated  by  civil  engineers? 

Francis  CoLLiNGwooD,  M.Am.  Soc.  C.  E.   (by  letter). — This  sub- Mr.  Colling- 
ject  is  one  with  which  the  writer  has  had  intimate  acquaintance  in      ^'ood. 
connection  with   the  streams    in  the  "southern  tier"  of  New  York 
State;  and,  as  emphasizing  the  remarks  of  Mr.  Hering,  he  desires  to 
cite   the   valley    of  the   Chemung   River,    wdth   which   he   has   been 
acquainted  for  more  than  half  a  century. 

A  number  of  years  ago,  after  a  disastrous  flood,  w^hich  reached  a 
higher  point  at  Elmira  than  any  that  ever  preceded  it,  he  was  called 
upon  to  devise  means  by  which  the  city  should  be  protected  from 
future  flood  damage.  A  careful  survey  was  made  for  about  3  miles 
of  the  length  of  the  stream,  with  cross-sections  of  the  stream  and 
portions  of  the  valley  at  frequent  intervals.  Having  removed  from 
the  vicinity  some  twenty  years  before,  the  writer  was  amazed  at  the 
changes  wrought  in  that  time. 

At  a  point  about  a  mile  below  the  center  of  the  city  the  stream 
had  widened  from  a  normal  width  of  about  600  ft.  to  some  1  400  ft. 
The  banks,  formerly  steep  and  covered  above  with  grass  and  trees, 
were  cut  and  gashed,  and  there  were  small  detached  pools  of  water, 
and  a  growth  of  black  alders  reaching  out  100  ft.  in  width.  The 
stream  bed,  formerly  clear  and  with  no  obstruction,  was  now  a  series 
of  little  gravel  islands  from  a  few  square  feet  to  several  acres  in  area, 
and  also  covered  more  or  less  with  alders.  In  place  after  jjlace  every 
particle  of  the  black  mould  had  been  removed  from  the  ground, 
leaving  a  sterile  waste  of  clay,  covered  with  coarse  weeds.  This 
destruction  was  not  limited  to  one  locality;  the  same  conditions  were 
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Mr.  Colling-  to   be  observed  everywhere   along   the   stream,    and   the   writer  was 

wood.         .  

informed  by  a  large  land-owner  at  Wyaliising,  on  the  Susquehanna, 

that  the  river  flats,  which  formerly  he  considered  his  most  valuable 

land,  were  now  almost  worthless  for  agricultural  purposes. 

The  causes,  in  the  case  of  the  Chemung  River,  are  not  far  to  seek. 
One  of  the  streams  forming  it  is  the  Tioga  River,  which  has  a  very 
steep  descent.  Formerly,  the  region  was  heavily  wooded,  but  the 
timber  has  been  entirely  removed.  The  results  are  shown  strikingly 
in  one  fact,  viz.,  after  a  storm  the  floods  now  reach  Elmira  in  little 
more  than  half  the  time  they  formerly  occupied.  The  history  is 
familiar  to  all  intelligent  observers,  and  need  not  be  dwelt  upon. 
The  worst  of  it  is  that  heavy  floods  are  increasingly  numerous,  and 
the  damage  continuous.  The  converse  of  this,  that  is,  the  very  low 
water  in  summer  at  present,  as  compared  with  the  clear,  bright, 
flowing  river  of  former  times,  is  also  in  evidence. 

Now,  as  to  the  remedy:  The  design  proposed  was  to  restore  the 
sections  of  the  stream,  by  diking  and  dredging,  in  such  way  as  to 
j)a8s  the  largest  known  flood  safely,  and  without  damage  to  property. 

The  objections  were,  first,  the  cost,  estimated  at  about  $700  000; 
second,  the  fact  that  to  this  must  be  added  a  constant  yearly  assess- 
ment for  maintenance.  The  improvement  proposed  that  the  material 
excavated  should  be  utilized  in  building  on  each  side  of  the  river  a 
pleasure  drive.  A  third  objection,  in  the  writer's  mind,  was  that  the 
concentration  of  the  full  flood  at  the  lower  end  of  the  improved 
channel,  instead  of  its  being  spread  over  the  valley  as  it  is  at  present, 
might  lead  to  damages  to  regions  below,  which  could  not  bo  foretold. 

The  only  result  of  the  survey  was  the  bnilding  of  one  or  more  dikes, 
which  seem  to  have  been  seriously  damaged  in  a  recent  flood. 

A  copy  of  the  report  was  sent  by  the  writer  to  the  Governor  of 
New  York,  and  his  attention  was  called  to  the  enormous  and  irrevo- 
cable destruction  of  valuable  land,  and  also  to  the  fact,  as  outlined 
above,  that  no  separate  municipal  or  other  body  could  with  propriety 
undertake  stream  control.  It  could  only  be  accomplished  success- 
fully by  the  State.  Another  remark  of  Mr.  Hering  is  here  to  the 
point;  the  Tioga  River  heads  in  Pennsylvania,  while  the  Chemung 
River  is  in  New  York. 

In  an  article  in  the  "Journal  of.Forestry  and  Irrigation"  the  eflect 
of  deforestation  was  sliown  by  the  record  of  actual  observations  made 
during  th(!  eight  mouths  succeeding  April  1st,  li)01,  on  Salt  River,  Ariz., 
below  wh(!re  it  is  jointnl  by  Tonto  Creek,  and  on  Touto  (!reek  half  a 
mile  above  the  junction.  The  basins  are  contiguous  and  similar,  but 
the  Tonto  Basin  is  heavily  grazed  and  almost  bare  of  timber,  grass  or 
other  vegetation;  whih;  the  Salt  River  Basin  lies  in  the  Indian  Reser- 
vation, where  the  sheej)  and  cattle  of  the  white  men  are  not  allowed, 
and  it  is  heavily  timbered  and   well  carpcitcd  with  grass.      The  Creek 
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carried  0.00275   of  V'q    of  sediment,    while   Salt  River  carried  only  Mr.  CollinK- 
0.00146  of  1%.  or  only  about  half  as  mncli. 

This  brief  statement  is  presented,  for  the  reason  that  the  facts  lie 
wholly  within  a  lifetime,  and  show  how  rapidly  the  destructive 
agencies  act  when  once  set  in  motion.  There  are  indications  that  the 
same  cycle  of  events  is  in  progress  iu  the  extreme  West,  where  some 
of  the  most  heavily  wooded  regions  are  being  rapidly  deforested.  The 
suggestions  of  Mr.  Hering  are  wise,  and  to  the  point. 


AMERICAN  SOCIETY  OF  CIVIL  ENGINEERS. 

INSTITUTED     185^. 


TRANSACTIONS. 


Paper  No.  933. 

IRRIGATION  WORKS. 

An  Informal  Discussion  at  the  Annual  Convention,  May  22d,  1902. 


Subject  for  Discussion  : 

'  Should  the  National  Government  undertake  the  construction  and 

operation  of  Inigation  Works?" 


By  Messrs.  Elwood  Mead,  T.  M.  Ripley,  F.  H.  Newell,  George  H. 
Maxwell,  J.  James  R.  Croes,  L.  M.  Haupt  and  Charles  G. 
Darrach. 

Mr.  Mead.  Elwood  Mead,  M.  Am.  Soc.  C.  E. — There  are  two  classes  of  irri- 
gation works  which  the  National  Government  may  projierly  build 
and  operate.  The  first  are  reservoirs  located  in  the  channels  of 
streams  the  waters  of  wliich  are  used  in  irrigation ;  the  second  are  di- 
version works  of  great  magnitude  and  cost.  Both  promote  the  public 
welfare  in  such  manner  that  i)ublic  opinion  should  favor  the  extension 
of  such  aid. 

Reservoirs  are  a  necessity  to  the  largest  and  best  use  of  the  water 
supply  of  the  arid  region.  There  is  scarcely  a  stream  which  can  be 
fully  utilized  in  irrigation  without  storing  a  part  of  its  flow.  This  is 
due  to  the  fact  that  streams  do  not  rise  and  fall  with  the  demand  for 
water;  they  are  higli  when  but  little  is  used  and  low  wlieu  water  is 
most  needed  aud  most  valuable. 

Whil(!  tlie  mountain  snows  are  melting  floods  run  to  waste,  but 
when  the  snows  are  gone  streams  shrink  to  a  mere  shadow  of  their 
former  volume,  and  this  shrinkage  occurs  when  the  needs  of  irriga- 
tors are  greatest.     The  studies,  now  being  carried  on  by  the  Irrigation 
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Investigations  of  tlie  OfiBce  of  Experiment  Stations,  of  tlie  duty  of  Mr.  Mead. 
water,  when  compared  witli  the  flow  of  streams,  as  shown  by  the  gaug- 
ings  of  the  United  States  Geological  Survey,  reveal  the  fact  that  a 
large  part  of  the  water  sui:)ply  runs  to  waste  before  it  can  be  profitably 
used.  Weber  Eiver,  in  Utah,  has  dropped  from  4  588  cu.  ft.  per  sec- 
ond in  June  to  455  cu.  ft.  per  second  in  July.  The  liigh-water  flow  of 
the  North  Platte  Eiver  in  June  has  been  thirty-four  times  as  great  as 
its  low-water  discharge  in  Aiigust.  The  discharge  of  Clear  Creek, 
one  of  the  irrigation  streams  of  Northern  Wyoming,  in  June,  1898, 
was  32  000  acre-feet;  in  July  it  was  less  than  12  000  acre-feet. 

Before  these  facts  were  understood,  many  ditches  were  btiilt  to 
utilize  the  floods  of  spring  and  early  summer.  Much  of  the  land 
under  these  ditches  is  now  either  idle  or  its  cultivators  often  sufi"er 
severe  losses.  The  construction  of  reservoirs  is  the  only  means  of 
improving  these  unsatisfactory  conditions.  Such  reservoirs  will  not 
only  increase  the  farmed  area,  but  add  to  the  profits  and  security  of 
the  farmer,  and  will  be  worth  far  more  than  they  will  cost.  Why, 
then,  should  their  constriiction  not  be  left  to  i^rivate  capital?  The 
answer  is:  To  avoid  legal  and  economic  complications  over  water 
rights.  Storage  works  located  in  stream  channels  must  receive  all  the 
water  which  comes  down  from  the  mountains  above.  They  intercejjt 
the  water  when  the  river  is  low,  when  it  is  all  needed  and  all  belongs 
to  those  having  vested  rights.  Many  of  these  reservoirs  will  be  in 
l^laces  remote  from  the  lands  now  irrigated.  The  farmers  who  need 
all  the  natural  flow  cannot  see  what  is  taking  place,  and,  when  they 
suffer  from  shortage,  the  reservoir  which  stands  between  their  farm  and 
the  mountain  snows,  if  it  is  a  private  property ,  will  almost  inevitably  be 
held  responsible.  Distrust  and  anxiety  thus  roused  will  lead  to  contro- 
versy, if  not  litigation.  All  these  evils  will  be  less  likely  to  arise  if 
the  works  are  pubhc.  Irrigators  will  be  less  likely  to  suspect  inter- 
ference with  theii'  rights  when  the  works  are  under  piiblic  control 
than  when  they  are  operated  for  private  gain. 

There  are  other  reasons  why  these  works  should  be  public  prop- 
erty. Where  storage  works  are  built  and  controlled  as  private  enter- 
l^rises,  there  is  danger  that  the  owners  of  such  works  will  trade  upon 
the  necessities  of  farmers,  and,  when  their  fields  are  suffering  from 
drouth,  will  charge  such  high  rates  for  water  that  the  prosperity  of 
irrigated  agriculture  will  be  endangered.  But  if  these  works  are  built 
by  the  Government,  the  tendency  will  be  to  make  water  rates  reason- 
able and  stable.  The  doctrine  of  pubHc  ownership  can  be  maintained 
over  the  stored  supply  as  well  as  over  the  natural  flow.  Monopoly  of 
water  will  be  impossible,  and  its  abuses  averted. 

The  argument  for  public  reservoirs,  therefore,  is  not  that  jirivate 
capital  cannot  afford  to  build  them,  because  recent  experience  has 
shown  that  many  of  these  works  can  be  made  highly  profitable,  but 
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Mr.  Mead,  that  they  should  be  regarded  as  a  public  utility,  just  as  we  regard 
bridges  across  streams  on  public  roads.  There  is  no  question  that 
toll  bridges  on  many  highways  would  pay,  and  there  is  equally  no 
question  that  while  they  would  be  profitable  to  their  owners  they 
Avould  be  a  nuisance  to  every  one  else.  That,  it  is  believed,  would  be 
the  experience  with  many  private  reservoirs  located  on  running 
streams. 

The  construction  of  costly  diversion  dams  and  main  canals  on  large 
rivers,  by  the  Government,  is  justified  by  the  fact  that  the  United 
States  owns  large  tracts  of  land,  now  practically  worthless,  but  which 
could  be  made  habitable  and  j^roductive  by  this  outlay.  If  ownership 
carries  with  it  responsibility,  then  it  is  the  duty  as  well  as  to  the  inter- 
est of  the  Government  to  administer  this  property  so  as  to  make  it 
provide  the  largest  possible  opportunities  for  those  seeking  homes  on 
the  fjublic  domain.  To  say  that  the  Government  shall  take  the  atti- 
tude of  an  alien  landlord  Avho  makes  no  improvements  and  pays  no 
taxes,  is  not  an  enlightened  conception  of  its  diity,  nor  is  it  just  to  the 
arid  States. 

Neither  individuals  nor  corporations  will  undertake  these  works 
unless  there  is  a  i^rospect  of  a  profit  commensurate  with  the  risk.  If 
this  profit  is  realized  it  will  put  the  cost  of  these  lauds  beyond  the 
means  of  poor  men,  who  are  the  ones  to  be  looked  after  in  the  disposal 
of  the  public  domain.  Only  the  well-to-do  can  buy  land  which  costs 
from  $15  to  ^25  an  acre  for  a  water  supply. 

The  Government  can  better  afford  to  do  this  work  than  can  private 
enterprises,  because  the  Government  derives  an  indirect  return  which 
private  onteri^rises  cannot  share.  Every  acre  of  land  reclaimed  adds 
to  the  taxable  wealth  and  to  the  greatness  and  strength  of  the  Nation. 
These  Ix^nefits  will  be  unending,  aud  will  increase  with  time.  They 
are  worth  the  outlay  required. 

It  is  proper  that  the  Nation  should  build  these  works,  because  some 
of  them  will  be  located  in  one  State  while  the  water  will  be  used  in 
another  State.  It  will  be  a  much  simjiler  arrangement  to  have  this 
work  done  by  the  National  Government  than  for  the  States  to  reach 
an  agreement.  Some  of  the  States  are  too  i)oor  to  iitilize  their 
resources,  some  are  prevented  by  constitutional  restrictions.  The 
National  Government  can  secure  the  needed  funds  from  the  sales  of 
public  lands,  and  build  these  works  withoiit  any  Imrden  to  taxpayers, 
East  or  West.  The  States  have  no  such  resource.  They  cannot  even 
tax  the  i)ublic  lands,  wliicli  in  some  States  comprise  more  tlum  80%  of 
th(!  total  ar(!a. 

There  nro,  also  some  vexed  (jiuistions  relating  to  the  respective 
spheres  of  State;  and  National  authority  over  the  control  of  streams 
used  in  irrigation.  Ea<!h  State  now  controls  the  divisiou  of  water 
within  its  borders,  and  should  continue  to  do  so,  but  there  is  need  that 
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this  control  shall  be  more  effective,  in  order  that  controversies  may  he  Mr.  Uetul. 
averted  and  the  rights  of  actual  users  of  streams  made  secure.  In 
order  to  do  this,  the  tield  of  control  of  the  Nation  and  of  the  State 
must  be  known.  We  are  beginning  to  realize  that  the  framing  of  water 
laws  is  among  our  most  vital  and  jierplexing  problems.  Many  of  the 
streams  of  the  arid  region  finally  flow  into  navigable  rivers,  and  the 
question  arises:  Is  the  steamboat  below  or  the  orchard  and  garden 
above  to  have  tirst  claim  on  the  mountain  snows?  There  aie  interstate 
streams  where  on  one  side  of  a  State  boundary  the  doctrine  of  appro- 
priation prevails,  and  on  the  other  side  the  common-law^  doctrine  of 
riparian  rights.  How  are  they  to  be  reconciled?  These  questions  will 
sooner  or  later  press  for  a  final  settlement,  either  through  legislation  in 
Congress  or  by  litigation  in  the  Supreme  Court  of  the  United  States. 
They  involve  the  best  use  of  resources  of  great  value,  and  vitally 
affect  the  material  development  of  one-third  of  the  United  States. 

The  construction  and  operation  of  irrigation  works  of  the  character 
above  described,  by  the  Nation,  will  tend  to  promote  the  enactment  of 
more  uniform  and  better  laws  by  the  States;  it  will  help  to  educate 
public  sentiment  regarding  the  legal  and  economic  problems  which 
irrigation  development  is  creating,  and,  in  the  end,  make  the  arid 
region  a  more  valuable  and  prosperous  part  of  the  Nation  than  if 
development  is  left  wholly  to  private  enterprise. 

T.  M.  Ripley,  Assoc.  M.  Am.  Soc.  C.  E. — -In  speaking  of  this  Mi-.  Ripley, 
subject,  at  first  thought,  it  seems  that  the  fundamental  idea  is  the 
wide-open  policy  of  our  Government  in  regard  to  emigration. 
ELnowing  this,  and  having  lived  for  five  years  on  the  eastern  slope  of 
the  Rocky  Mountains,  in  Montana,  there  seems  to  be  but  one  answer, 
viz.,  "Yes."  Yet  this  answer  must  be  qualified  to  include  only  that 
portion  of  the  question  which  would  deal  with  the  building  and  oper- 
ation of  storage  reservoirs.  Such  reservoirs  would  be  interstate  in 
their  character,  from  the  fact  of  their  influence,  not  only  on  that 
portion  of  the  stream  above,  but  also  on  the  government  of  the  flow 
below  them. 

The  cost  of  such  works,  the  fact  of  their  influence  passing  state 
boundaries,  the  effect  which,  in  many  cases,  they  would  have  upon  the 
flow  of  streams  now  under  the  control  of  the  Federal  Government,  as 
well  as  the  operation  and  maintenance  of  the  same  (they  touch  the 
very  life  of  the  land-owner  in  the  arid  region),  make  it  not  only  expe- 
dient, but  actually  imperative,  in  some  of  these  cases,  that  these 
works  be  those  of  the  General  Government. 

On  the  other  hand,  it  may  and  probably  will  be  found  more  expe- 
dient that  federal  control  should  end  at  the  river  gate,  and  all  ditches 
with  their  accompanying  works  be  owned,  operated,  and  maintained 
by  those  jjurchasing  the  water.  Control  of  this  water  by  sale,  its 
proper  apportionment  to  the  land,  and  some  restriction,  so  that  the 
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Mr.  Ripiey.  water  cannot  be  bought  for  a  speculative  purpose,  are  absolutely 
necessary  for  the  bringing  of  the  maximum  acreage  under  irrigation. 

The  quantity  of  water  stored  is  always  obtainable,  the  acreage 
possible  to  irrigate  always  known,  and  the  former  must  serve  as  much 
of  the  latter  as  possible,  to  fulfill  its  duty. 

What  is  to  be  done  with  the  emigrants  after  receiving  them  within 
our  borders,  is  a  pressing  question,  the  answer  to  which  has  heretofore 
been  "  Send  them  "West."  But  the  West  is  becoming  filled  up.  Now, 
that  may  sound  strange  to  a  great  many  who  know  that  they  can  ride 
for  miles  and  miles  along  a  river  course,  and  even  for  days  across 
country,  seeing  only  a  few  log  cabins;  nevertheless,  it  is  true.  The 
country  is  becoming  "  filled  up,"  for  the  simple  reason  that  it  has  all 
the  jDopiilation  it  can  at  present  supi^ort  economically,  from  the  very 
fact  that  there  is  not  enough  water,  or  that  the  water  in  the  locality 
cannot  be  used. 

Go  to  the  headquarters  of  many  of  the  mountain  streams;  follow 
them  for  miles,  and  what  do  you  find?  A  few  ranches  located  on  the 
lowest  of  bottom  lands,  each  ranch  with  a  few  irrigated  acres;  the 
remainder  is  "range,"  and,  if  the  stream  is  small,  few  years  go  by 
without  a  "water  fight."  The  man  below,  suffering  from  want  of 
Avater,  blames  his  neighbor  further  up  stream,  and  this  in  the  face  of 
the  fact  that  his  fields  are  scarcely  dry  from  the  spring  freshet  of  a 
few  weeks  before. 

The  Government  is  an  owner  and  dealer  in  land,  and,  as  was  said 
before,  it  encourages  the  emigration  of  people  to  those  lands.  The 
current  reports  show  that  the  number  of  emigrants  will  be  greater  this 
year  than  in  any  jjievious  year,  and  to  give  a  man  an  unirrigable  quar- 
ter-section on  which  to  build  a  home  is  like  offering  a  stone  for  bread. 

An  article*  by  Mi-.  Elwood  Mead  begins:  "Although  one-third  of 
the  United  States  is  arid,  the  imijortance  of  its  reclamation  and  settle- 
ment to  the  Nation  has  thus  far  been  disregarded." 

Mr.  Mead's  statement  is  too  sweeping.  The  Government  has  made 
surveys  for  dam  sites  and  maps  of  the  same,  yet,  so  far  as  known,  the 
matter  has  been  carried  no  farther. 

Moreover,  legislation  is  now  pending,  and  let  us  hoi)o  tliat  some- 
thing of  real  value  to  this  large  region  may  be  accomiilisliod.  There 
are  thousands  of  acres  thirsting  for  the  water  which  will  place  them 
among  the  most  fertile  in  the  world;  square  mih^s  of  virgin  soil,  the 
value  of  which  will  increase  from  500  to  1  000%,  when  properly 
irrigated. 

That  the  Government  will  build  and  own  the  great  works  which 

are  necf^ssary  for  the  r(!clamatiou  of  this   land,  is,  let  us  believe,  the 

h()])(!  of  (iveryone  wlio  is  intcin^stod  in  our  great  arid  region.     Ijet  tlie 

water,  now  making  torrents  and  flooded  rivers,  be  stored  and  sold  at  a 
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just  rate;  then  the  laud,  uow  produciug  ouly  sftge  l>rush,   cacti  and  iMr.  Ripley, 
bunch  grass,  will  be  changed  from  cattle  ranges  into  farms. 

Again,  many  good  ranges  and  winter  shelters  have  to  be  abandoned, 
and  the  cattle  driven  many  miles  to  lower  ground,  or  else  may  perish 
on  the  range  for  lack  of  food,  when,  with  a  proper  storage  and  appli- 
cation of  the  run-off,  the  necessary  amount  of  feed  could  be  produced 
on  the  ground  now  abandoned.  Should  this  w-ork  be  once  fairly 
started,  it  will  so  demonstrate  its  own  value  that  nothing  will  stop  it. 
It  means  a  new  West;  a  doubling  of  our  resources. 

F.  H.  Newell,  M.  Am.  Soc.  C.  E. — The  direct  answer  to  this  ques-  Mr.  NeweU. 
tion  lies  now  with  statesmen,  rather  than  with  engineers,  as  such, 
since  it  is  a  matter  which  has  been  discussed  from  many  standpoints 
for  half  a  generation,  and  has  entered  into  national  politics  to  the 
extent  at  least  of  being  embodied  in  the  platforms  of  all  the  great 
political  parties,  and  has  formed  a  considerable  portion  of  the  recent 
Message  of  the  President  to  Congress.  Since  the  Chief  Executive  of 
of  the  Nation  has  answered  the  question  in  the  affirmative  it  would 
not  be  in  accord  with  official  courtesy  to  take  the  opposite  stand,  even 
though  it  might  accord  with  jDcrsonal  ideas,  which  in  the  present  case 
it  does  not. 

Under  the  circumstances,  it  might  be  considered  preferable  at  the 
present  time  to  discuss,  not  the  qxiestion  whether  the  Government 
should  undertake  the  construction  and  operation  of  irrigation  works, 
but  rather,  what  are  the  limitations,  or  the  extent  to  which  the 
National  Government  should  go  into  the  matter.  The  developments 
within  the  arid  region,  through  jirivate  enterprise,  have  proceeded 
to  a  point  where  the  construction  of  large  works,  as  a  rule,  is  found 
to  be  impracticable  from  the  financial  standpoint.  Many  small 
works  have  been  built  and  have  been  found  to  be  successful,  both 
in  an  engineering  sense  and  in  affording  a  satisfactory  revenue; 
but  the  opjjortunities  for  building  such  small  works  have  nearly 
all  been  utilized,  and  further  development  rests  largely  upon  the  ques- 
tion as  to  what  shall  be  done  toward  storing  floods  or  diverting  large 
rivers. 

The  situation,  as  regards  the  vacant  public  lands  and  the  oppor- 
tunities for  the  reclamation  of  arid  areas,  has  for  many  years  been 
one  of  the  matters  for  examination  by  the  United  States  Geo- 
logical Survey.  It  may  not  at  first  glance  be  apparent  why  this 
organization  is  concerned  with  the  matter.  The  word  "geology" 
to  some  engineers  is  synonymous  with  rock  structure,  or  hypotheses 
as  to  the  origin  of  veins  and  mineral  deposits.  The  word,  how- 
ever, has  a  far  wider  meaning,  and  by  geologists,  at  least,  is  made  to 
include  a  thorough  knowledge  of  the  earth's  surface,  its  history,  pres- 
ent condition,  and  even  the  study  of  the  natural  resources  upon  and 
under  the  surface. 
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Mr.  Newell.  The  Geological  Survey  is  something  more  than  the  examination  of 
the  striicture  of  rocks.  In  fact,  its  organic  law  demands  that  the  Di- 
rector shall  have  charge  of  the  classification  of  the  public  lands,  and 
examination  of  the  geological  structure,  mineral  resources,  and  pro- 
ducts of  the  ^Jational  domain.  The  necessities  of  land  classification 
and  mapping  the  resources  have  given  rise  to  extensive  surveys  and 
engineering  investigations,  so  that  in  classifying  the  officers  or  mem- 
bers of  the  Geological  Survey  it  may  fairly  be  said  that  fully  one-half 
of  this  corps  consists  of  engineers,  as  distinguished  from  geologists. 
The  Director  himself,  although  not  claiming  to  be  an  engineer,  has  a 
well-earned  reputation,  not  only  as  a  scientific  man,  but,  among  an 
entirely  different  group  of  men,  is  known  as  one  of  the  best  designers 
and  constructors  of  large  buildings. 

The  explorations  made  by  the  Geological  Survey  in  its  early  days 
attracted  the  attention  of  the  ijublic  and  Congress.  In  particular,  the 
work  of  its  former  chief,  John  W.  Powell  (Director  from  18S0  to  1894), 
called  attention  to  the  importance  of  irrigation.  In  18H8  he  was  au- 
thorized by  Congress  to  ascertain  the  extent  to  which  the  arid  lands 
could  be  reclaimed  by  iri'igation,  to  siarvey  reservoii-s  aud  ascertain  the 
cost  of  constriiction. 

Elaborate  plans  for  reclamation  were  made  at  this  time,  but  the 
irrigation  survey  thus  created  had  a  short  life,  termiuating  in  1891, 
its  work  being  continued  on  a  small  scale  by  what  is  known  as  the 
Division  of  Hydrography  of  the  Geological  Survey.  Congress,  how- 
ever, apparently  never  gave  uj)  wholly  the  idea  of  Government 
work,  since,  in  the  various  acts  passed  from  time  to  time,  the  interest 
of  the  Government  has  been  guarded,  and  in  all  land  titles  right- 
of-way  for  works  constructed  under  the  authority  of  the  General  Gov- 
ernment has  been  reserved,  and  reservoir  sites  have  been  segregated 
on  public  lands. 

The  amount  of  water  available  for  storage  and  for  diversion 
has  ))een  the  subject  of  study  year  after  year  by  the  Division  of 
Hydrography,  and  data  bearing  ujion  this  question  of  iiltimate 
reclamation  have  been  brought  together.  At  the  same  time,  a 
study  of  the  public  lauds  has  been  made,  maps  have  been  pre- 
pared showing  the  location  of  these,  and  illustrating  the  vast  extent 
of  land  in  eacli  state  and  territory  still  in  the  hands  of  the  General 
Government. 

As  a  result  of  tlu^  informatiou  brought  to  the  attenticm  of  the 
people,  there  has  grown  up  a  popular  movement  for  the  reclamation 
of  the  arid  region.  This  has  found  exi)ression  in  the  organization  of 
a  body  known  as  the  National  Irrigation  Association,  composed  of 
iuflu<!utial  busin<!SH  men,  not  simi)ly  of  the  West,  but  of  the  eastern 
or  manufacturing  portions  of  tlui  country.  These  men  ap])reciate  that 
the   development   of   the   western    lialf  of    tlu*    ('ouutry    rests  wholly 
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upon  irrigfttiou,  aud  that  the  West  when  completely  developed  will  Mr.  Newell. 
be  the  best  market  for  the  products  of  the  factories  of  the  East  and 
the  cotton  fields  of  the  South.  The  men  who  have  investments  in 
railroads  also  appreciate  that  their  i)rosperity  is  closely  linked  with 
that  of  the  growing  West,  since  the  earnings  of  the  railroads  and 
of  the  men  whose  goods  they  haul  are  dependent  largely  upon  the 
amount  of  material  carried  backward  and  forward  between  the  East 
and  the  West. 

Notable  opposition  to  this  movement  has  come  from  only  one 
source,  and  that  is  the  eastern  grange.  There  has  been  a  fear  that  by 
the  building  up  of  homes  in  the  West  the  agricultiiral  lands  of  the 
East  will  be  depreciated  in  value.  A  careful  examination,  however, 
shows  that  there  is  no  competition  of  farm  products  East  and  West, 
but,  on  the  contrary,  the  crops  raised  under  irrigation  are  of  different 
character  and  find  another  market  than  that  of  the  humid  East  or  the 
well-watered  Mississippi  Valley.  The  actual  condition  is  just  the  re- 
verse of  that  feared  by  some  of  the  eastern  farmers.  For  every  acre 
brought  under  cultivation  in  the  West  there  will  be  an  acre  cultivated 
in  the  East  to  supply  food  to  the  laborers  in  the  manufactories  or  on 
the  railroads  furnishing  the  western  farmer  with  the  implements  and 
articles  for  his  home  and  farm. 

The  agitation  which  has  continued  has  resulted  in  the  bringing  for- 
ward of  many  bills  authorizing  Government  construction,  one  of 
which  has  already  passed  the  Senate,  has  been  informally,  but  favor- 
ably, considered  by  the  President,  and  is  now  before  the  House  of  Rep- 
resentatives with,  it  is  claimed,  a  majority  pledged  to  its  support. 
The  question,  therefore,  as  to  whether  the  Government  shall  under- 
take the  construction  and  operation  of  irrigation  works  will  probably 
be  answered  in  the  affirmative  within  a  few  days  by  the  House  of 
Representatives. 

In  the  meantime  the  executive  officers  of  the  Government  have  not 
been  idle  in  collecting  information  for  use  in  connection  with  proposed 
works.  Extensive  surveys  have  been  carried  on  and  plans  have  been 
made  for  a  number  of  structures,  so  that,  whenever  money  is  available, 
work  can  be  begun  toward  carrying  out  the  wishes  of  Congress.  The 
various  j^rojects  now  under  consideration,  and  the  detailed  plans  for 
some  of  these,  can  be  seen  at  the  office  of  the  Geological  Survey,  and 
it  is  hoped  that  engineers  interested  will  visit  the  office  and  inspect 
the  results  of  some  of  the  work. 

In  addition,  detailed  facts  concerning  the  present  condition  of  irri- 
gation development  have  been  collected  by  the  Census  Office,  another 
bureau  connected  with  the  Department  of  the  Interior,  but  entirely 
distinct  from  the  Geological  Survey,  excepting  that  experts  from  the 
latter  have  been  detailed  to  the  Census  Office  for  sijecific  purposes. 
The  Eleventh  Census,  1890,  was  the  first  to  take  cognizance  of  irriga- 
tion. 
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Mr.  Newell.  The  Twelfth  Census,  1900,  has  continued  the  investigation,  and 
there  are  now  in  the  hands  of  the  Government  complete  schedules 
showing  the  farm  areas  and  values,  and  the  detailed  crops  for  every 
farmer  in  the  United  States.  In  addition,  schedules  are  on  file  for 
most  of  the  irrigators  of  the  West,  and  detailed  statements  concerning 
ditches,  canals  and  investments  made  in  iiTigation  works.  Without 
going  into  the  subject,  it  is  sufficient  to  state  that  the  total  area  irri- 
gated has  increased  from  about  3  500  000  acres  in  1889  to  more  than 
7  000  000  acres  in  1899,  or  103  per  cent.  The  number  of  irrigators  in 
the  same  time  has  increased  from  about  52  000  to  102  000,  or  95  per 
cent.  The  total  cost  of  construction  of  the  irrigation  systems  now  in 
operation  has  been  estimated  at  S64  000  000. 

There  is  a  tendency  to  greatly  exaggerate  the  extent  and  value  of 
the  present  ii-rigation  developments.  The  statements  given  out  from 
time  to  time  by  various  parties  would  lead  to  the  conclusion  that  the 
arid  region  is  far  more  largely  reclaimed  than  is  shown  by  these  fig- 
ures. The  census  examination,  however,  has  been  made  and  checked 
in  a  very  thorough  manner,  the  enumerators'  returns  having  been 
gone  over  with  great  care  and  compared  with  information  obtained 
through  correspondence  and  field  examination,  so  that  thej  are  sup- 
ported by  a  wealth  of  collateral  evideuce.  To  ilhistrate  this  point:  It 
is  popularly  stated  that  in  Nebraska  more  than  1  000  000  acres  have 
been  brought  under  irrigation  within  the  last  ten  years.  The  detailed 
enumeration  by  the  census  failed  to  find  anything  like  this  acreage, 
and  the  field  examination  and  correspondence  revealed  the  fact  that 
thousands  of  acres  of  the  lands  claimed  to  be  irrigated  have  never  been 
actually  watered.  In  fact,  less  than  150  (JOO  acres  have  been  irrigated 
successfully,  or  not  much  more  than  one-tenth  of  the  amount  claimed. 
In  the  same  way  the  mileage  and  cost  of  existing  ditches  fades  away 
under  a  careful  scrutiny,  and  many  of  the  conclusions  drawn,  as  re- 
gards conditions  in  the  irrigated  region,  are  found  to  be  fallacious 
under  the  careful  scrutiny  of  impartial  statisticians.  This  point  is 
emjjhasized  because  it  is  sometimes  asserted  that  irrigation  develop- 
ment in  the  West  has  already  been  completed  by  private  enterprise, 
and  that  the  Government  should  have  no  further  interest  in  the  mat- 
ter. 

On  the  contrary,  the  Government  is  still  the  great  land-owner, 
having  control  of  from  one-half  to  nine-tentlis  of  the  area  of  the  arid 
states,  and,  through  tlie  recently  adopted  ])oIicy  of  forest  reservation, 
it  is  taking  ac^tivc  steps  to  preserve  and  jxu-petuate  the  water  supply, 
and,  through  th(^  legislation  now  in  hand,  it  is  probable  that  it  will  con- 
tinue ill  tlic  line  of  reservoir  construction  and  divtu'sion  of  large 
rivers. 
Mt  Maxwell.  Georoe  H.  Maxwell,  Esq.* — This  discussion  l)nngH  u])  two  jxjints 
to  which  attention  should  be  directed. 

*  Executive  Chairman,  Tlie  National  Irrigation  AsBOciation. 
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The  question  under  consideration  is:  Mr.  Maxwell. 

''  Should  the  National  Government  Tindertake  the  construction 
and  opei-ation  of  irrigation  works'?" 

"When  that  question  has  been  decided  in  the  affirmative,  the  next 
question,  and  a  very  important  one,  is  how  to  get  the  National  Gov- 
ernment to  do  it. 

When  the  matter  is  presented  to  Congress,  the  question  is  imme- 
diately asked :  \Miat  return  will  the  Government  get  for  the  expendi- 
ture of  its  money?  In  answering  this  question  it  is  essential  to  bear 
in  mind  that  there  are  two  specific  propositions  to  be  considered,  and 
that  they  must  always  be  kept  separate  and  distinct,  and  never 
confused. 

One  question  is:  Should  the  National  Government  build  the  stor- 
age reservoirs  to  conserve  the  flood  waters  that  now  go  to  waste,  in 
order  primarily  to  regulate  and  equalize  the  flow  of  the  rivers? 

The  other  question  is:  Should  the  National  Government  build  the 
reservoirs  and  main-line  canals  which  are  necessary  to  bring  water 
within  reach  of  setllers,  in  order  to  make  possible  the  reclamation  and 
settlement  of  the  arid  public  lands? 

The  National  Irrigation  Association  answers  both  these  questions 
in  the  affirmative,  and  states  them  separately,  among  the  objects  of  the 
Association,  in  its  Constitution,  as  follows: 

"  Section  2. —  The  preservation  and  development  of  our  national 
resources  by  the  construction  of  storage  reservoirs  by  the  Federal 
Government  for  flood  protection,  and  to  save  for  use  in  aid  of  naviga- 
tion and  irrigation  the  flood  waters  which  now  run  to  waste  and  cause 
overflow  and  destruction." 

"  Section  3.  —The  construction  by  the  Federal  Government  of 
storage  reservoirs  and  irrigation  works  wherever  necessary  to  furnish 
water  for  the  reclamation  and  settlement  of  the  arid  public  lands." 

President  Eoosevelt,  in  his  message  to  Congress,  recommends  the 
adoiJtion  of  a  broad  and  comprehensive  national  forestry  and  irriga- 
tion policy  by  the  National  Government,  and  the  distinction  between 
the  two  projDositions  in  question  is  clearly  drawn  in  his  message. 

Concluding  that  part  of  his  message  which  relates  to  forestry,  he 
says: 

"The  forests  are  natural  reservoirs.  By  restraining  the  streams  in 
flood  and  replenishing  them  in  drought  they  make  possible  the  use  of 
waters  otherwise  wasted.  They  j^revent  the  soil  from  washing,  and 
so  protect  the  storage  reservoirs  from  filling  up  with  silt.  Forest  con- 
servation is,  therefore,  an  essential  condition  of  water  conservation." 

Passing  from  the  subject  of  forestry  to  the  question  of  storage 
reservoirs  for  water  conservation  and  river  control,  he  says : 

"The  forests  alone  cannot,  however,  fully  regulate  and  conserve 
the  waters  of  the  arid  region.  Great  storage  works  are  necessary  to 
equalize  the  flow  of  streams  and  to  save  the  flood  waters.  Their  con- 
struction has  been  conclusively  shown  to  be  an  undertaking  too  vast 
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Mr.  Maxwell,  for  private  eflPort.  Nor  can  it  be  best  accomplished  by  the  individual 
states  acting  alone.  Far-reacbing  interstate  problems  are  involved; 
and  the  resources  of  single  states  would  often  be  inadequate.  It  is 
properly  a  national  function,  at  least  in  some  of  its  featiires.  It  is  as 
right  for  the  National  Government  to  make  the  streams  and  rivers  of 
the  arid  region  useful  by  engineering  works  for  water  storage  as  to 
make  useful  the  rivers  and  harbors  of  the  humid  region  by  engineer- 
ing works  of  another  kind.  The  storing  of  the  floods  in  reservoirs  at 
the  headwaters  of  our  rivers  is  but  an  enlargement  of  our  present 
policy  of  river  control,  under  which  levees  are  built  on  the  lower 
reaches  of  the  same  streams. 

"The  Government  should  construct  and  maintain  these  reservoirs 
as  it  does  other  public  works.  Where  their  purpose  is  to  regulate  the 
flow  of  streams,  the  water  should  be  turned  freely  into  the  channels 
in  the  dry  season  to  take  the  same  course  under  the  same  laws  as  the 
natural  flow.  " 

Then  he  takes  up  the  question  of  the  reclamation  of  the  arid  public 
lands,  and  considers  it  as  a  separate  and  distinct  problem,  as  it  always 
should  be  considered,  and,  in  reference  to  that,  he  says: 

"  The  reclamation  of  the  unsettled  arid  public  lands  presents  a 
different  problem.  Here  it  is  not  enough  to  regulate  the  flow  of 
streams.  The  object  of  the  Government  is  to  dispose  of  the  land  to 
settlers  who  will  build  homes  upon  it.  To  accomplish  this  object 
water  must  be  brought  within  their  reach. 

"  The  pioneer  settlers  on  the  arid  public  domain  chose  their  homes 
along  streams  from  which  they  could  themselves  divert  the  water  to 
reclaim  their  holdings.  Such  opportunities  are  practically  gone. 
There  remain,  however,  vast  areas  of  public  land  which  can  be  made 
available  for  homestead  settlement,  but  only  by  reservoirs  and  main- 
line canals  impracticable  for  private  enterprise.  Their  irrigation 
works  should  be  built  by  the  National  Government.  The  lands  re- 
claimed by  them  should  be  reserved  by  the  Government  for  actual 
settlers,  and  the  cost  of  construction  should,  so  far  as  jiossible,  be 
repaid  by  the  land  reclaimed.  The  distribution  of  the  water,  the 
division  of  the  streams  among  irrigators,  should  be  left  to  the  settlers 
themselves,  in  conformity  with  state  laws  and  without  interference 
with  those  laws  or  with  vested  rights.  The  policy  of  the  National 
Government  should  be  to  aid  irrigation  in  the  several  states  and  terri- 
tories in  such  manner  as  will  enable  the  peoj^le  in  the  local  communi- 
ties to  help  themselves,  and  as  will  stimulate  needed  reforms  in  the 
state  laws  and  regulations  governing  irrigation. 

•'The  reclamation  and  settlement  of  the  arid  lands  will  enrich 
every  portion  of  our  country,  just  as  the  settlement  of  the  Ohio  and 
Mississijipi  Valleys  brought  prosperity  to  the  Atlantic  States.  The 
increased  demand  for  manufactured  articles  will  stimulate  industrial 
production,  while  wider  home  markets  and  the  trade  of  Asia  will  con- 
sume the  larger  food  supplies  and  efit'ctually  i)r(went  W(>Ktern  com- 
])etitiou  with  eastern  agriculture.  Indeed,  the  i)rodu('ts  of  irrigation 
will  be  consumed  chiefly  in  u])building  local  (HUitors  of  mining  and 
other  industries,  which  would  otherwise  not  come  into  existence  at  all. 
Our  ])eople  as  a  whole  will  jjrofit,  for  siuuressful  homeniaking  is  but 
another  name  for  the  upbuilding  of  the  nation." 

The  })road  distinction  between  the  two  propositions,  storage  reser- 
voirs for  river  control  on  the  one  hand,  and  reservoirs  and  canals  for 
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the  reclamation' of  the  arid  public  lands  on  the  other  hand,  is  in  the  Mr.  Maxwell, 
nature  of  a  return  which  the  Government  will  get  for  its  investment, 
and  the  way  in  which  that  return  will  come  back  to  the  Government. 

Where  reservoirs  are  built  for  river  control,  the  return  to  the 
Government  will  be  indirect  from  the  increased  prosperity  and  popula- 
tion of  the  country,  and  the  resulting  increase  in  our  commerce  and 
in  the  general  welfare  of  the  people,  which  will  correspondingly 
enlarge  the  general  revenues  of  the  Government.  It  is  from  this 
indirect  source  that  the  Government  gets  the  return  which  warrants 
the  construction  of  any  other  river  or  harbor  improvements,  such  as 
the  reservoirs  which  have  already  been  built  on  the  head  waters  of  the 
Mississippi  River,  the  levees  on  the  Mississippi  River,  the  Eads  Jetties 
at  the  mouth  of  that  river,  the  Sault  Ste.  Marie  Canal  and  Locks,  and 
many  other  instances  of  river  improvements  which  might  be  given. 

Where  reservoirs  or  large  main-line  canals  are  built  to  bring  water 
\s-ithin  reach  of  settlers  on  the  public  lands,  the  Government  would 
get  its  return  directly  from  the  lands  reclaimed.  The  public  lands  to 
be  irrigated  would  be  reserved  for  actual  settlers  only  under  the 
Homestead  Act,  and  each  settler  would  pay  to  the  Government  his 
relative  proportion  of  the  cost  of  the  irrigation  system.  This  would  be 
a  charge  on  the  land,  just  as  in  the  case  of  an  assessment  for  a  local 
public  improvement. 

If  the  iH'oposed  National  Irrigation  Act  now  pending  in  Congress 
should  be  enacted  into  a  law,  it  would  carry  into  effect  the  policy 
advocated  by  the  National  Irrigation  Association,  and  recommended 
by  the  President  in  his  Message,  for  the  reclamation  and  settlement 
of  the  arid  public  lands,  through  the  construction,  by  the  National 
Government,  of  the  great  reservoirs  and  main-hne  canals  necessary  to 
enable  settlers  to  irrigate  and  reclaim  those  lands. 

Under  this  proposed  act,  this  would  be  accomplished  without 
imposing  any  burden  of  taxation  at  all  upon  the  people  at  large.  The 
act  proposed  to  set  apart  the  proceeds  from  the  sales  of  public  lands 
in  the  arid  and  semi-arid  States  as  a  revolving  construction  fund  in 
the  Treasui-y  of  the  United  States  to  be  expended  by  the  Secretary  of 
the  Interior  in  building  irrigation  works  for  the  reclamation  of  other 
public  lands.  When  these  other  public  lands  have  been  reclaimed, 
and  the  cost  of  their  construction  has  been  returned  by  the  settlers 
who  have  secured  the  lands,  the  money  goes  again  into  the  reclamation 
fund  to  be  reinvested  in  the  construction  of  new  irrigation  works. 

The  amount  which  would  be  available,  under  the  act,  on  June  30th, 
1902,  would  be  about  .S6  000  000.  To  this  would  be  added  each  year 
the  estimated  receipts  from  public  lands,  amounting  to  about  1^2  500  000 
a  year.  This  would  provide  a  fund  of  S25  000  000  for  construction  in 
the  first  ten-year  period.  The  average  annual  returns  from  public 
land  sales  would  probably  increase  as  the  country  settles  up,  because 
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Mr.  Maxwell,  of  the  greater  demand  for  mineral  land,  oil  land,  timber  land  and 
grazing  land.  But,  assuming  that  the  annual  returns  continued  at 
^2  500  000  a  year,  there  would  be  another  $25  000  000  from  this  source 
for  investment  in  the  second  ten  years,  and  the  $25  000  000  invested  in 
the  first  ten  years  would  come  back  for  reinvestment  in  the  second  ten 
years,  making  a  total  of  S50  000  000  available  for  investment  in  new 
irrigation  works  in  the  second  ten  years.  In  the  third  ten-year 
period,  another  $25  000  000  would  be  available  from  land  sales,  and 
the  whole  $50  000  000  invested  in  the  second  ten  years  would  come 
back  for  reinvestment  during  the  third  ten  years,  making  a  total  of 
$75  000  000  available  for  investment  in  new  irrigation  works  in  the 
third  ten-year  period.  It  is  therefore  a  conservative  estimate  that 
$150  000  000  would  be  available  for  investment  in  new  irrigation  works 
under  this  proposed  act  within  thirty  years  from  this  time,  and  every 
dollar  invested  finally  comes  back  to  the  Government. 

Every  safeguard  which  could  be  suggested  has  been  embodied  in 
this  bill.  It  is  essentially  a  bill  for  the  benefit  of  the  home-maker  as 
against  the  land  speculator.  Lands  to  be  reclaimed  are  to  be  with- 
drawn by  the  Secretary  of  the  Interior,  and  cannot  be  entered  except 
under  the  Homestead  Act.  The  Commutation  Clause  of  the  Homestead 
Act  is  made  inapplicable  to  land  located  under  this  act.  Five  years' 
actual  residence  is  necessary  before  title  can  be  seciircd  from  the  Gov- 
ernment. Non-resident  owners,  of  lands  under  the  system  which  have 
passed  into  private  ownership,  cannot  secure  a  water  right  under  any 
circumstances,  and  resident  owners,  or  those  living  near  the  land  and 
farming  it,  as  in  the  village  farm  communities  of  Utah,  can  only  secure 
a  water  right  for  160  acres  of  land.  Beneficial  use  is  made  the  basis, 
the  measure,  and  the  limit  of  all  rights  to  water  under  the  act,  and 
water  rights  are  made  appurtenant  to  the  land. 

As  an  illustration  of  what  can  be  accomplished  under  this  act,  we 
may  form  some  conception  in  imagination  by  looking  at  a  single  State. 
The  State  of  Montana  is  as  large  as  Illinois,  Indiana  and  Ohio  taken 
together.  Those  three  States  have  a  population  of  more  than  10  000  000. 
Montana  has  a  population  of  only  about  250  000.  If  all  the  iri-igable 
jjublic  lands  in  the  State  of  Montana  which  could  be  irrigated  from  the 
water  which  now  runs  to  waste  were  reclaimed  by  the  construction  of 
irrigation  works,  under  this  National  Irrigation  Act,  Montana  could  be 
made  to  sustain  as  large  a  poi)ulation  as  Illinois,  Indiana  and  Ohio, 
and  to  i)roduce  equal  to  those  States  in  their  vast  agricultural  pro- 
ducts. The  Asiatic  market  would  take  every  pound  of  siirplus  farm 
products  from  Montana,  and  no  competition  with  cuHtoru  agricultxire 
would  be  created.  Th<i  demand  for  (wery  manufactured  jjroduct  of  our 
east<irn  facitories  would  l)e  euormously  stimulated,  and  every  section  of 
the  country  would  b(>  l)enefited  by  tlu^  wide  diss(Miiination  of  the  new 
wealth  created  in  Montana.     Tlie  Government  would  get  back  every 
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dollar   that  it    invested  in  irrigation  works,    from  the  settlers    who  Mr.  Maxwell, 
located  the  laud. 

It  would  be  diffitnilt  for  the  human  mind  to  devise  anything  which 
this  government  of  ours  could  do  which  would  promote  the  general 
welfare  of  the  people  as  much  as  such  a  transformation  as  this  of  one 
of  our  western  States.  And  when  it  is  considered  that  Montana  is 
but  a  single  State,  and  that  the  whole  West  is  capable  of  this  same 
transformation,  some  idea  may  be  formed  of  the  vast  potentialities  of 
the  national  policy  which  will  be  inaugurated  with  the  passage  of 
this  National  Irrigation  Act. 

In  the  second  question  ixnder  consideration — the  building  of  reser- 
voirs for  river  control — the  subject  of  the  return  to  the  Government 
must  be  approached  from  a  different  point  of  view. 

As  the  President  has  said  in  his  Message,  the  building  of  such 
storage  works  in  the  arid  region  would  be  merely  an  enlargement  of 
our  present  policy  of  river  control. 

The  River  and  Harbor  Act  of  June  3d,  1896,  contained  the  fol- 
lowing item  of  appropriation : 

"For  the  examination  of  sites,  and  report  upon  the  practicability 
and  desirability  of  constructing  reservoirs  and  other  hydraulic  works 
necessary  for  the  storage  and  utilization  of  water,  to  prevent  floods 
and  overflows,  erosion  of  river  banks  and  breaks  of  levees,  and  to 
re-enforce  the  flow  of  streams  during  drought  and  low-water  seasons, 
at  least  one  site  each  in  the  States  of  Wyoming  and  Colorado." 

Under  this  appropriation.  Captain  Hiram  M.  Chittenden,  M.  Am. 
Soc.  C.  E.,  was  detailed  to  make  the  investigation,  and  his  report  is 
known  as  the  Chittenden  Report.* 

The  report  is  a  most  exhaustive  examination  and  discussion  of 
all  the  conditions  out  of  which  the  necessity  for  the  construction  of 
federal  reservoirs  grows,  besides  the  detailed  plans  and  estimates  of 
the  particular  reservoir  sites  surveyed.  One  of  these  proposed  reser- 
voirs, near  Laramie,  Wyoming,  has  the  enormous  capacity  of  over 
900  000  acre-feet  of  water. 

After  fully  setting  forth  the  reasons  why  it  is  Impossible  that 
these  great  reservoirs  should  be  constructed  by  private  capital  or 
individual  enterprise,  and  showing  clearly  the  reasons  why  they 
should  be  built  by  the  nation  rather  than  by  the  State,  the  report 
closes  with  the  following: 

"The  foregoing  examination  has  led  up  to  the  following  con- 
clusions: 

"First. — A  comprehensive  reservoir  system  in  the  arid  regions 
of  the  United  States  is  absolutely  essential  to  the  future  welfare  of 
this  portion  of  the  national  domain. 

"Second. — It  is  not  possible  to  secure  the  best  development  of 
such  a  system  except  through  the  agency  of  the  General  Govern- 
ment." 

*  H.  R.  Doc.  141,  55th  Congress,  Second  Session. 
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Mr.  Maxwell.  One  of  the  strongest  arguments  in  favor  of  the  construction  of 
such  storage  reservoirs  by  the  Federal  Government  is  clearly  stated 
by  Captain  Chittenden  in  this  report  as  follows: 

"  There  seems  to  be  a  well-nigh  universal  consensus  of  opinion 
that  the  j^reservation  of  the  forests  of  the  arid  regions  is  distinctly  a 
Government  duty.  Considerable  appropriations  have  been  made  for 
the  surveys  of  proposed  reservations,  and  ways  and  means  for  their 
preservation  are  being  considered.  Now,  one  of  the  great  arguments 
always  advanced  in  favor  of  forest  preservation  is  the  influence  which 
forests  are  supposed  to  have  in  conserving  the  flow  of  the  streams. 
Inasmuch  as  tlie  commercial  value  of  these  forests  is  practically 
insignificant,  except  for  fui'nishing  fuel  and  rough  timber,  the  water 
question  is  really  the  more  important  one.  If  it  is  properly  a  Govern- 
ment function  to  preserve  the  forests  in  order  to  conserve  the  flow  of 
the  streams,  surely  it  can  not  be  less  a  Government  function  to 
execute  works  which  will  conserve  that  flow  even  more  jiositively  and 
directly.  Granting  all  that  can  be  said  of  forests  in  this  connection, 
they  certainly  can  never  prevent  the  June  rise,  and  it  is  precisely  this 
waste  flow  which  reservoirs  will  help  to  save.  The  forests  ought 
unquestionably  to  be  preserved,  and  the  Government  is  the  proper 
agency  to  do  it,  but  the  principal  arguments  therefor  apply  with 
accentuated  force  to  the  construction  of  reservoirs." 

No  one  familiar  with  the  conditions  in  the  West  would  question 
for  a  moment  the  proper  and  constitutional  connection  between  such 
works  of  river  improvement  as  we  are  now  building  and  reservoirs  to 
hold  back  the  waters  which  now  run  to  waste  in  floods.  This  can  be 
illustrated  by  what  the  Government  is  doing  on  the  Sacramento 
River,  in  California.  That  river  is  a  navigable  river.  In  1849  and 
1850  ships  which  had  gone  around  the  Horn  sailed  up  the  Sacramento 
River  as  far  as  Marysville.  The  channel  of  the  river  has  been  filled 
up  with  silt  and  debris  from  the  hydraulic  mines  until  flat-bottomed 
steamers  are  the  only  craft  which  can  navigate  it,  and  they  have 
much  difficulty  during  the  low  water  of  the  summer  season.  There 
are  two  seasons  of  flood  on  the  river,  one  during  the  winter  months, 
from  the  rains  in  the  mountains,  the  other  during  the  spring,  from 
the  melting  snows  of  the  Sierra  Nevada. 

The  National  Government  has  appro])riated  and  is  now  expending 
several  hundred  thousands  of  dollars  in  the  attempt  to  control  the 
debris  problem  and  preserve  the  navigability  of  the  Sacramento  Kiver. 
The  State  of  California  has  ai)propriated  a  like  amount,  and  the 
money  is  being  expended  under  the  joint  supervision  and  control  of 
the  officers  of  the  State  and  National  Governments,  who  are  working 
together  in  the  most  jxn'fect  accord  and  harmony. 

The  Bi)ring  flood  of  the  Sacraincmto  Iliver  is  usually  the  most 
serious.  It  comes  very  near  to  the  tops  of  tlu;  high  levoes  that  i)rotoct 
the  Cities  of  Marysville  and  Sacramento,  and  on  the  western  side  of 
the  Sacramento  Valley  it  overflows  the  banks  of  the  river  and  broadens 
out  through  a  wide  shallow  channel  called  the  "  Trough,"  and  every 
year  overflows   and  ])ractical]y  destroys  the  productivonoss  of  many 
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thousands  of  acres  of  the  most  fertile  land  of  the  Sacramento  Valley,  Mr.  Maxwell, 
Anyone  -who  has  traveled  on  the  railroad  from  Sacramento  to  Wood- 
land during  one  of  the   spring  floods  of  the  Sacramento  River  will 
remember   the  inland   lake  which  is  caused  in  that   section  of  the 
country  by  this  overflow. 

There  is  no  other  way  to  control  this  overflow,  and  control  the 
floods  which  will  otherwise  continue  to  bring  down  great  volumes  of 
silt  and  debris  and  till  up  the  channel  of  the  river,  or  to  preserve  per- 
manently the  navigability  of  the  Sacramento  River,  except  for  the 
National  Government  to  take  hold  of  the  problem  in  a  broad  and  com- 
prehensive way  and  build  great  storage  reservoirs  in  mountain  valleys 
and  in  the  basins  among  the  foot-hills  of  the  Upper  Sacramento 
Yalley,  coupled  with  great  main-line  canals,  skirting  the  foot-hills  on 
each  side  of  the  Sacramento  Valley,  through  which  these  flood  waters 
can  be  drawn  off  and  controlled. 

A  great  overflow  channel  with  well-defined  banks  could  be  con- 
structed through  what  is  now  called  the  "  Trough,"  so  as  to  confine 
the  water  within  fixed  boundaries  in  that  section.  This  artificial 
channel  through  the  "Trough"  and  the  main-line  canal  on  the 
western  side  of  the  valley  would  debouch  into  the  salt  marshes  of 
Suisun  Bay,  and  all  the  silt  and  debris  and  sediment,  instead  of  flow- 
ing down  the  river  channel  and  destroying  its  navigability,  could  be 
•deposited  over  wide  areas  of  these  salt  marshes,  which  would  gradually 
by  this  means  be  reclaimed  and  made  productive  for  agricultural  or 
grazing  purposes. 

The  cost  of  this  work,  of  course,  would  be  great,  but  the  speaker 
believes  that  the  benefits  from  it,  to  the  National  Government,  in  pro- 
portion to  the  amount  expended,  would  be  as  great  or  greater  than 
those  from  any  other  public  work  of  this  character  ever  built  by  the 
Government.  The  cost  of  such  works  must  always  be  measured  by 
the  results.  The  Sacramento  River  Valley  is  one  of  the  richest  and 
most  fertile  regions  of  the  earth.  Climate  and  soil  have  there  com- 
bined, over  the  greater  part  of  the  valley,  to  create  every  condition 
necessary  for  the  support  of  a  dense  and  prosperous  population,  if  the 
problem  of  the  control  of  the  Sacramento  River  and  its  floods  can  be 
solved. 

It  is  quite  true  that  the  lands  which  would  be  benefited  by  these 
works  would  not  be  public  lands,  any  more  than  were  the  lands  which 
were  benefited  and  protected  from  floods  by  the  Government  levees 
•along  the  Mississippi  River.  The  conditions  on  the  two  rivers,  so  far 
as  the  relation  of  the  National  Government  to  the  problem  is  con- 
cerned, are  very  similar.  The  benefits  to  the  National  Government 
would  be  indirect,  but  they  would  be  more  than  adequate  to  justify 
this  great  public  improvement. 

The  State  is  powerless  to  act  alone  in  the  matter,  because  the 
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Mr.  Marwell.  Sacramento  Eiver,  being  a  navigable  stream,  is  under  the  control  of 
{he  National  Government.  But  there  is  no  doubt,  if  this  work  were 
to  be  undertaken  by  the  National  Government,  that  the  State  would 
co-operate  with  it  and  bear  a  share  of  the  cost  of  the  works,  just  as 
it  is  now  bearing  one-half  the  cost  of  what  is  being  done  to  control 
the  debris  and  preserve  the  river  channel  by  make-shift  methods. 

The  idea  of  a  large  main-line  canal  from  the  Sacramento  River, 
leaving  the  river  at  the  head  of  the  valley  and  skirting  the  foot-hills 
on  the  east,  is  not  a  new  one.  A  commission  of  able  engineers  was 
appointed  by  General  Grant,  in  1874,  to  investigate  the  irrigation 
resources  of  California,  and  the  map  published  with  their  report  shows 
such  a  proposed  main-line  canal,  extending  clear  do\vTi  to  the  lower 
end  of  the  San  Joaquin  Valley.  Such  a  canal  in  the  Sacramento  Valley 
would  serve  a  double  purpose.  It  would  aid  in  controlling  the  floods 
of  the  river,  and  in  the  protection  of  its  channel,  and  water  from  the 
canal  could  also  be  used  for  the  irrigation  of  lands  in  the  valley. 
Instead  of  this  being  an  objection,  from  the  point  of  view  of  creating 
reservoir  capacity,  it  is  an  added  reason  for  the  use  of  the  water.  An 
irrigated  region  of  coimtry,  when  it  becomes  saturated  with  water,  is 
in  fact  nothing  more  or  less  than  an  immense  reservoir.  The  water 
taken  out  in  the  canal  seeps  into  the  ground,  saturates  it  like  a  great 
sponge,  and  feeds  it  gradually  back  into  the  stream  or  river  below,  in 
the  summer  season,  at  the  time  when  the  water  is  most  needed  for 
navigation. 

The  amount  of  water  which  land  will  hold  in  suspension  may  be 
illustrated  by  an  incident  in  the  Salt  River  Valley  in  Arizona.  Ex- 
periments, made  at  the  agricultural  experiment  station  there,  show 
that  in  sandy  soil  a  peach  orchard  absorbed  during  the  winter  months 
10  acre- feet  of  water,  which  soaked  down  into  the  ground  and  so 
saturated  it  that  the  orchard  needed  no  summer  irrigation.  The 
Tonto  Basin  Reservoir  on  Salt  River  is  one  of  the  largest  and  finest 
reservoir  sites  probably  in  the  world.  It  will  hold  a])iiroximately 
800  000  acre-feet  of  water;  and  yet  that  whole  800  000  acre-feet  of 
water  could  be  soaked  into  less  than  100  000  acres  of  the  lands  of  the 
Salt  River  Valley. 

The  remarkable  results  of  the  return  seepage  from  lands  saturated 
with  water  used  for  irrigation  are  shown  in  many  places  in  the  West. 
After  the  country  becomes  thoroughly  irrigated  there  is  a  return  seep- 
age into  the  stream,  and  this  establishes  a  permanent  summer  flow 
which  it  would  be  almost  imjjossiblo  to  secure  in  any  other  way. 

If,  therefore,  the  possibility  that  the  waters  stonul  by  the  National 
Government  on  the  Sacramento  River  might  be  used  for  irrigation 
were  to  be  urged  as  an  argument  against  the  building  of  such  storage 
works,  such  an  argument  would  rest  upon  ignorance  of  the  conditions 
of  the  country  and  the  results  of  irrigating  lands.     Instead  of  de- 
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tracting  from  the  value  of  a  system  of  reservoirs  built  primarily  for  Mr.  MaxweU. 
the  improvement  of  navigation,  and  to  regulate  the  flow  of  the  river 
and  preserve  its    channel,  the  use  of  the  water  for  irrigation  would 
improve   and  increase    the  effectiveness  of  a  comprehensive  storage 
system  for  these  purposes  on  that  river. 

If  it  is  conceded,  as  all  do  now  concede,  that  the  Government  has 
the  power,  and  that  it  is  the  proper  function  of  the  National  Govern- 
ment to  build  debris  dams,  to  dredge  the  channels,  to  excavate 
cut-offs,  to  remove  snags,  to  straighten  channels,  and  to  do  the  many 
things  which  it  is  now  doing  in  its  efforts  to  preserve  the  navigability 
of  the  Sacramento  River,  surely  there  can  be  no  question  as  to  its 
power,  or  as  to  the  advisability  of  its  going  to  the  root  of  the  evil  and 
removing  its  cause,  by  building  a  comprehensive  storage  system, 
which  would  in  fact  and  in  reality  accomplish  the  desired  end.  and 
"which  cannot  be  accomplished  by  present  methods.  And,  if  that  be 
so,  the  speaker  cannot  see  how  it  can  be  seriously  argued  that  it  is  not 
a  proper  enlargement  of  the  policy  of  the  Federal  Government,  in  the 
regulation  of  rivers,  to  build  storage  reservoirs.  That  fact  being 
conceded,  then  the  whole  question  becomes  one  merely  of  advisability 
and  of  the  relation   between  cost  and  benefit. 

Now,  so  far  as  concerns  the  returns  to  the  Government,  for  moneys 
expended  in  that  way,  the  proposition  must  be  looked  at  from  the 
broadest  point  of  view. 

Taking  the  whole  western  half  of  the  United  States  as  an  illustration : 
Ten  years  ago  the  census  showed  a  population  of  4  404  000  in 
the  western  half  of  the  United  States,  west  of  the  98th  meridian, 
and  in  the  eastern  half,  58  218  000.  The  census  of  1900  shows  a 
population  of  only  5  874  332  in  the  western  half  of  the  country,  and,  in 
the  eastern  half,  70  120  243. 

President  Roosevelt,  in  his  Message  to  Congress,  stated,  and  no 
one  can  gainsay  the  fact,  that: 

"  The  western  half  of  the  United  States  would  sustain  a  population 
greater  than  that  of  our  whole  country  to-day  if  the  waters  that  now 
run  to  waste  were  saved  and  used  for  irrigation.  The  forest  and  water 
problems  are  perhajis  the  most  vital  internal  questions  of  the  United 
States. " 

If  the  broad  and  statesmanlike  recommendations  on  this  whole 
subject,  by  President  Roosevelt  in  his  Message  to  Congress,  are  wisely 
carried  out,  there  will  be  as  large  a  population  in  the  western  half  of 
the  United  States  in  less  than  fifty  years  from  to-day  as  there  is  to-day 
in  the  whole  country.  The  population  is  increasing  by  leaps  and 
bounds.  At  the  average  rate  of  increase  of  the  past,  the  population 
will  be  doubled,  and  there  will  be  more  than  150  000  000  people  in  this 
country  within  thirty  years.  And  no  less  a  person  than  Ex-Secretary 
Gage  stated,  a  few  months  ago,  in  a  public  address  at  Denver,  that 
there  would  be  a  population  of  190  000  000  people  within  fifty  years. 
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Mr.  Maxwell.  Now,  what  revenues  could  the  Government  get  from  75  000  000 
people  in  the  western  half  of  the  United  States?  The  people  cannot 
be  put  there  unless  the  recommendations  of  the  President's  Message 
are  carried  out.  If  those  recommendations  are  carried  out,  they  can 
and  will  be  put  there.  Now  we  are  collecting,  and  have  collected,  in 
this  country  a  revenue  amounting  to  very  nearly  ^10  per  capita  on  a 
population  of  75  000  000  people.  Suppose  75  000  000  people  are  put 
in  the  western  half  of  the  United  States,  by  carrying  out  a  wise  and 
comprehensive  national  policy  of  forestry  and  irrigation. 

The  National  Government  could  collect  from  them  in  one  year 
more  money  than  it  would  ever  be  called  upon  to  expend  for  the 
complete  carrying  out  of  the  whole  vast  undertaking  of  the  reclama- 
tion of  the  arid  region. 

There  is  a  point  which  generally  seems  to  be  lost  sight  of,  but 
which  should  always  be  borne  in  mind,  in  considering  the  question  of 
a  return  to  the  Government  from  water-storage  works  built  as  internal 
improvements  for  river  control,  where  the  cost  cannot  be  returned 
from  the  lands  reclaimed.  Wherever  a  new  popiilation  is  created  a 
new  basis  for  national  revenues  is  created,  not  only  for  one  year  but 
for  all  time  to  come.  And  it  is  perfectly  safe  to  say  that  wherever 
the  Government  builds  such  works  as  are  proposed  in  the  Sacra- 
mento Valley  it  would  create  increased  commerce,  population  and 
wealth,  which,  directly  and  indirectly,  would  bring  into  the  treas- 
ury a  revenue,  and  this,  within  a  very  few  years  at  most,  would 
return  to  the  Treasury  the  entire  original  investment  of  the  Govern- 
ment. 

And  the  speaker  ventures  to  say  that  the  more  the  people  of  this 
country  study  this  problem  the  more  they  will  be  convinced  that  there 
is  no  expenditure  which  the  National  Government  could  make  which 
would  so  enlarge  its  national  resources,  and  build  up  everything  that 
goes  to  make  this  country  great,  as  the  storage  by  the  National  Gov- 
ernment of  tlie  great  floods  that  now  go  to  waste  in  those  western  rivers, 
carrying  death  and  destruction  with  them.  In  a  few  years  from  to-day 
it  will  be  hard  to  find  a  man  who  will  be  willing  to  confess  that  he 
ever  stood  up  and  objected  to  that  policy. 

The  question  as  to  storage  reservoirs  and  the  regulation  of  the 
floods  of  great  rivers  is  very  fully  covered  and  answered  in  the  Chit- 
tenden Koport.  The  whole  subject  is  thoroughly  discussed.  That 
report,  ])eing  the  engineering  point  of  view,  is  by  Captain  Chittenden, 
one  of  the  best  engineers  in  the  United  States  Army.  The  speaker  is 
unable  to  point  to  any  locality  in  this  country  where  lands  have  been 
reciainuid  from  overflow  by  the  construction  of  storage  reservoirs  built 
for  that  purpose.  One*  reason  for  that  has  betm  tliat,  upt<)th«>  present 
time,  there  has  })een  ho  ninch  land  that  sudi  reclamation  Mas  not 
required.     But  with  80  000  000  p(!oi>l(i  in  this  couutry  to-day,  and  the 
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probabilitv  that  the  population  will  double,  and  that  within  30  years  Mr.  MaxwelL 
there  will  be  80  000  000  more,  for  whom  homes  will  have  to  be  pro- 
vided, the  speaker  thinks  that  the  practicabiUtj  of  the  proposition  will 
be  demonstrated,  in  the  next  few  years,  as  it  has  already  been  proved 
theoretically  by  Captain  Chittenden. 

What  is  known  as  Tnlare  Lake,  in  California,  has  been  practically 
reclaimed  by  irrigation,  because,  for  a  number  of  years,  the  water 
which  formerly  flowed  into  the  lake  has  been  diverted  by  canals  from 
its  original  channels,  and  used  for  irrigation.  The  bed  of  the  lake  is 
now  dry  and  is  good  agricultural  land.  At  one  time  it  was  a  large  lake. 
The  canal  systems,  of  course,  are  not  reservoirs,  in  the  exact  sense,  but 
they  serve  the  same  purj^ose  and  have  had  the  same  effect  upon  the 
lake  as  though  the  irrigation  systems  of  San  Joaquin  Valley  had  been 
reservoir  systems. 

J.  James  R.  Croes,  Past-President,  Am.  Soc.  C.  E. — Before  com- Mr.  Croes. 
mitting  this  Society  to  the  advocacy  of  the  undertaking  by  the 
United  States  Government  of  a  scheme  of  public  improvements 
having  the  scope  and  magnitiide  of  the  one  which  has  been  so 
forcibly  presented  by  the  previous  speakers,  definite  information 
should  be  had  on  a  few  points  which,  so  far,  have  not  been  clearly 
stated. 

Is  there  in  existence,  anywhere  in  the  world,  an  extended  area 
of  territory  which  at  some  past  time  was  subject  to  devastating 
freshets,  but  is  now  free  from  injury  from  this  cause,  in  conse- 
quence of  the  construction  of  storage  reservoirs  on  the  line  of  the 
streams? 

Is  there  any  well-recorded  instance  in  Europe  or  America  where  the 
construction  of  impounding  reservoirs  on  the  upper  waters  of  the  trib- 
utaries to  a  great  river  has  been  effective  in  reducing  and  regiilating 
the  floods  on  the  line  of  the  main  stream? 

Is  there  any  case  known  where  the  freshets  on  any  stream  have 
been  prevented  or  materially  reduced  by  the  construction  and  main- 
tenance of  a  series  of  impounding  reservoirs  along  the  course  of  the 
stream? 

In  general,  is  the  proposed  policy  purely  theoretical,  or  has  it  been 
tested  by  actual  experience  on  a  considerable  scale? 

The  questions  suggested  seem  to  have  been  sufficiently  answered. 
There  is  no  positive  evidence  that  lands  have  been  reclaimed  or  freshets 
prevented  along  the  line  of  rivers  by  the  means  which  it  is  proposed 
to  apply  in  this  case.  Until  attempts  have  been  made  on  a  moderate 
scale,  and  some  experience  gained  as  to  methods  of  procedure  and  re- 
sults, it  will  not  be  expedient  or  justifiable  for  this  Society  to  advo- 
cate the  undertaking  by  the  General  Government  of  works  which  must' 
be  on  a  very  large  scale,  and  which  will  necessarily  be  purely  experi- 
mental,  at  the  outset. 
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Mr.  Haupt.  L.  M.  Haupt,  M.  Am.  Soc.  C.  E.— Extending  the  discussion  a  little 
beyond  the  limits  of  this  country,  and  going  back  to  the  days  of 
Nebuchadnezzar,  we  find  a  record  of  a  pool  40  miles  square  for  the 
purpose  of  storing  the  waters  of  the  Upper  Euphrates,  which  was  a 
successful  work.  It  was  afterward  destroyed  by  Cyrus,  and  the 
country  became  a  wilderness.  Also,  the  i^ools  of  the  upper  Nile,  and 
the  lateral  basins  for  irrigation,  furnish  ample  illustrations  of  the  ability 
to  control  the  waters  of  the  stream.  In  regard  to  this  discussion,  the 
speaker  is  in  accord  with  the  views  already  expressed  on  the  subject. 
The  systems  in  India  and  in  Egypt  also  are  proofs  of  the  statements 
made  by  Mr.  Newell  in  regard  to  the  difficulty  of  maintaining  irriga- 
tion systems  at  private  expense  as  commercially  profitable.  Most  of 
them  have  proved  to  be  failui'es,  and  in  very  few  cases  in  this  country 
have  they  been  successful.  Therefore,  from  that  standpoint,  it  would 
seem  to  become  a  necessity  for  the  General  Government  to  reclaim  the 
arid  land  regions.  It  should  be  also  remembered  that  the  emigrants 
who  go  into  these  new  sections  are  very  poor  jieople,  and  have  not  the 
means  or  the  concentration  of  cajiital  for  making  public  improve- 
ments, and,  consequently,  are  unable  to  do  so.  Therefore,  it  becomes 
a  question  of  public  policy  and  expediency  rather  than  one  of  ability 
to  carry  out  those  works.  Just  before  the  opening  of  the  Northern 
Pacific  Railroad  an  effort  was  made  by  Herman  Clarke  and  others  to 
organize  a  large  syndicate  for  the  improvement  of  the  Upper  Yellow- 
stone District,  but  it  failed.  In  these  works,  therefore,  it  would 
seem  to  be  proper  for  the  Government  to  take  charge,  not  only  for 
its  own  sake,  and  for  the  control  and  irrigation  of  its  own  public  do- 
main, but  for  the  relief  of  navigation  and  the  storage  of  a  supply  for 
its  rivers. 

Chakles  G.  Darrach,  M.  Am.  Soc.  0.  E. — Upon  this  subject,  there 
is  room  for  considerable  discussion.  In  the  speaker's  ojiinion,  such 
work  can  only  be  properly  executed  upon  a  large  scale,  which  in- 
volves one  of  two  methods:  First,  that  by  the  National  Government,, 
as  suggested;  or,  second,  by  some  great  trust. 

Of  the  two  evils,  the  speaker  prefers  the  National  Government. 
Although  it  might  not  be  done  as  well,  the  question  of  politics  being 
involved,  at  least  the  general  public  would  have  the  opportunity  oC 
selecting  their  own  physician. 
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Geoege  A.  Sopee,  Assoc.  M.  Am.  Soc.  C.  E. — The  question  as  to  Mr.  Soper. 
whether  the  practice  of  the  members  of  this  Society  shall  be  regulated 
by  a  set  of  rules  or  standards  of  action,  is  not  novel.  The  desirability 
of  having  a  code  of  precepts  for  the  guidance  and  control  of  careless 
or  indifferent  engineers,  who  may  be  over-strenuous  in  seeking  employ- 
ment, or  willing  to  accept  services  which  are  incompatible  with  the 
dignity  of  the  profession,  is  a  perennial  subject  of  discussion. 
'  There  are  members  of  this  Society  who  consider  that  the  vocation 
of  civil  engineer  is  less  remunerative  and  desirable  than  it  need  be, 
and  that  the  way  for  engineers  to  improve  their  status  is  to  form 
themselves  into  a  more  homogeneous  moral  whole.  In  this  era  of  great 
industrial  development  we  have  daily  reminders  of  the  strength  that 
lies  in  union.     Everywhere  we  see  harmonious  working  agreements 
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Mr.  Soper.  based  on  the  commiinity-of-interests  idea,  the  object  in  all  cases  being 
to  reduce  the  inevitable  friction  which  comes  from  many  independent 
units  working  at  cross  purposes  in  the  same  field,  and  to  reap  the 
benefits  which  result  from  harmonized  and  co-ordinated  action.  From 
the  great  steel  and  steamship  combinations  down  to  the  tinions  of 
laboring  men,  the  utility  of  a  close  organization,  bound  by  what  may 
be  called  a  code  of  ethics,  is  appreciated. 

There  is  nothing  new  or  formidable  about  the  idea  of  a  code  of 
ethics,  any  more  than  there  is  about  a  list  of  by-laws  of  which,  in  the 
case  of  the  Society,  the  code  might  very  possibly  become  a  part. 
Moral  codes  were  old  in  the  time  of  Moses,  and  have  been  indispens- 
able ever  since.  George  Washington  had  a  reference  guide  of  action, 
and  Franklin,  a  chart  of  conduct.  In  a  broad  sense,  the  Constitution 
of  the  Union  is  a  code  of  ethics,  as  are  the  various  public  laws  and 
ordinances  under  which  we  live. 

In  a  narrower  sense,  and  the  one  in  which  we  must  use  it  here, 
ethics  is  the  subject  which  treats  of  those  moral  acts  which,  though 
they  cannot  make  us  liable  to  bodily  restraint,  are  capable  of  exercis- 
ing a  powerful  influence  for  the  good  or  ill  of  our  fellow  man. 

It  would  be  the  object  of  a  code  of  ethics  to  express  the  united 
voice  of  the  Society  upon  such  points  as  the  following: 

1. — To  what  extent  and  in  what  ways  may  an  engineer  advertise 
his  services? 

2. — Under  what  circumstances  is  the  owning  and  exploitation  of 
patents  consistent  with  a  strictly  professional  practice? 

3. — What  general  principles  should  govern  the  conduct  of  consxilt- 
ing  engineers  toward  other  engineers  engaged  upon  work? 

4. — Under  what  circumstances  should  an  engineer  jmss  judgment 
on  the  work  of  his  professional  brethren? 

5. — To  what  extent  should  the  circumstances  of  an  engineer's 
private  life  be  allowed  to  interfere  with  his  professional  standing? 

6. — Is  it  practicable  or  advisable  that  the  Society  should  attempt 
to  expose  quacks? 

7.  — What  acts,  if  any,  should  make  an  engineer  liable  to  the  censure 
of  the  Society. 

If  we  consider  that  every  man  is  a  man  of  jirinciple,  that  is,  has 
definite  ideas  as  to  the  moral  consequences  of  his  acts,  and  decides 
upon  a  doubtful  course  of  action  only  after  referring  the  matter  to  his 
conscience,  we  will  see  that  he  has  a  code  of  ethics,  or  moral  standai-ds, 
whether  or  not  they  happen  to  be  written  down.  In  the  same  way, 
this  Society,  as  an  aggregation  of  moral  and  responsible  men,  has  an 
unwritten  (!ode  of  (mgiuoering  etiquette.  The  main  i)rincii)lo8  are 
known  to  all.  The  finer  i)oints,  the  nicer  discriminations,  are  cliiefly 
in  the  keeping  of  the  older  members.  The  majority  of  the  young  men 
are  constantly  improving  their  professional  Hcnsibility  through  exi)e- 
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rience,  and  rectifying  tbeir  courses  of  conduct  by  the  moral  pattern  Mr.  Soper. 
set  by  the  great  chiefs.      Here  Jan d  there,  there  are  exceptions;  men 
•who  appear  indifferent  to  their  status,  or,  like  raw  recruits,  are  unable 
to  discern,  without  help,  what  is  expected  of  them. 

The  argument  for  a  written  code  is  the  argument  that  the  moral 
teachings  of  the  pillars  of  the  profession  should  be  crystallized  into 
such  form  as  to  be  available  and  accessible  to  all,  down  to  the  last 
recruit.  The  argument  against,  expresses  the  opinion  that  the  recruit 
should  be  left  to  find  out  for  himself  what  is  good  and  what  is  bad  for 
him  and  his  fellows. 

As  the  one  who  has  been  asked  to  open  this  discussion,  the  speaker 
cannot  announce  himself  as  a  warm  partisan  of  either  side.  He  has 
felt  the  need  of  knowledge  of  the  ethics  of  the  profession,  and  has 
set  out  to  get  it  after  the  usual  fashion.  He  has  been  an  observer  of 
courses  of  action  on  the  part  of  some  which  bethought  should  not  pass 
without  the  censure  of  a  united  engineering  fraternity,  and  he  has 
seen  worthy  members  of  another  profession  advance  through  a  co- 
operation and  support  of  their  fellows  which  would  be  impossible 
with  us  under  present  circumstances. 

If  there  is  need  of  a  written  code  of  ethics  in  the  American  Society 
of  Civil  Engineers,  that  need  should  make  itself  felt  naturally  and 
spontaneously.  A  code,  based  on  less  than  a  practically  unanimous 
vote  of  approval,  would  be  diflBcult  to  introduce,  and,  in  the  end, 
might  prove  more  of  an  incumbrance  than  a  help.  But,  backed  by  a 
solid  sentiment,  a  code  should  be  a  benefit. 

It  may  be  well  to  remind  the  members  of  some  of  the  circumstances 
•under  which  the  question  of  a  code  of  ethics  was  discussed  in  the 
Society  some  years  ago. 

The  question  of  adopting  a  code  came  up  for  consideration  at  the 
Annual  Meeting  of  the  Society,  held  on  January  18th,  1893.  It  was 
suggested  that  a  special  committee  be  appointed  to  consider  the  pro- 
priety of  adopting  a  code,  and,  if  a  code  was  found  desirable,  to  pre- 
pare one  for  the  consideration  of  the  Society.  The  matter  was  referred 
to  the  Board  of  Direction  with  the  request  that  a  definite  recommenda- 
tion be  made  by  the  Board  to  the  Society  at  its  next  Annual  Convention. 
The  Board  considered  the  matter  carefully,  and  published  a  collation 
of  arguments  for  and  against  the  step.  Finally,  at  the  Annual 
Convention  held  at  Chicago,  in  August,  1893,  the  Board  advised  that 
no  committee  be  appointed  to  consider  the  question  of  a  code.  The 
subject  was  actively  discussed  by  the  members  present  at  the  conven- 
tion, and  the  point  was  raised  that  so  important  a  question  should  be 
decided  by  a  vote  of  the  whole  Society  through  a  letter-ballot.  A  vote 
as  to  whether  a  letter-ballot  should  be  called  for  on  this  subject  was 
decided  in  the  negative. 

If  the  members  feel  diflferently  to-day  than  they  did  in  1893,  a  prac- 
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Mr.  Soper.  ticable  course  of  action  seems  clear.  A  motion  can  be  made  to  the  effect 
that  it  is  the  sense  of  this  meeting  that  a  letter-ballot  be  issued  to 
determine  whether  a  committee  should  be  formed  to  consider  the  advis- 
ability of  drawing  up  a  code  of  ethics  for  the  Society,  said  committee 
to  be  empowered  and  charged  with  the  duty  of  drawing  up  and  sub- 
mitting to  the  Society  such  a  code,  if  their  decision  is  in  the  affirmative. 
It  is  to  be  clearly  understood  that  this  would  not  commit  the 
Society  to  a  code  of  ethics,  but  would  make  possible  a  careful  and 
official  study  of  the  subject,  the  results  of  which  would  be  placed 
before  the  whole  Society  for  its  action. 


The  following  is  quoted  from  the  Proceedings,  Am.  Soc.  C.  E.,  Vol. 
XIX,  January-December,  1893,  pages  123-130. 

"  Proposed  Code  of  Ethics. 

"At  the  Annual  Meeting,  January  18th,  1893,  the  following  resolu- 
tion was  presented: 

"  '  Resolved,  That  a  special  committee  be  appointed  to  collect  infor- 
mation and  to  consider  the  propriety  of  the  adoption  by  the  Society  of 
a  code  of  ethics  for  the  profession,  and  to  make  such  other  recommen- 
dation as  the  committee  thinks  proper.' 

"  This  resolution  was  declared  to  be  subject  to  the  provisions  of 
Section  13,  Article  VI,  of  the  Constitution,  and  was,  under  those  pro- 
visions, referred  to  the  Board  of  Direction. 

"  The  duty  of  the  Board  in  such  a  case  is  declared  by  the  Consti- 
tution as  follows: 

"' The  Board  shall  consider  the  resolution  and  report  its  recom- 
mendations to  the  Society  at  the  next  general  business  meeting, 
together  with  a  statement  of  the  arguments  for  and  against  the 
appointment  of  such  committee.'  " 


"It  is  clear  that  the  Constitution  (Article  VI,  Section  13)  makes  it 
a  little  difficult  to  api^oint  a  special  committee,  and  requires  a  large 
ajiproval  of  the  Society  to  appoint  a  committee  to  act  on  any  such 
subject.  The  Chair  will  assume  that  most  of  the  members  have  read, 
or  glanced  at,  the  arguments  prepared  by  the  Board  of  Direction. 
The  recommendation  of  the  Board  is  on  the  last  page. 

"  Is  the  meeting  ready  to  take  a  vote  on  this  (juestion,  or  are  any 
gentlemen  desirous  of  speaking  on  the  subject  which  is  now  before 
you  for  consideration? 

"J.  H.  Johnson,  M.  Am.  Soc.  C.  E. — These  papers,  Mr.  President, 
have  just  this  moment  been  handed  us,  and  evei-y  one  lias  not  had 
time  to  read  them. 

"  Th(!  PuKsiDENT.— If  it  is  desirable  to  discuss  the  question,  the 
Chair  will  read  over  the  recommendations,  pro  and  con,  of  the  Board, 
and  it  can  be  taken  up.  It  should  have  proper  and  careful  con- 
sideration 

"  Mr.  Johnson. — Could  this  matter  come  up  at  the  next  session, 
Friday  evcniing? 

"  The  Pkesident.— No,  sir;  it  is  to  be  settled  by  a  vote,  requiring 
'a  two-thirds  vote  of  all  the  members  present.'    That  vote  must  be 
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taken  this  evening.     Perhaps  it  will  take  very  little  time;  it  will  be  Mr.  soper. 
just  as  well  to  read  the  recommendations  oi  the  Board. 

"  (Read  the  report  as  follows): 

"  •  The  Board  of  Direction  herewith  presents  a  statement  of  the 
arguments  for  and  against  the  appointment  of  such  committee  to  the 
Business  Meeting  of  the  Annual  Convention. 

" '  Arguments  for  the  Adoption  of  the  Pkoposed  Eesolution. 
'*  '1.  The  resolution  is  for  the  appointment  of  a  special  committee 
of  this  Society,  to  collect  information  and  to  consider  the  propriety  of 
the  adoption  of  a  code  of  ethics,  and  to  make  such  other  recom- 
mendation as  the  committee  thinks  proper.  This  does  not  commit 
the  Society  to  the  adoption  of  a  code  of  ethics,  but  simply  proposes 
the  appointment  of  a  committee  on  this  general  subject.  There 
should  be  no  objection  to  the  appointment  of  a  carefully  selected 
committee  to  consider  the  subject,  and  the  members  of  the  Society 
will  certainly  have  larger  information  and  be  in  a  better  position  to 
determine  as  to  the  propriety  or  impropriety  of  the  adoption  of  a  code 
of  ethics  after  the  report  of  such  a  committee  than  without  such 
report,  the  subject  never  having  been  carefully  considered  or  pre- 
sented as  a  Society  matter. 

"'2.  The  difference  of  opinion  on  this  general  subject  which 
evidently  exists  among  engineers  is  a  good  reason  for  the  appointment 
of  the  proposed  committee,  so  that  the  subject  may  be  presented  for 
further  consideration  and  discussion  in  a  clear  and  definite  shape. 

"  '  3.  There  seems  to  be  some  question  as  to  whether  civil  engi- 
neering may  properly  be  called  a  profession.  A  clear  statement  of 
what  the  word  means  is  given  by  the  'Century  Dictionary,'  which 
defines  a  profession  to  be : 

"  '  The  calling  or  occupation  which  one  professes  to  understand 
and  to  follow;  vocation;  specifically  a  vocation  in  which  a  professed 
knowledge  of  some  department  of  science  or  learning  is  used  by  its 
practical  application  to  affairs  of  others,  either  in  advising,  guiding 
or  teaching  them,  or  in  serving  their  interest  or  welfare  in  the  practice 
of  an  art  founded  in  it.'  The  same  authority  adds:  'Formerly, 
theology,  law  and  medicine  were  specifically  known  as  the  professions ; 
but  as  the  applications  of  science  and  learning  are  extended  to  other 
departments  of  afi"airs,  other  vocations  also  receive  the  name.  The 
word  implies  professed  attainments  in  sjiecial  knowledge,  as  distin- 
guished from  mere  skill;  a  practical  dealing  with  affairs  as  dis- 
tinguished from  mere  study  or  investigation;  and  an  application  of 
such  knowledge  to  uses  for  others,  as  a  vocation,  as  distinguished 
from  its  pursuit  for  one's  own  purposes.  In  professions  strictly  so 
called  a  preliminary  examination  as  to  qualifications  is  usually 
demanded   by  law  or  usage  and  a  license  or  other  official  authority 

I  founded  thereon  required.' 
"  '  This  definition  seems  very  clearly  to  apply  to  the  actual  facts  of 
the  practice  of  civil  engineering.  Men  wh'>  have  any  right  to  be 
called  civil  engineers,  and  who  have  any  right  to  be  corporate  mem- 
bers of  this  Society,  do  have  a  vocation  in  which  a  professed  knowl- 
edge of  some  department  of  science  or  learning  is  used  in  practical 
application  to  the  affairs  of  others.  If  the  proposed  committee  finds 
it  desirable  it  would  doubtless  recommend  some  means  of  carrying 
out  or  of  enforcing  regulations  for  such  of  the  relations  of  engineers 
to  their  clients  and  to  each  other  as  could  at  all  be  made  subject  to 
rules.     At  all  events,  it  is  desirable  that  the  committee  should  study 
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Mr.  Soper.  "  '4.  Eules  do  exist  which  govern  the  relations,  to  each  other  and 
to  the  i^ublic,  of  men  following  other  professions  or  vocations  in  which 
there  are  associations  of  the  members  of  such  profession  or  vocation 
in  some  respect  similar  to  this  Society.  This  applies,  not  only  ta 
the  old  so-called  professions,  but  to  other  vocations.  The  dealers  in 
stocks  are  subject  to  clear  and  definite  rules,  formulated  and  enforced 
through  their  exchanges.  The  deal*  rs  in  produce  are  also  subject  to 
rules  through  their  exchanges,  and  this  is  the  case  in  other  vocations. 

"  '  5.  It  will  be  well  to  appoint  a  committee  to  consider  whether  the 
dignity  of  civil  engineering  and  the  relations  of  members  to  them- 
selves and  to  the  public  might  not  be  improved  by  the  application  of 
rules  of  ethics  or  of  conduct  to  be  adopted  by  this  Society,  as  a  repre- 
sentative body. 

"  '  6.  It  seems  to  be  a  fact  that  civil  engineers  do  permit  themselves 
in  some  few  instances  to  act  in  ways  which  in  other  professions  or 
vocations  would  be  generally  considered  improper  and  unprofessional 
acts.  Such  acts  are  contrary  to  the  rules  of  etiquette  which  have 
become  standard  in  those  professions.  The  appointment  of  a  com- 
mittee to  see  whether  this  can  in  any  way  be  remedied  as  regards  civil 
engineers  is  desirable. 

"  '  7.  The  lack  of  rules  by  which  departures  from  the  proper  line 
and  professional  line  of  conduct  can  be  judged  affords  excuses  for 
unprofessional  conduct  when  such  conduct  is  based  uijon  ignorance 
of,  or  indifference  to,  i^rofessional  morals.  The  adoption  of  rules 
and  principles  governing  the  relations  of  engineers  to  each  other 
and  to  their  clients  would  restrain  the  unprincipled  and  guide  the 
ignorant. 

"  '  8.  The  fact  that  many  engineers  are  engaged  in  salaried  positions 
should  be  an  argument  in  favor  of,  rather  than  against,  the  appoint- 
ment of  a  committee  to  consider  the  possibility  of  a  code  which  would 
add  to  the  dignity  of  the  profession.  Those  who  require  the  services 
of  engineers  are  apt  to  base  their  appreciation  and  estimate  the  value 
of  those  services  upon  the  standing  which  the  engineer  himself  takes. 
It  is  inconsistent  with  the  function  of  this  Society  to  depreciate 
engineering.  It  is  its  duty  to  endeavor  to  elevate  it  in  every  relation, 
and  the  appointment  of  the  proposed  committee  will  be  a  step  in  this 
direction. 

"  '  Arguments  Against. 

"'  It  is  held  that  one  may  just  as  well  assert  that  the  other  great 
professions  are  great  in  si)ite  of  their  codes  as  because  of  them. 
Neither  assertion  can  be  proved.  It  seems  to  be  a  fact,  however,  that 
the  lawyers  have  no  formal  code.  Their  rules  of  conduct  are  partly 
matters  of  tradition  and  ])artly  of  interjjretatiou  and  construction,  by 
various  authoritative  bodies,  and  form  a  valuable  mass  of  professional 
ethics,  but  they  liave  not  been  codified  and  adopted  by  the  great  Bar 
associations  in  the  United  States. 

"  'Furthermore,  one  of  the  most  important  medical  societies  of  the 
United  States,  the  Medical  Society  of  the  State  of  New  York,  has  voted 
to  abandon  its  code  of  ethics.  The  fundamental  reason  for  this 
action  is  summed  up  in  these  words  of  the  jjrcsident  of  that  society: 
"  It  would  comj)ort  more  with  the;  dignity  of  tin  medical  profession, 
and  would  enhances  tlie  respect  in  which  it  is  held  by  tlie  general  i)ub- 
li(!,  if  all  s))ecific  ruh^s  of  ethical  condu(rt  were  eli<li'd  from  the  by-laws 
of  the  Stat(i  M(idi(ral  Socic^ty,  and  if  the  regulation  of  such  matters 
were  hereafter  left  to  the  judgment  of  individual  practitioners  influ- 
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en  ceil  by  the  well-known  consensus  of  professional  opinion  and  by  Mr.  Soper, 
local  custom." 

"  '  It  is  believed  that  the  architects  also  are  without  a  formulated 
and  accepted  code  of  ethics.  So  we  see  that  the  professions  are  either 
without  codes  or  are  beginning  to  abandon  them.  The  riiles  govern- 
ing the  transactions  of  the  stock  and  produce  exchanges  are  not 
analogous  to  what  is  iiuderstood  by  a  code  of  professional  ethics;  they 
provide  simply  for  the  carrying  out  of  specific  contracts,  many  of 
which  are  not  euforcible  by  law,  but  the  carrying  out  of  which  is  vital 
to  the  existence  ot  the  business  of  the  exchanges. 

**  'It  is  held  that  it  is  impossible  to  frame  a  code  of  ethics  that  would 
cover  all  cases.  Such  a  code  would  be  too  complicated  and  minute  to 
be  successfully  administered.  The  code,  therefore,  must  be  merely  a 
statement  of  general  principles;  but  such  statements  have  been  made 
by  moral  teachers  ever  since  society  began,  and  the  general  princi- 
ples which  govern  human  conduct  are  sufficiently  well  formulated 
already. 

"  'A  strict  code  woiild  restrain  those  who  need  no  restraint,  but  it 
would  not  be  regarded  by  the  unprincipled  further  than  their  own 
interests  dictated.  It  would  happen  sometimes,  perhaps  often,  that 
an  engineer  would  be  deterred  from  doing  his  duty  to  his  client  or  to 
himself  by  a  timid  obedience  to  the  code,  or  that  he  would  make  the 
code  an  excuse  for  not  doing  disagreeable  things  which  reflected  upon 
the  honor  or  capacity  of  other  engineers. 

"  'It  is  held  that  specific  cases  of  violation  of  the  traditions  and 
spirit  of  the  profession  should  be  treated  individually,  each  on  its 
merits,  and  that  this  can  be  done,  so  far  as  the  American  Society  of 
Civil  Engineers  is  concerned,  by  presenting  the  case  to  the  Board  of 
Direction,  or  that  a  special  body  or  committee  can  be  created  in  the 
Society  to  perform  this  special  function. 


"'The  Board  of  Direction  recommends  to  the  Society  that  no 
such  committee  be  api^ointed. 

"  '  By  order  of  the  Board. 

"  '  F.   COLLINGWOOD, 

"  '  Secretary.''  " 

"The  President. — The  subject  is  now  before  you  for  discussion; 
what  shall  be  done? 

"  Mansfield  Mebbiman,  M.  Am.  Soc.  C.  E. — As  I  understand  the 
matter,  the  resolution  that  a  special  committee  be  appointed  was  pre- 
sented at  the  Annual  Meeting  of  the  Society  in  January.  I  also  under- 
stand that  this  business  meeting  has  no  power  to  act  upon  that 
resolution,  that  such  a  committee  can  only  be  appointed,  that  such  a 
resolution  can  only  be  adopted,  by  the  result  of  a  letter  ballot  sentout 
to  all  the  members  of  the  Society,  and  that  the  question  really  before 
this  meeting  is  whether  such  a  letter  ballot  should  be  issued  or  not. 
Is  that  the  question? 

"  The  President. — The  Chair  will  read  the  clause  of  the  Constitu- 
tion again,  for  the  information  of  the  members. 

"  (Read  '  The  Board  of  Direction  shall,'  etc.) 

"  The  gentleman  will  see  that  the  business  is  in  the  hands  of  this 
meeting  and  must  V^e  disposed  of,  under  the  Constitution. 

"  Mr.  Meheiman. — I  think  I  am  correct,  then,  in  the  idea  that  the 
whole  question  before  this  meeting  is,  shall  the  letter  ballot  be  issued? 
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Mr.  Soper.  "  Mendes  Cohek,  Past  President,  Am.  Soc.  C.  E.  — The  only  motion 
that  is  i^roper  to  be  offered,  under  the  Constitution,  is  a  motion  from 
some  corporate  member  present  that  such  letter  ballot  shall  be  issued. 
If  there  be  no  such  motion  made,  the  matter  rests  just  where  it  is  now ;  if 
there  be  such  a  motion  made,  under  the  Constitution,  the  question  then 
comes  before  the  Society  in  this  meeting,  and  individual  arguments 
can  be  heard  for  and  against  it,  and  then  a  vote  upon  the  question 
must  find  two-thirds  of  the  corporate  members  present  in  the  atiirma- 
tive  before  such  action  can  be  taken.  It  is  only  if  somebody  here  will 
make  the  motion. 

"Tlie  President. — That  statement  is  perfectly  correct  and  in 
accord  with  what  the  Chair  stated. 

"  Mr.  Merbiman. — I  move  that  it  is  the  sense  of  this  meeting  that 
.     a  letter  ballot  shall  be  issued.     (Seconded.) 

"  The  President. — It  is  moved  and  seconded  that  it  is  the  sense  of 
this  meeting  that  a  letter  ballot  shall  be  issued  on  the  subject;  the 
matter  is  now  before  the  members  for  discussion. 

"  G.  Kaufman,  M.  Am.  Soc.  C  E. — As  this  is  a  question  of  interest 
to  all  members  of  the  Society,  I  don't  think  that  a  small  meeting  like 
this  should  vote  this  motion  down;  it  would  be  better  to  have  all  the 
members  vote  upon  this  question. 

"John  C.  Traxjtwine,  Jr.,  Assoc.  Am.  Soc.  C.  E. — Mr.  Chairman, 
the  arguments  against  are  directed  simply  against  the  propriety  of  a 
code  of  ethics,  not  the  appointment  of  a  committee.  The  first  argu- 
ment in  favor  of  the  resolution  points  out  that  all  that  is  asked  is  the 
a^jpointmeut  of  the  committee.  The  arguments  against  seem  to  be 
directed  against  the  adoption  of  a  code,  not  the  appointment  of  a 
committee. 

"The  President. — There  certainly  could  be  no  objection  to  the 
appointment  of  a  committee  if  there  were  no  objection  to  the  work  the 
committee  was  to  do.  Are  there  any  further  remarks  to  be  oftered  on 
the  motion? 

"Robert  Moore,  M.  Am.  Soc.  C.  E. — Mr.  President,  I  wish  to 
express  my  hope  that  the  Society  will  not  take  any  steps  looking  to 
legislation  of  this  kind.  I  think  that  the  conduct  of  members  of  the 
Society  can  fairly  be  left  to  their  intelligence  and  their  intention  to  do 
right,  and  I  do  notthink  that  we  should  be  put  in  the  leading  strings  of 
legislation  of  this  Society  in  that  matter.  I  think  the  arguments  in 
the  negative  of  this  ([uestion  are  sound,  and  I  hope  that  no  steps  will 
be  taken  to  inaugurate  a  hard  and  fast  code  of  ethics  such  as  seems  to 
be  contemplated  by  the  proposition. 

"Mr.  Cohen. — I  would  add  but  one  word  to  what  has  already  been 
said  uj)on  the  subject.  It  ai)pears  to  me  that  these  codes  of  ethics,  of 
which  we  hear  so  much  and  see  so  little— if  you  intpiire  you  can 
scarcely  find  a  written  (!ode  of  ethics,  wo  do  not  see  it  in  other  associa- 
tions—that a  code  of  etliics  must  b'^  governed  b\  and  formuhited  up(m 
the  good  sense,  good  breeding  and  general  comity  of  man  to  man. 
Now,  as  has  been  stated  in  this  argument,  such  government  will 
oV)tain— it  has  obtained  and  will  obtain —among  men  of  experience  in 
the  profession,  men  who  are  trained,  nicui  who  are  (>ducated;  and  when, 
here  and  tlu^re,  you  will  find  an  excerption,  some  erratic  course  will  be 
tak(M),  it  will  1)0  iiiu(;li  (easier  to  regulate  tliat  within  the  Society  if  an 
extreme  case  arise,  than  to  refer  it  to  book.  Ten  to  one  there  will  be 
no  (lase  provided  in  the  book,  and  then  you  have  to  go  back  to  the 
Society  in  the  (uid. 

"  Tli(!  only  obj(u;tioii  to  the  api)ointinent  of  a  committee  to  consider 
such  a  question  is  that  it  is  dangerous  to  the  Society  to  i)reHent  to  the 
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committee  such  an  argument  and  stir  up  a  matter  within  the  Society  Mr.  Soper. 
which,  at  best,  can  do  no  good  to  the  Society  and  which  may  result  in 
injury.  I  have  no  idea  myself  that  even  if  such  committee  be  appointed 
and  it  discuss  the  subject,  and  a  letter  ballot  be  issued,  I  have  no  idea 
that  the  Society  would  deliberately  adopt  such  a  course.  If  the  view 
that  I  hold,  and  that  I  think  a  gTeat  many  hold,  is  correct,  then  for 
the  Society  to  adopt  such  a  thing  would  be  dangerous;  it  is  a  great 
deal  better  that  it  be  not  adopted  and  not  considered. 

"A.  Fteley,  M.  Am.  Soc.  C.  E. — As  an  engineer  of  25  years'  stand- 
ing iu  this  country.  1  have  been  called  upon,  not  only  to  perform  regu- 
lar duties,  but  I  have  very  often  been  cal'ed  to  consult,  alone  or 
with  others,  on  matters  of  importance;  I  have  therefore  had  a  great 
many  experiences  of  various  kinds.  I  have  found  in  my  case  and  in 
the  case  of  others  that  a  great  many  occasions  arose  in  which  the 
conduct  of  engineers  was  questioned.  I  have  known  of  such  cases 
where  there  was  not  the  shghtest  reason  for  it.  Those  questions  will 
arise,  especially  as  to  the  relations  of  engineers  and  contractors;  we 
know  how  much  antagonism  may  ai"ise.  I  have  been  a  member  of  the 
Board  a  great  many  times.  I  have  seen  cases  where  the  reception  of  a 
candidate  into  the  Society  has  been  fought  by  means  fair  and  unfair. 
Sitting  in  the  Board,  I  have  seen  our  Secretary  presenting  to  the  Board 
stacks  of  letters  against  the  reception  of  members  simply  because  they 
have  done  certain  things.  Nine  times  out  of  ten  we  have  found  that 
such  statements  were  made  by  interested  parties  who  had  an  axe  to 
grind,  or  who  were  taking  their  revenge  upon  somebody.  It  seems  to 
me  that  if  we  submit  a  case  like  this  to  a  code  of  ethics,  in  many  cases 
the  book  will  say  nothing.  We  have  duties  to  perform,  and  I  suppose 
a  great  many  of  us  try  to  perform  them  as  well  as  we  can.  It  seems 
to  me  that  in  cases  of  that  kind  a  man  must  fearlessly  follow  the  line 
of  duty  he  believes  he  has  to  follow  and  let  him  stand  by  it  or  fall  by 
it.  It  may  happen  once  in  a  long  while  that  a  man  may  suffer  unjustly, 
but  in  99  cases  out  of  100  the  man  who  is  worthy,  even  though  he  has 
been  attacked,  will  in  the  end  triumph  because  he  is  a  good  man. 

"I  am  very  jjroud  of  our  profession.  I  know  one  thing  by  my  ex- 
perience in  public  works,  and  it  is  this:  If  an  action  has  to  be  passed 
by  certain  authorities  outside  of  engineering,  I  find  that  there  must  be 
the  signature  of  this  one  and  of  that  one  before  action  can  be  taken; 
while  we  engineers  generally  put  our  signatures  to  very  large  sums, 
and  it  means  simply  that  the  money  will  be  paid  without  question. 
Consequently,  why  should  we  submit  engineers  who  have  such  a  high 
standing  in  the  community  to  rules  which  will  simply  narrow  the 
limits  within  which  we  are  working.  I  believe  it  is  an  injustice;  I 
believe  it  is  an  injury  to  our  profession  to  try  to  bring  us  within  such 
limits  as  this  resolution  contemplates. 

"The  professions  of  the  law,  of  theology,  of  medicine,  have  been 
mentioned.  The  gentlemen  who  belong  to  these  professions,  before 
they  can  practice,  have  to  be  accepted  by  certain  authorities.  We 
are  not  in  the  line  of  these  conditions;  we  have  a  great  many 
worthy  men  who  have  simply  put  their  shingles  out,  and,  in  many 
ca.ses,  have  made  a  success  of  it.  Our  profession  cannot  be  compared 
to  other  professions.  So  far  as  I  am  concerned,  I  believe  that  this 
resolution  is  one  that  is  likely  to  disturb  the  even  tenor  of  our 
ways,  and  I  emphatically  say  that  we  ought  not  to  consider  the  idea  of 
having  a  committee  appointed  for  the  jDurpose  mentioned.  (Question 
called  for.) 

"The  Pbrsident.— Corporate  members  only  can  vote.  Understand, 
the  question  is,  shall  a  letter  ballot  issue,  or  shall  it  not?     A  vote  in 
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Mr.  Soper.  the  affirmative  means  that  the  Board  shall  ask  the  Society  to  vote 
on  the  appointment  of  a  committee.  A  vote  in  the  negative  means 
that  the  whole  matter  is  dropped  here  by  the  Convention.  Those 
in  favor  of  the  issue  of  a  letter  ballot  will  please  rise  to  their  feet.  (11 
arose.) 

"  All  opposed  will  please  rise  to  their  feet.     (54  arose.) 
"  Eleven   in   the   affirmative;    54  in   the   negative;   the    motion   is 
lost." 


J.  A.  OcKERSON,  M.  Am.  Soc.  C.  E. — The  agitation  in  engineering 
societies  and  in  the  technical  press  as  to  the  propriety  of  a  code  of 
ethics  to  govern  and  guide  the  members  of  our  profession  may  be 
taken  as  evidence  of  a  desire  to  ennoble  the  calling  of  the  engineer. 
It  is  a  recognition  of  the  fact  that  engineers,  in  this  country  at  least, 
are  not  yet  accorded  the  position  to  which  they  are  entitled  by  the 
importance  of  their  work  and  the  conspicuous  part  they  have  taken 
in  the  development  of  the  natural  resources  of  our  country.  There 
are,  however,  some  signs  of  progress  in  this  direction. 

None  of  the  so-called  learned  professions  is  so  intimately  connected 
with  the  material  progress  of  our  counti-y  as  is  that  of  engineering. 
The  engineer  has  always  been  the  advance  guard  of  civilization  in  the 
development  of  our  western  empire,  and,  largely  through  his  instru- 
mentality, a  marvelous  change  has  been  wrought  in  a  few  decades, 
which  would,  ordinarily,  be  the  work  of  centuries. 

In  the  older  and  more  settled  portions  of  the  country  his  work  is 
equally  important,  in  jiroviding  am2)le  means  of  transportation  by 
land  and  by  water,  and  in  many  ways  contributing  to  the  comfort  and 
safety  of  the  people  who  live  in  our  great  cities. 

Yet,  in  the  face  of  all  this,  the  profession  is  not  held  in  that  high 
public  esteem  to  which  it  is  justly  entitled.  This  is  due,  in  a  great 
measure,  to  the  fact  that  the  public  is  not  as  familiar  as  it  should  be 
with  the  functions  of  the  engineer,  whose  individiiality  is  more  or 
less  overshadowed  by  the  great  corporation  which  em])loys  him. 

The  education  of  the  public  uj)  to  the  ])roi)er  appreciation  of  the 
services  of  the  engineer  is  necessary,  before  any  great  improvement 
in  his  status  can  be  hoped  for.  It  can  never  come  through  the  estab- 
lishment of  any  possible  code  of  ethics.  No  opportunity  should  be 
neglected  which  will  serve  to  bring  the  engineer  and  the  public  to  a 
better  understanding  of  one  another.  The  engineer,  on  his  part, 
should  cultivate  the  a(Miuaiutauce  of  men  in  other  walks  of  life. 

Much  can  be  done  at  great  expositions,  by  bringing  the  general 
public  into  contact  with  the  work  which,  the  engineer  has  wrought 
and  which  emphasizes  his  science,  ingenuity  and  skill. 

Heretofore,  engineering  work  in  ex])08itions  has  been  somewhat 
obscured  by  l)eing  mixed  up  with  transportation  and  other  related 
matters  whidi  indeed  are  closely  akin  to  it. 
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In  the  coming  exposition  at  St.  Lotiis,  civil,  military  and  architect-  Mr.  Ockerson. 
nral  engineering  and   engineering  pertaining   to    public   works,    will 
be  housed  together  in  the  Liberal  Arts  Palace. 

In  the  interests  of  the  profession,  as  well  as  that  of  the  exposition, 
and  throxigh  yonr  aid,  the  speaker  hopes  to  secure  for  the  several 
groups  devoted  to  engineering  the  best  examples  of  what  the  engi- 
neer has  wrought  in  all  parts  of  the  world.  With  the  co-operation  of 
the  engineering  profession,  which  should  be  readily  accorded,  there 
will  be  gathered  at  the  coming  exposition  a  display  which  will  do 
credit  to  the  profession,  and  which  will  impress  the  layman  with  the 
dignity  and  importance  of  our  calling.  Every  engineer  can  do  some- 
thing toward  the  realization  of  this  much-desired  result. 

The  speaker  will  be  very  glad  if  each  member  will  take  this  up  as 
a  personal  matter,  and  arrange  to  offer  models,  plans,  drawings  and 
photographs  of  some  of  his  important  work.  It  would  also  be  well 
to  have  information  as  to  auy  important  engineering  works  which  would 
be  interesting  and  novel  as  exhibits. 

Bexjamix  M.  Harrod,  Past-President,  Am.  Soc.  C.  E. — The  Mr.  Harrod. 
speaker  has  but  little  to  add  to  this  discussion  beyond  the  expres- 
sion of  great  pleasure  in  hearing  that  part  of  the  Annual  Address* 
devoted  to  the  subject,  and  of  entire  concurrence  in  the  views  ex- 
pressed by  the  President  and  by  the  Committee  on  Regulating  the 
Practice  of  Engineering.! 

Effective  means  already  exist  by  which  any  desirable  improvement 
of  the  relations  of  civil  engineers  to  each  other  and  to  the  public 
can  be  accomplished.  The  principles  of  professional  ethics  should  be 
explained  and  impressed  in  engineering  schools,  and  a  full  and  clear 
discussion  cf  them  should  form  part  of  the  Transactions  of  Engineers' 
Societies. 

In  this  way  an  unwritten  law  will  prevail,  with  all  the  authority, 
and  more  completeness  and  flexibility  than  can  be  given  to  a  written 
code. 

J.  Jasces  R.  Croes,  Past-President,  Am.  Soc.  C.  E. — To  the  first  Mr.  Croes, 
question  propounded,  "Should  Engineering  Practice  be  regulated  by 
a  code  of  ethics,"  an  affirmative  answer  must  be  given.  No  business, 
trade  or  profession  can  be  successfully  carried  on  in  any  community 
except  in  accordance  with  the  ethical  standards  which  prevail  in  that 
community.  Such  standards  have  varied,  at  different  stages  of  the 
world's  progress,  and  among  different  nations,  mainly  in  accordance 
with  the  different  religious  concepts  which  have  prevailed  in  certain 
periods  and  among  certain  communities.  Among  what  we  consider  the 
civilized  nations  of  the  present  day,  the  standard  of  ethics  is,  as  has 
"been  well  said,  embodied  in  the  Ten  Commandments   of  the  Mosaic 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  xlviii.  p.  227. 
t  Proceedings,  Am.  Soc.  C.  E.,  Vol.  xxviii,  p.  188. 
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Mr.  Croes.  Dispensation  and  the  Golden  Rule  of  tlie  Christian  Dispensation. 
The  application  of  these  fundamental  principles  to  special  eases,  and 
the  interpretation  of  them,  are  matters  of  tradition,  experience,  equity 
and  jurisijrudence. 

The  second  question  propounded  is :  How  can  such  a  code  be  formu- 
lated and  established?  The  answer  to  this  must  be  that,  under  existing- 
cu-cumstauces,  the  framing  of  a  written  law  of  action  aijplicable  to 
civil  engineers  alone,  is  impracticable. 

The  formulation  of  a  code  of  rules  which  would  be  applicable  to 
all  cases  in  which  doubt  might  arise  in  the  mind  of  a  practitioner 
of  civil  engineering  as  to  what  was  the  proper  course  for  him  to 
pursue,  would  involve  the  consideration  and  adjudication  of  almost 
every  conceivable  case  of  "  conscience."  Supposing,  however,  only  a 
few  general  j^rinciples  to  be  enunciated,  those  principles  would  have 
to  be  accepted  by  the  persons  for  whose  guidance  they  were  in- 
tended, and  an  obligation  entered  into  by  such  persons  that  they  would 
be  liable  to  some  kind  of  penalty  in  case  of  their  infringement. 
This  would  require  the  establishment  of  a  court  of  arbitration  or  adju- 
dication. Any  attempt  to  establish  such  a  code  and  such  a  court,  by 
a  society  or  association  representing  only  a  small  proportion  of  the 
practitioners  of  the  multifarious  occupations  embraced  in  the  gen- 
eral title  of  Civil  Engineering,  could  only  result  in  ridicule  and 
failure. 

Irrespective  of  the  outsiders  composing  the  great  mass  of  the 
professior ,  it  is  very  questionable  whether  unanimity  could  be 
secured  in  the  organization  undertaking  to  frame  a  code.  Our  own 
efforts  to  frame  a  Constitution  adapted  to  our  needs  furnish  an  in- 
structive lesson  in  this  respect.  For  years  not  a  general  meeting  has 
been  held  at  which  changes  or  modifications  or  explanatory  addi- 
tions to  our  fundamental  law  have  not  been  strenuously  demanded 
by  some  one  who  was  dissatisfied  with  or  could  not  comprehend  a 
clause  or  a  provision  of  the  Constitution.  How  much  greater  confu- 
sion of  ideas  might  be  expected  if  ethical  and  abstract  questions  were 
at  issue! 

But,  while  the  i^romulgation  of  a  formal  code  of  ethics  for  the 
Civil  Engineer  is  not  practicable  or  desirable,  there  is  doubtless  a 
need  and  a  demand  for  a  public  setting  forth  of  some  of  the  ele- 
mentary principles  which  have  come  to  be  recognized  by  engineers  of 
experien<!e  in  the  combined  management  of  nuiterials  and  m(>n  as 
fundamental,  l)ut  wliicli  the  young  ])ractitiouer,  who,  fr(>sli  from  li is  col- 
lege liuUs,  attempts  to  gra])i)le  with  ])ractical  ])robk'niH  of  design,  con- 
struction and  raauagement,  has  no  familiarity  with,  and  of  which  the 
ordinary  man  of  business,  unfamiliar  with  professional  ethics,  has 
little  concei)tion.  The  young  engineer  can  only  imbibe  loyalty  to 
those  ])rincijtl('s  by  association  with  older  members  of  the  profes- 
sion, and,  lucking  the  ojjportuuity  and  too  frequently  the  desire  for 
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BXich  prolonged  association,  is  apt  to  go  astray  and  commit  some  Mr,  Croes. 
solecism  in  morals,  through  ignorance  rather  than  vicionsness.  It 
■wonld  be  an  advantage,  therefore,  if  some  civil  engineer  of  acknowl- 
edged experience  and  standing  would  write  a  brief  compendium  of 
engineering  ethics,  from  his  point  ot  view,  and  have  it  published 
by  a  standard  bookseller.  It  would  promote  discussion  and  lead 
to  much  good.  But,  as  has  before  been  said,  any  effort  to  give  to 
such  a  publication  the  status  of  an  established  law  of  morals  would  be 
absurd. 

A  book  of  this  kind  might  also  serve  the  purpose  of  deterring 
clients  from  making  to  professional  men  propositions  which  may  be 
considered  either  as  silly  or  criminal,  according  to  the  point  of  view. 
There  would  have  to  be  laid  down  some  rules  so  rudimentary  as  at 
first  glance  to  seem  absurd.  The  principle,  for  instance,  that  no 
man  can  serve  two  masters,  seems  so  self-evident  to  anyone  who  has 
been  trained  in  the  doctrines  of  the  Talmud  or  the  Bible,  as  not  to 
need  enforcement.  And  yet  only  a  short  time  ago  in  a  seaboard  city, 
where  a  new  administration,  pledged  to  economy,  had  been  installed 
and  had  reduced  the  compensation  of  all  its  professional  advisers,  a 
number  of  persons,  not  connected  with  the  government,  and  desirous 
of  having  their  ideas  of  the  administration  of  an  important  depart- 
ment carried  out,  combined  in  an  offer  to  pay,  to  a  professional  ad- 
viser whom  they  selected,  an  additional  salary  equal  to  that  which 
the  city  would  pay  him,  on  condition  of  his  appointment  to  the 
position.  In  other  words,  they  proposed  that  this  city  official  should 
have  two  masters;  one,  the  city  whose  interests  he  was  supposed  to 
serve,  the  other,  a  half-master,  with  no  responsibility  to  the  tax- 
payers or  anyone  else  except  themselves,  but  whose  interests  he 
would  be  compelled  to  serve  or  lose  his  salary.  And  yet  this 
extraordinary  proposition,  based  apparently  on  a  kind  of  electro- 
motive idea  of  having  one  machine  and  two  power-houses  in  dif- 
ferent places  and  under  separate  control,  was  made  in  good  faith 
by  men  who  could  not  see  that  it  was  scandalous  and  abhorrent 
to  all  persons  who  had  correct  ideas  regarding  professional  duties 
and  responsibility,  and  that,  moreover,  the  same  rule  might  be  car- 
ried out  with  regard  to  any  other  Association,  or  Club,  or  Hall,  which 
might  be  willing  to  "  put  up  the  stuff"  to  have  a  city  department  run 
as  it  wanted  it. 

A  rudimentary  treatise  on  ethics  might  then  be  a  good  thing  to 
have,  but  not  as  a  formal  declaration  by  this  Society  of  what  a  civil 
engineer  ought  or  ought  not  to  do,  to  be,  or  to  suffer. 

F.  W.  Dalrymple,  Assoc.  M.  Am.  Soc.  C.  E. — The  speaker  hardly  Mr.  Dalrymple. 
understands  whether  it  is  proposed  to  create  an  engineering  trust  or 
an  engineering  labor  union,  but  it  seems  to  him  that  either  proposition 
would  be  beneath  the  dignity  of  the  profession.     If  a  code  of  rules  is 
established,  it  would  certainly  be  necessary  to  create  at  least  some 
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Dalrymple.  sort  of  a  court  to  administer  and  interpret  those  rules,  whicli  is 
thought  to  be  undesirable  and  impractical. 

The  speaker  begs  to  suggest  that,  if  such  a  code  is  to  be  adopted, 
the  best  that  could  be  formulated  would  be  the  Ten  Commandments, 
■with  the  addition  of  that  other  biblical  proposition,  to  do  unto  others 
as  you  would  have  them  do  unto  you. 

Chaeles  G.  Dareach,  M.  Am.  Soc.  C.  E. — A  code  of  professional 
ethics  may  be  expressed  briefly  in  three  words,  known,  or  supposed  to 
be  known,  and  acknowledged,  by  any  and  everyone  entitled  to  a  mem- 
bership in  the  various  grades  of  this  Society.  Unfortunately,  in  the 
speaker's  exjjerience,  and  probably  in  that  of  many  other  members  of 
this  Society,  ignorance  of  these  words  alone  raises  the  question  at 
issue;  and,  that  the  speaker  may  not  be  misunderstood,  it  might  be 
well  to  make  reference  to  where  this  rule  may  be  found. 

In  an  ancient  compendium,  which,  by  some  singular  fortuity,  has 
been  reproduced  in  manuscript  and  the  press  for  nearly  3000  years, 
and  is  supposed  to  be  in  general  circulation,  one  of  the  earliest 
writers,  who,  if  the  speaker's  memory  serves  him  right,  was  born  in 
Egypt,  enunciated  the  general  principles.  Of  this  incidental  reference, 
the  speaker  thinks  it  is  unnecessary  to  make  more  specific  mention. 

The  difficulty  seems  to  be  in  the  application  of  the  rule.  In  other 
words,  to  make  the  punishment  fit  the  crime,  or,  probably  it  might  be 
more  ajjtly  stated,  to  make  the  reward  fit  the  merit.  It  would  seem  to 
the  speaker  that  the  first  duty  of  a  member  of  this  Society,  regardless 
of  his  experience  and  scientific  attainments,  is  to  be  a  gentleman,  with 
that  regard  for  each  other  member  of  the  Society,  at  least,  that  he 
would  expect  awarded  to  himself.  Unfortunately,  this  condition  does 
not  prevail.  The  speaker  has  known  of  cases  where  members  of  this 
Society  have  filched  work  from  their  fellow-members,  have  spoken  in 
disparaging  terms  both  of  their  business  and  scientific  attainments, 
and,  in  fact,  have  done  all  that  they  possibly  could  to  degrade  the 
profession  into  a  trade. 

There  was  a  time  when  to  be  a  Member  of  the  American  Society  of 
Civil  Engineers  meant  more  than  it  does  to-day.  In  the  speaker's 
experience,  this,  to  a  certain  extent,  is  due  to  the  present  method  of 
elections,  or  the  practical  exclusion  of  the  blackball.  The  speaker 
rememl)ers  some  years  ago,  and  he  thinks  it  was  about  the  time  of  the 
first  St.  Louis  meeting,  that  a  certain  person  received  some  seven  or 
eight  blackballs.  A  great  hue  and  cry  was  raised  that  a  conspiracy 
had  been  raised  against  the  individual  in  (question.  The  speaker  oast 
one  of  those  blackballs,  and  used  no  influence  whatever  in  the  casting 
of  the  others.  Tlic  candidate  under  discussion  liad  been  given  a  ))()si- 
tion  by  tlie  H])oak(ir,  to  a  (iortain  extent  out  of  charity.  The  aforesaid 
candidate  had  hardly  been  warm  in  liis  ])OHition  wlien,  like  E])hraim, 
he  "waxed  fat  and  kicked."    The  chief  engineer,   whose  principal 
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assistant  the   speaker  happened  to  be,  apprised  him  one  day  of  the  Mr.  Darra«h. 

fact  that  the  speaker's  protege  was  earnestly  endeavoring  to  obtain  the 

speaker's  position,  without  even  having  the  courtesy  of  mentioning  the 

matter  to  him. 

No  doubt  many  of  our  members  could  recite  parallel  instances,  and 

it  is  exceedingly  eiiffieult  to  be  obliged  to  practically  convict  a  man  of 

a  heinous  oflfence,  which  the  present  laws  of  the  Society  practically 

reqiiii-e,  before  he  is  excluded  fi-om  the  privilege  of  membership;  but 

we  are  in  the  situation  and  must  enact  certain  laws  or  bring  attention 

to  the  various  members  who  are  not  familiar  with  the  ancient  book  to 

which  the  speaker  has  referred. 

W.   HiLDEXBRAND,  M.  Am.   Soc.  C.  E.   (by  letter).— The  fact  that  Mr  Hiiden- 

.      ■,  .        .  .    ■  ■  brand, 

the  question  of  establishing  a  code  of  ethics  for  practicing  engineers 

is  to  be  discussed  is  in  itself  an  indication  that  past  experience  must 
have  shown  that  the  conduct  of  some  members  of  the  profession  has 
not  always  been  what  it  should.  This  is  not  surprising,  because 
human  nature  is  the  same  everywhere  and  at  all  times;  knowledge 
and  mechanical  skill  do  not  necessarily  exclude  selfishness  and 
injustice,  which  are  found  in  all  kinds  of  business  and  in  every  station 
of  life.  If  it  were  possible  to  eradicate  from  human  society  the  two 
evils  of  selfishness  and  injustice  by  a  printed  code  of  ethics,  it  would 
be  our  duty  to  adopt  one,  without  a  minute's  delay.  Such  a  code 
could  be  short  and  very  simple;  it  could  be  comprised  in  a  single 
sentence,  like  this:  "Act  as  a  gentleman,  in  every  respect,  on  all 
occasions;  be  just  and  generous  to  your  brothers  in  the  profession, 
and  do  not  hesitate  to  take  the  full  responsibility  for  all  your  actions!" 
These  maxims,  of  course,  are  not  new;  they  have  always  existed  as 
unwritten  laws;  they  fit  every  profession  and  vocation,  and  if  they 
were  inherent  to  all  men  and  had  always  been  fulfilled,  or  would  be 
fulfilled,  no  special  code  of  ethics  for  engineers  would  be  necessary. 
Unfortunately,  there  is  no  such  perfection,  and  men  have  always 
existed  who  either  lack  the  natural  capacity  of  making  a  fine  dis- 
tinction between  right  and  wrong,  or  whose  better  judgment  and 
better  sentiments  are  darkened  by  selfishness.  The  writer  fears  that 
no  code  of  ethics  would  rectify  the  evils  done  by  such  men,  because, 
if  it  is  not  in  their  nature  to  act  justly  and  generously,  no  amount  of 
printed  regulations  will  be  able  to  change  their  character.  Moreover, 
it  would  be  almost  impossible  to  enumerate  and  define  beforehand  in 
special  paragraphs  the  hundred  and  more  varieties  of  forms  of 
injustice.  Certain  actions  may  be  justified  in  one  case  and  con- 
demnable  in  another.  It  might  happen  that  a  moral  or  professional 
injustice  might  be  done,  one  that  is  not  defined  in  some  paragraph  of 
the  code,  and  the  transgressor,  though  guilty,  would  have  to  be 
acquitted  for  not  having  violated  the  printed  regulations  of  the  code 
of  ethics.     By  ethics  is  meant  the  doctrine  of  moral  duties,  and  not 
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Mr.  Hilden-  a  mere  code  of  etiquette  as  to  superficial  outside  forms  of  conduct  on 
brand.  .    • 

certain  occasions. 

While  the  writer  thinks  that  it  might  be  desirable  to  establish 
some  simple  forms  of  etiquette,  not  as  absolutely  necessary  rules,  but 
as  advice  or  for  convenient  guidance,  to  the  novice  in  the  profession, 
he  believes  decidedly  that  a  code  of  ethics  for  regulating  engineering 
practice  is  not  only  useless,  but,  inasmuch  as  it  can  never  be  com- 
plete, it  will  do  more  harm  than  good.  The  true  ethics  are,  or  should 
be,  implanted  by  Nature  in  every  man ;  but,  outside  of  that,  the  writer 
believes  in  letting  everybody  exercise  in  the  broadest  sense  his  full 
liberty,  and  not  be  hampered  with  regulations,  as  long  as  he  does  not 
interfere  with  the  rights  of  another. 

For  determining  whether  any  rights  have  been  infringed,  and  for 
rectifying  any  wrongs  done,  the  writer  would  propose,  in  place  of  a 
code  of  ethics,  the  establishment  of  a  court  of  justice  as  a  part  of  this 
Society.  How  to  arrange  the  details  of  such  a  court  of  justice  is  a 
matter  to  be  discussed  afterward,  but,  in  order  to  accomplish  the 
desired  ends,  the  court  ought  to  be  permanent;  that  is,  it  ought  to 
constitute  a  special  part  or  committee  of  this  Society,  having  nothing 
else  to  do  but  examine  and  judge  upon  the  disagreements  of  ethics 
among  the  members  of  the  profession.  The  principal  quality  of  this 
court,  of  course,  should  be  its  imjiartiality.  Every  member  of  the 
Society,  whether  chief  engineer  of  a  department  or  only  a  humble 
draughtsman,  should  be  equal  before  the  court,  and  have  the  right  to 
present  to  it  his  real  or  supposed  grievances.  The  court  would  examine 
these  and  give  a  verdict  accordingly. 

As  it  is  at  present,  there  is  absolutely  no  redress  for  a  member  of 
the  profession  who  suffers  injustice  of  a  kind  which  does  not  come 
under  the  regular  civil  laws.  To  mention  only  one  instance:  It  Lap- 
pens,  not  infrequently,  that  an  engineer  is  deprived  of  the  en  dit  due 
him  for  his  work,  in  consequence  of  certain  publications,  in  which, 
knowingly  or  unknowingly,  the  author  attributes  the  merit  to  another 
person  who  does  not  deserve  it.  What  can  one  do  in  such  a  case?" 
Should  he  write  to  the  papers,  or  i)ublish  another  book  on  the  same 
subject,  merely  for  contradicting  a  certain  statement?  As  a  rule, 
this  is  impractic^al,  and  also  inefficient;  but  h't  the  matter  be  brought 
before  a  court  of  justice  of  engineers,  wlio  will  make  an  official  rej)ort,« 
to  the  ijrofession,  of  the  true  state  of  affairs,  and  who  has  the  power  to 
mete  out  puuishment  by  reprimanding  the  transgressor,  or.  in  severe 
cases,  by  his  eviction  from  the  Society.  It  would  give  general  satis- 
faction, and  would  do  more  toward  cstubliKhiug  a  true  code  of  ethics 
among  engineers  tliau  specifying  and  j)riutiiig  u  iiuml)er  of  arbitrary 
or  H(flf-(!vi(lent  ruh^s. 

Th(!  writer  does  not  imagines  that  such  a  court  wonhl  eradicate  all 
injustice  among  members  of  the  profession,  as  little  as  tlie  ordinary 
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courts  are  able  to  abolish  transgressions  against  the  civil  laws,  but  Mr.  Hilden- 
he  believes  it  woiikl  have  a  wholesome  effect  iureducing  the  violations 
of  ethics,  and  in  rectifying,  to  a  great  extent,  the  evils  arising  from 
such  violations.     This  Society  is  large  and  powerful  enough  to  make 
its  court  of  justice  generally  respected. 

The  object  of  this  discussion  proves  that  the  need  for  I'ectifying 
or  bettering  the  ethics  in  the  engineering  profession  has  been  felt, 
and  the  writer  believes  that  such  a  need  cannot  be  better  or  more 
efficaciously  supplied  than  by  a  body  of  truth-loving  men  known  as: 
'•  The  Court  of  Justice  of  the  American  Society  of  Civil  Engineers!" 

Geobge  a.  Soper,  Assoc  M.  Am.  Soc.  C.  E.  (by  letter). — In  declin-  Mr-  Soper. 
ing  tbe  opportunity  which  the  opening  of  this  discussion  presented 
to  launch  an  agitation  for  a  code  of  ethics,  the  writer  believes  he  has 
acted  wisely.  Nothing  short  of  a  unanimous  demand  would  have  pro- 
duced a  code  that  would  have  been  desirable  or  useful.  By  allowing 
the  matter  to  rest  where  it  has  so  long  lain,  the  Society  has  avoided 
what  might  have  been  a  fruitless,  protracted  and  undesirable  discus- 
sion. The  verdict  is  against  a  code.  More  than  that;  impliedly,  no 
full  discussion  of  the  topic  is  wanted. 

There  are  few  arguments  which,  if  once  fairly  started  in  this  Society, 
would  be  likely  to  arouse  a  more  extended  discussion  than  the  question 
of  a  code  of  ethics.  Nearly  every  member  has  some  views  on  the  sub- 
ject, and  some  evidently  hold  firmly  rooted  convictions  as  to  the  need 
or  expediency  of  a  code  of  morals  for  engineers  by  which  to  govern 
their  jsractice. 

The  value  of  such  a  discussion  would  be  doubtful.  We  have  seen 
how  the  medical  profession  has  been  divided  on  the  question  of  a  code  of 
■ethics,  and  how  long  and  how  hopeless  have  been  the  efforts  of  physicians 
to  reconcile  the  opinions  of  those  who  do  and  those  who  do  not  favor 
the  adojition  of  a  code. 

When  it  is  remembered  that  most  men  hold  to  their  opinions  on 
religious  and  moral  subjects  with  peculiar  tenacity,  and  are  by  nature 
jealous  and  sensitive  of  their  honor,  it  does  not  seem  strange  that  ' 

many  should  look  upon  a  code  of  ethics  as  upon  a  moral  straight- 
jacket  into  which  they  decline  to  enter  without  warrant. 

And,  on  careful  thought,  the  writer  concludes  that  there  is  no 
warrant  for  a  code  of  ethics  in  the  American  Society  of  Civil  Engi- 
neers. The  members  are  chosen  from  among  the  most  respectable  and 
respected  members  of  their  calling,  and  the  machinery  of  election  is 
designed  to  exclude  from  membership  all  who  have  exhibited,  or  seem 
likely  to  exhibit,  anything  less  than  perfect  moral  fitness.  Eeceiv- 
ing  their  franchise  from  fellow  engineers  of  high  standing,  the  very 
badge  of  the  Society  worn  by  members  is  a  mark  of  probity  and  honor. 
And,  let  it  be  said,  few  who  wear  that  badge  fail  from  grace. 

Under  present  circumstances,  such  rare  cases  of  moral  obliquity  as 
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Mr.  Soper.  occur  among  civil  engineers  find,  and  should  find,  a  proper  rebuke  in 
the  example  of  rectitude  set  by  the  majority.  In  these  examples,  and 
in  the  literature  of  maDy  societies,  lies  ample  instruction  for  those  who 
are  minded  to  get  it. 

A  potent  argument  against  a  code  is,  that  since  it  is  impossible  to 
frame  rules  which  will  cover  every  possible  case  in  which  the  question 
of  moral  conduct  is  involved,  a  code  must  be  at  best  but  a  provisional 
and  imperfect,  and  hence  only  a  measurably  successful,  aflfair.  Moral 
questions  can  seldom  be  settled  on  general  principles.  Cases  difi'er. 
Individual  circumstances  are  often  very  important  in  modifying  a 
judgment.  Notwithstanding  the  great  care  given  to  the  jjerfection  of 
the  penal  code,  justice  at  law  depends  as  much  upon  the  ability  of 
judge  or  jury  to  fit  the  punishment  to  the  crime  as  upon  the  law 
itself. 

And  a  code  of  ethics,  like  all  formal  provisions  of  law,  would  only 
be  a  corrective  or  preventive  of  injustice,  and  not  an  important  edu- 
cational instrument  making  for  the  material  and  moral  advancementof 
engineers.  Material  and  moral  advancement  cannot  be  forced;  they 
must  be  cultivated.  They  can  best  be  cultivated  in  the  schools,  in 
the  technical  societies,  at  home,  and  in  the  daily  routine  of  work. 

A  code  of  ethics,  by  specifying  some  lines  of  proper  and  improper 
action,  would  throw  into  recognizable  form  the  bearings  of  some 
courses  of  conduct  which  might  be  overlooked  by  some,  but  the  effect 
which  it  would  have  upon  the  character  of  such  persons  is  at  best 
doubtful. 
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UNIT  COSTS  OF  WORK  IN  PROGRESS. 

An  Informal  Discussion  at  the  Annual  Convention,  May  21st,  1902. 


Subject  for  Discussion. 

"  Is  it  possible  and  desirable  to  keep  accounts  of  cost  of  work  in  such 
a  manner  as  to  ascertain  unit  costs  on  each  class  of  work?" 


By  Messrs.  S.  Whinery,  Charles  S.  CHURCHiLii,  T.  Chalkley  Hatton, 

Oberlin  Smith,  Charles  Worthington,  Foster  Crowell, 

Charles   G.    Darrach,    Sanford  E.    Thompson, 

W.  W.   CUMMINGS  AND  S.   WhINERY. 


S.  Whinery,   M.   Am.   Soc.  C.  E.    (by  letter). — Two  questions  are  Mr.  Whinery. 
embi'aced  in  this  topic:  The   first  relates  to  the  possibility  and  the 
second  to  the  desirability  of  account-keeping  intended  to  disclose  the 
unit  cost  of  work. 

The  first  of  these  questions  has  been  practically  answered  by 
actual  experience.  Except  possibly  in  some  cases  where  abnormal 
conditions  prevail,  it  is  entirely  possible  to  keep  accounts  which  will 
show  correctly  the  unit  cost  of  any  Avork,  whether  that  work  be  in 
the  nature  of  surveys  or  other  preparatory  ojierations,  or  of  the  con- 
struction of  engineering  structures,  or  of  manufacturing.  Such 
accounts  are  now,  not  only  common,  but  almost  universal,  in  all  well 
managed  enterprises. 

They  differ  in  scope,  detail  and  accuracy,  it  is  true,  but  the  cases 
are  very  few  where   something   of  this  kind   is  not  attempted  and 


64  DISCUSSION"   ON    UNIT   COSTS   OF   WORK. 

carried  out  with  more  or  less   success,  among   modern   enterprising 
business  men. 

Like  all  other  forms  of  accounting,  the  value  of  the  results  attained 
will  depend  upon  the  adequateness  of  the  general  plan  and  details  of 
the  scheme  of  accounts  adopted,  the  fidelity  and  accuracy  with  which 
the  original  records  are  made,  and  the  ability  and  skill  with  which 
these  records  are  sompiled  and  deductions  made  therefrom. 

Each  of  these  three  subdivisions  of  the  work  is  of  equal  importance, 
and  if  either  is  defective,  or  neglected,  the  results  attained  will  be 
unsatisfactory  or  entirely  worthless.     To  devise  a  scheme  for  a  cost- 
keeping  account,  with  all  its  necessary  details,  and  to  prepare  full 
instructions  for  its  operation,  is  by  no  means  a  simple  thing,  requiring 
as  it  does  a  very  intimate  knowledge  of  the  method  of  conducting  the 
particular  kind  of  work  on  hand.     The  difficulty  increases  with  the 
complexity  of  the  work  and  the  number  of  unit-cost  items  it  is  con- 
sidered  necessary   to   ascertain.      It   is  only   after   one   has   had  an 
extensive  experience  on  similar  work  that  one  can   frame  a  scheme 
that  will   be  workable   and  efficient.     It  must   be  simple   and  easily 
understood;  otherwise  the  employees  who  must  be  depended  upon  to 
make  the  original  records  will   get  them  hopelessly  confused;  or  a 
disproportionate   amount   of  time   and   labor   will   be   consumed  in 
making  them.     It  must  be  explicit  in  its  details  and  instructions,  for 
the  same  reason,  and  it  should  be  so  comprehensive  as  to  disclose 
where  every  item  of  money  or  labor  has  been  expended.     But,  how- 
ever  perfect  a  cost-keeping   scheme  may   be  devised,    it    will   prove 
worse  than  useless  if  not  intelligently  and  implicitly  adhered  to  by 
those  whose  duty  it  is  to  make  the  original  entries  or  records.     Every 
cent  expended  upon  the  work,  whether  in  the  form  of  cash  or  labor, 
must   be  accounted  for  and  chai-ged  to  its  appropriate  item.     This 
sounds  simple   enough,  but   only  those    who  have  had  exasperating 
experience  with  the  stupid  or  negligent  employee  can  appreciate  how 
difficult  it  is  to  have  these  original  records  properly  made.     Assuming 
a  good  system  of  accounts  aad  acicurate  original  records,  their  value 
will  depend  upon  the  care  and  fidelity  with  which  the  original  infor- 
mation is  compiled  and  made  available  for  use.     In  the  press  of  other 
office    duties  this  part   of  the  work  is  often  neglected  or  postponed 
until  Hucli  a  mass  of  it  accumulates  that  it  is  then  abandoned,  or  it 
gets  into  such  a  state  of  confusion  that   it  is  dinicult  or  impossible  to 
disentangle  and  tabulate  it,  and   it  is  then  thrown  aside  as  worthless, 
with   the   statement   that   the   jji-oblem   of  determining  unit   cost  is 
hopeless. 

It  may  be  confidently  asserted  that,  with  the  same  amount  of  care 
and  accounting  skill  necessary  and  usual  in  a  first-class  mercantile 
cstablishnuait,  it  is  i)ossil)l»!  to  dctcrmiiu)  with  accuracy  the  unit  cost 
of  any  engineering  work. 
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A  knowledge  of  the  unit  cost  of  work  is  of  valne  in  many  "ways,  and  Mr.  Whinery. 
aocoiints  wbicb  enable  us  to  ascertain  it  are  tborefore  desirable.  To 
the  engineer  engaged  in  designing  modern  work  tbe  important  prob- 
lem is  bow  to  accomplisb  tbe  object  sougbt  witb  tbe  least  expenditure 
of  money.  Otber  tbings  being  equal,  that  particular  detail  will  be 
used  wbicb  is  tbe  cheapest.  In  order  to  determine  wbicb  is  tbe 
cheaper  of  two  details  tbe  unit  cost  of  each  must  be  known.  The 
engineer,  therefore,  finds  it  important  to  accumulate  tbe  largest  pos- 
sible fund  of  cost  prices.  To  tbe  contractor  or  tbe  manufacturer  tbe 
question  of  desirability  is  synonymous  Avith  tbe  question  "  will  it  pay," 
and  among  the  more  enterprising  and  intelligent  there  can  be  but  one 
answer.  The  question  of  success  or  failure  in  these  times  of  sharp 
competition  and  low  jiricesmay  depend  upon  the  accuracy  witb  which 
cost  has  been  estimated,  and  this  again  will  depend  ujaon  the  knowl- 
edge of  unit  cost  under  tbe  conditions  that  are  to  be  met.  These  con- 
ditions vary  greatly  upon  different  pieces  of  work,  and  in  different 
localities,  and  the  estimator  needs  tbe  accumulated  knowledge  that 
comes  from  habitual  cost-keeping.  It  is  important,  therefore,  that 
this  branch  of  accounting  should  never  be  neglected  on  engineer- 
ing ^work.  Furthermore,  it  is  important  during  the  progress  of  any 
extensive  work.  Tbe  contractor  or  the  manufacturer  who  has  before 
him  at  tbe  end  of  each  week  tbe  unit  cost  of  his  work  during  that 
week,  can  know  whether  it  is  being  done  with  proper  economy, 
and,  if  it  is  not,  he  can  ascertain  tbe  cause  and  apply  the  remedy  at 
once,  and  thus  prevent  accumulated  losses.  Accurate  accounts  will 
often  disclose  defective  management  which  may  not  be  detected  by 
personal  observation,  during  the  progress  of  work. 

A  careful  study  and  analysis  of  unit  cost  will  enable  those  inter- 
ested to  devise  imjarovements  and  apply  economies  that  would  other- 
wise not  be  thought  of. 

There  can  be  but  little  doubt  that  the  notable  success  of  American 
manufacturers  in  comjieting  with  those  of  foreign  countries  is  the 
result  of  careful  attention  to  the  unit  cost  of  details,  and  has  been 
made  possible  by  tbe  careful  and  accurate  cost-keeping  accounts  now 
found  in  every  enterprising  shop. 

Both  questions  embraced  in  tbe  topic,  therefore,  may  be  answered 
in  the  aflBrmative. 

Chables  S.  CffURCHiiiL,  M.  Am.  Soc.  C.  E. — Inasmuch  as  Engineer-  Mr.  Churchill. 
ing  is  the  jjower  of  producing  the  greatest  and  most  permanent  results 
for  the  least  ultimate  cost,  even  the  intimation  that  actual  and  detailed 
costs  cannot  be  determined  and  kept  is  a  stroke  against  the  foundation 
of  tbe  profession. 

The  keeping  of  and  knowledge  of  these  detailed  costs  and  ultimate 
values  really  constitute  the  greatest  care  of  the  successful  engineer, 
and  the  proper  use  of  this  information  is  of  almost  equal  importance. 
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Mr.  Churchill.  To  be  told  that  a  certain  piece  of  first-class  ashlar  masonry  cost 
^6.50  per  cubic  yard  may  attract  attention;  but  this  fact  is  not  of  much 
value  unless  we  know,  further,  how  this  cost  is  made  up,  as  it  consists 
of  the  price  of  the  stone  delivered  at  $2.35,  and  labor  on  the  same,  with 
other  materials,  aggregating  $4.15. 

Biit  we  are  still  not  at  the  bottom,  because  the  cost  of  cutting  dif- 
ferent stones  varies,  and  the  other  materials  also  vary  in  cost. 
Therefore  our  infoi'matiou  is  not  complete  until  we  know  that 
the  amount,  $+.15,  is  made  up  of  cutting,  $1.14;  laying,  $2.26; 
cement,  20  cents;  sand,  7  cents;  handling,  16  cents;  and  setting  der- 
ricks, etc.,  32  cents;  and,  finally,  for  comparison,  it  is  necessary  to 
know  that  on  this  particular  work  which  has  been  cited  the  fore- 
man mason  received  30  cents,  the  regular  masons  25  cents,  and  the 
heli^ers  15  cents,  per  hour. 

Considerable  care  is  required  to  keep  and  compile  such  figures;  but 
they  are  of  the  utmost  importance.  For  example,  the  cost  of  cutting 
a  given  stone,  together  with  its  delivered  price,  determines  whether  or 
not  it  can  be  used  in  a  certain  work  as  against  stone  from  a  different 
locality. 

Every  contracting  engineer  keeps  track  of  such  detailed  costs  in  his 
own  lines. 

The  great  increase  in  the  earning  power  of  railroad  properties 
in  this  country  is  the  subject  of  wide  comment.  On  any  given  rail- 
road this  increase  of  earning  power  began  Avith  the  carefully-planned 
improvements  in  grades,  alignment  and  strength  of  roadway,  prop- 
erly executed  by  the  engineer.  It  was  further  secured  by  having  the 
improvements  completed  at  the  lowest  ultimate  cost;  and,  finally, 
by  the  engineer  providing  many  facilities  for  keeping  down  all  items 
of  maintenance  cost. 

Referring  now  particularly  to  this  last  factor,  we  find  that  a  spirit 
of  rivalry  exists  in  every  good  workman,  and  this  may  be  brought  into 
practical  use,  even  if  the  employee  be  no  higher  than  a  track  laborer. 
It  is  useless  to  dei^end  wholly,  for  the  best  results,  on  driving  such 
laborers  and  their  foreman;  and  the  same  statement  applies  to  every 
man  worthy  of  employment  on  a  railroad. 

On  some  closely-operated  railroads  this  plan  is  followed  in  much 
detail  and  with  great  success.  For  example,  a  simple  statement  is 
issued  monthly  by  such  a  railroad,  showing  the  actual  cost  of  such 
hum-drum  work  as  the  i)utting  of  a  tie  in  track  on  each  roadmaster's 
division  of  the  road.  A  rivalry  is  at  once  induced  among  all  the  fore- 
men of  (!V(!ry  division  to  be  the  lowest.  A  similar  statiMnent  giving  the 
cost  of  ])laciiig  lumber  in  bridges  ]wr  thousand  feet,  li.  M.,  in  making 
repairs,  brings  about  the  same  rivalry  among  carpenter  forces;  and  all 
this  produ(!es  an  al)S()lut(i  and  i)ro])er  reduction  in  cost  of  nuiintenauce. 

The  grand  result  sought  is  secured  when  the  total  cost  of  handling 
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freight  per  tou  per  mile  is  less  than  cUiriug  the  corresponding  month  Mr.  Chunhili. 
of  a  previous  year. 

Comparative  monthly  statements,  in  much  detail,  showing  the  cost 
of  operation  in  the  difl'ereut  depai'tmeuts  of  such  a  railroad,  are 
responsible  for  many  of  the  large  savings  secured  by  the  encourage- 
ment of  the  spirit  of  rivalry  among  its  employees. 

It  is  the  engineer  on  a  successfully  operated  railroad  to-day,  in 
point  of  cost,  who  compiles  much  of  the  information  as  to  costs  neces- 
sary to  secure  this  grand  result  in  railroad  operation. 

Surely  the  engineer's  strength  and  usefulness  are  largely  in  ascer- 
taining and  keeping  unit  costs  on  each  class  of  work  with  which  he  is 
connected,  or  for  which  he  is  responsible, 

T.  Chalkley  Hatton,  M.  Am.  Soc.  C.  E. — There  would  seem  to  Mr.  Hatton. 
be  only  one  side  to  this  qiiestion:  How  can  any  engineer  give  his  client 
a  reliable  approximate  estimate  of  the  cost  of  a  proposed  piece  of 
work,  unless  he  has  first  taken  very  careful  estimates  of  the  cost  of 
preceding  and  similar  work?  Mr.  Churchill  mentions  the  results  of 
taking  careful  estimates  of  costs  in  relation  to  railroad  maintenance 
and  railroad  coustructioD,  and  the  care  with  which  such  records  have 
been  made.  The  same  results  have  been  obtained  by  the  speaker  with 
relation  to  public  work. 

Some  twelve  or  thirteen  years  ago  he  designed  a  system  of  sewers 
to  cost  about  $1  750  000,  and  to  be  constructed  from  year  to  year  as 
the  funds  might  become  available.  When  the  work  began,  no  reliable 
approximate  costs  of  the  work  could  be  made,  as  it  was  to  be  done 
under  all  kinds  of  conditions;  but,  at  much  expense,  a  systematic 
record  was  kept  of  the  actixal  cost  of  excavating  each  linear  foot  of 
trench  under  each  condition,  whether  in  rock  or  wet  ground,  and 
whether  in  paved  and  unpaved  streets;  the  actual  cost  of  brickwork 
per  linear  foot,  for  each  size  of  sewer  and  each  foot  of  pipe;  and  the 
cost  of  each  manhole,  inlet  and  every  other  appurtenance,  until,  at  the 
end  of  three  years,  the  speaker  had  compiled  a  record  of  actual  costs 
which  enabled  him  to  determine,  within  1  or  2%,  the  probable  cost 
of  the  remainder  of  the  work.  These  records  were  compiled  in  such  a 
manner  as  to  enable  him  to  determine  how  many  bricks  could  and 
should  be  laid  by  a  bricklayer  under  the  several  conditions;  how  many 
feet  of  pipe  of  the  various  sizes  should  be  laid  per  day,  and  the 
quantity  of  cement  and  hemp  required  to  lay  it;  how  much  trench  one 
man  should  excavate  in  a  day,  and  how  much  per  cubic  yard  it  cost 
to  remove  rock. 

At  the  end  of  three  years  it  was  found  that  the  contractors  were 
making  too  much  profit,  and  the  speaker  recommended  that  the  minor 
portion  of  the  system  be  built  by  day's  labor,  and  that  the  larger 
work,  requiring  special  plant,  should  be  done  by  contract.  This 
work  proved  so  successful  that  it  was  determined  to  do  all  work  by 
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ir.  Hattou.  day's  labor,  witli  the  result  that  the  contractor's  profit  was  saved  in 
every  instance.  A  contract  would  be  let  out  to  build  in  one  street  a 
sewer  which  was  of  the  same  nature  as  was  being  built  upon  another 
street  by  day's  labor;  and  this  proved  the  case  clearly. 

The  keeping  of  these  accounts  has  had  the  following  result:  Each 
foreman,  when  his  particular  work  is  finished,  knows  just  how  much 
it  has  cost,  and,  if  this  cost  exceeds  the  cost  of  similar  work  under 
another  foreman,  he  knows  at  once  that  he  is  not  up  to  the  standard, 
and  a  continuance  would  mean  the  loss  of  his  job;  but,  aside  from 
this  fear,  this  system  makes  each  foreman  an  enthusiastic  worker  for 
a  reputation,  and  results  in  a  financial  benefit  to  his  employer.  If 
the  cost  of  each  superintendent's  work  is  not  made  known  to  him, 
what  means  has  he  of  knowing  Avhether  his  work  is  or  is  not  success- 
ful? And  unless  the  engineer  keeps  a  careful  record  of  the  cost,  he 
cannot  give  the  foremen  such  information,  and  the  burden  finally 
falls  upon  him. 

.Mr.  Smith.  Obeblin  Smith,  M.  Am.  Soc.  C.  E. — It  may  be  of  interest  to  change 
the  point  of  view  to  indoor  work,  and  speak  of  manufactui'ing  cost  in 
factories;  the  speaker's  experience  having  been  more  jiarticularly  in 
that  line.  There  is  a  very  common  belief  that  manufacturers  make 
enormous  profits;  that  people  who  run  machine-shops,  and  make  goods 
that  outdoor  people  have  to  handle  afterward,  are  getting  fortunes — 
not  small  fortunes,  but  big  ones.  It  is  a  common  idea,  Avhen  people 
send  to  a  machine-shop  to  have  rej^airs  done  or  machinery  built,  that 
if  the  charge  is  made  by  the  hour,  at  say  50  cents  or  more,  there  is  a 
profit  of  about  100  per  cent.  The  ordinary  public,  and  perhaps  even 
some  engineers  who  do  not  have  to  do  the  work,  are  apt  to  say: 
"Behold!  Their  men  are  paid  25  cents  an  hour  and  they  charge  you 
50  cents,  a  very  nice  thing  in  profits."  But  they  ignore  the  little 
items  of  fixed  charges,  about  which  much  is  not  generally  known  by 
outsiders.  These,  however,  as  a  matter  of  fact,  sum  up  to  a  very 
large  amount.  If  we  consider  a  medium-sized  machine-shop,  employ- 
ing say  one  hundred  or  two  hundred  men,  where  (there  being  a  good 
many  boys)  the  wages  average,  perha^js,  only  20  cents  an  hour,  the 
expense-rate,  or  hour's  burden,  that  has  to  bo  put  on  each  and  every 
hour  worked  by  producers,  is  usually  about  the  same  amount.  That 
is  to  say,  the  sum  i)aid  for  wages  upon  a  job  must  have  about  100% 
added,  to  cover  ordinary  running  costs.  One  modern  way,  therefore, 
of  finding  costs  in  such  establishments  is  to  take  the  material  for  any 
given  job,  at  its  actual  cost,  delivered  at  the  factory,  including 
freight,  waste,  etc.,  plus  the  wagtjs  actually  paid,  plus  th(\  "burden  " 
on  (iach  hour  worked  by  those  men  iu  the  factory  wlio  really  produce 
something.  There  are,  of  course,  u  good  uiuiiy  non-])rodiic(>rs  whose 
wages  go  to  exi)enH<!  account.  This  burden  is  very  often  ))ut  at  20  cents 
an  hour.      It  may  run  as  low  as  15  and  as  liigli  as  25,  but  20  seems  to  bo 
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a  somewhat  safe  average  for  the  ordinary  medium-sized  machine-shop  Mr.  Smitii. 
in  the  United  States.  A  burden  rate  is  ascertained  by  taking  the  total 
expense  of  running  the  business,  outside  of  material  bought  and  Avages 
paid.  This  usually  consists  of:  interest  on  capital,  or,  perhaps,  rent; 
insurance;  taxes;  commercial  expenses  of  selling  (the  most  variable 
item  in  the  whole  account),  including  advertising,  traveling,  bad 
debts,  part  of  office  expenses  and  salaries  of  officers  and  clerks,  to- 
gether with  many  sundries;  repairs  to  machinery  and  buildings  (a very 
large  item);  fuel.  oil.  light  and  other  consumables;  wages  of  non-pro- 
ducers about  a  factory,  as  engine-men,  janitors,  etc.,  etc. 

These  items,  added  up  at  the  end  of  the  year,  divided  by  the  total 
number  of  hours'  work  made  by  the  producing  class,  will  give  the  hourly 
biu-den.  Of  course,  it  usually  comes  ont  in  fractional  figures,  but  an 
approximate  rate,  in  round  numbers,  is  good  enough- if  set  high 
enough.  The  burden  for  each  year  is  based  upon  the  previous  one, 
and  hence  cannot  be  really  accurate.  It  will  be  seen,  therefore,  that 
a  machine-shop  man  who  uses  medium-sized  tools,  may  very  likely 
find  his  work  costing  him  40  cents  an  hour,  20  cents  for  wages  and  2U 
cents  for  expense.  In  some  shops,  however,  the  wages  will  average 
25  or  30  cents,  and  .so  the  cost  may  be  45  or  50  cents.  Hence,  with  a 
not  unusual  charge  of  50  cents  an  hour,  there  is  a  question  whether 
there  is  a  total  net  profit  of  as  much  as  10  per  cent. 

In  using  very  large  machine-tools  the  average  price  i)er  hour  is  put 
higher  because  of  the  greater  amount  of  room  these  machines  take  up, 
and  their  greater  interest  and  repair  account,  to  say  nothing  of  their 
likelihood  of  standing  idle  more  of  their  time.  The  machine-shop 
man,  thei-efore,  sometimes  jjerjjetrates  a  charge  of  -$1.00  an  hour,  or 
more. 

Hence  those  of  the  outside  public  who  use  machines  should  under- 
stand that  the  profits  on  making  them  are  not  abnormal.  They  are  mod- 
erate, and  it  takes  a  good  deal  of  time  and  care  to  find  out  what  they  are, 
and  much  good  management  to  keep  things  going  so  that  the  profit 
comes  out  on  the  right  side  and  does  not  prove  to  be  a  minus  quantity. 

Chables  Wobthikgton,  M.  Am.  Soc.  C.  E. — One  of  the  most  im-  Mr.  Worth- 
portant  acts  an  engineer  has  to  perform  is  the  preparation  of  accurate 
estimates  of  iireliminary  cost,  in  connection  with  any  work  he  may  be 
called  upon  to  design.  His  clients,  of  course,  want  to  know  at  the 
outset  what  the  work  is  going  to  cost,  and,  possibly,  how  certain 
variations  in  design  will  aflfect  the  total  cost.  The  engineer,  there- 
fore, should  be  prepared  to  make  these  estimates  on  short  notice.  To 
determine  the  cost  it  is  necessary  to  have,  first,  an  accurate  estimate  of 
the  quantities  of  materials  required  in  the  work,  which  is  a  matter  of 
calculation;  and  then  accurate  unit  costs  which  will  ajjply  to  the 
items  making  up  that  estimate.  To  determine  these  unit  costs  it  is 
necessary  to  look  to  the  past  experience,  either  of  the  engineer  himself 
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Mr.  Worth-  or  of  others.     In  some  lines  of  work,  as  in  bridge  mannfacturing,  the 
inpton.       ^^j^  costs  have  become  quite  generally  known,  but  in  many  other  lines 
they  have  not;  and  engineers  who  publish  the  unit  costs  of  work  actu- 
ally  constructed,    with   specific  descriptions  of  the  local  conditions 
affecting   the   same,    do   a    great  service  to   the  profession  at  large. 
Many  of  the  statements  of  cost  which  appear  in  the  engineering  peri- 
odicals from  time  to  time  have  little  value,  for  the  reason  that  the  unit 
costs  are  not  given,  and  local  conditions  are  not  clearly  specified. 
Mr.  Crowell.        FosTER  Ckowell,  M.  Am.  Soc.  C.   E. — There  is  one  consideration 
of  this  subject  which  is  important:    A  great  many  engineers  are  de- 
terred from  an  attempt  to  ascertain  the  unit  prices  of  the  work  in  their 
charge,  because  they  think  it  is  a  very  difiicult  operation  to  collect  and 
arrange  the  data.     That  is  true  if  the  desire  is  to  have  an  absolutely 
accurate  account  which  will  balance,  but,  for  the  purpose  in  view,  it 
is  not  necessary  that  that  degree  of  accuracy  should  be  attained.     If 
such  accuracy  were  to  be  attempted  it  would  necessitate   a  duplicate 
set  of  accounts,  adding  much  to  the  cost,  and  occasioning  very  great 
difficulty  in  getting  the  accurate  data;  but  it  is  quite  possible  to  reach 
a  sufficiently  close  approximation  to  the  cost,  and  to  the  average  price. 
Mr.  Oberlin  Smith  has  spoken  of  the  figures  of  cost  which  he  had 
obtained  in  a  given  case  and  was  quite  content  to  express  it  in  terms 
of  an  easy  average.     He  did  not  think  it  necessary  to   go  down  to  a 
decimal  of  a  cent  or  even  to  a  cent.     Now,  if  engineers  in  charge  of 
work  educate  and  instruct  their  staflf  to  collect  certain  items  of  infor- 
mation as  the  work  proceeds,  it  will  be  found  quite  easy  at  the  end  of 
the  work  to  ap2)roximate  the  cost  of  any  one  of  the  items,  or  all  the 
items,  with  sufficient  closeness  for  comparison  and  for  reference  in 
undertaking  other  work  of  the  same  kind. 
Mr.  Darracii.        Ohaeles  G.  Darrach,  M.  Am.   Soc.   C.   E.— The  speaker  would 
answer  this  question  in  the  affirmative;  and,  if  the  affirmative  answer 
to  the  question  relating  to  Se])arate  and  General  Contracts  is  accepted, 
there  is  no  difficulty  whatever  in  keeping  the  accounts. 

In  commontiug  further  upon  these  two  subjects,  it  may  be  said 
that  the  more  experience  one  has  in  carrying  on  work,  as  suggested, 
the  more  will  it  inui'e  to  the  benefit  of  the  owners  and  to  the  knowledge 
of  the  engineer. 
Mr.  Thomps.-n.  Sanfokd  E.  Thomi'kon,  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — Too 
great  stress  cannot  be  laid  upon  the  utter  worthlessness  of  any  system 
of  cost-keei)iug  records  wliicli  does  not  describe  in  full  tlic  nuiterialB 
handled  and  the  conditions  under  which  the  work  is  performed. 

The  writer  calls  to  mind  a  large  cost-sheet  relating  to  au  earth  dam 
with  a  concrete  core-wall  and  a  masonry  spillway,  which  was  con- 
Htru(;ted  under  contract,  for  storage-basin  puri)oses,  by  one  of  our  large 
cities.  The  engineers  for  tlie  city  luid  ke])t  carefully  the  cost  of  each 
division  of  the  work,  and  the  unit  costs  were  calculated.     The  cost 
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per  oiibio  yard  for  hauling  the  earth  was  calculated  very  carefully,  Mr.  Thompson, 
but  no  remarks  were  made  upon  the  character  of  the  material  exca- 
vated or  the  length  of  the  haul.  The  actual  cost  per  cubic  yard  of  the 
masoni"v  was  recorded,  but  no  distinction  was  made  between  face  work 
and  rubble  work.  The  same  lack  of  data  was  found  in  all  the  other 
tlivisions  of  the  sheet.  The  unit  costs  were,  in  other  words,  of  no  use 
whatever  in  estimating  another  job,  unless  the  design  and  the  condi- 
tions under  which  the  work  was  to  be  constructed  were  practically 
identical. 

This  is  cited  merely  as  an  illustration  of  the  numerous  cases  where 
time  is  wasted  in  making  up  records,  which,  while  mathematically 
exact,  give  no  results  that  can  be  used  for  the  basis  of  estimates 
upon  new  work  which  is  different  and  yet  contains  similar  features. 

In  the  annual  reports  of  almost  all  city  engineers  there  are  tables 
of  costs  of  pipe  laying,  paving,  and  other  municipal  work,  which  would 
be  of  considerable  value  to  the  profession  if  siich  details  as  depth  of 
cut,  character  of  materials,  length  of  haiil,  and  laborer's  rate  of  wages 
per  day  were  given. 

The  experience  of  the  wa-iter  has  been  that  to  obtain  unit  costs  of 
real  value,  either  in  factory  cost-keeping  or  in  engineering  construc- 
tion, careful  observations,  covering  short  periods  of  time  but  taken 
very  accurately,  with  all  the  attendant  conditions  described  fully,  are 
of  far  gi-eater  value  for  future  estimates  than  figures  which  cover  a 
long  period  of  time  but  are  not  itemized  carefully  and  for  which  the 
work  is  not  described  accurately.  Considerable  experience  and 
practice  are  necessary,  in  taking  either  indoor  or  outdoor  records  of 
times  of  short  duration,  to  select  average  conditions,  and  to  make 
sure  that  all  the  auxiliary  operations  of  the  work  are  inchided,  and 
that  sufficient  allowances  are  made  for  the  unavoidable  delays  occur- 
ring throughout  the  day. 

W.  W.  CrMMiNGS,  M.  Am.  Soc.  C.  E.  (by  letter).— The  subject  of  Mr.Cummings. 
"Unit  Costs  of  Work"  is  worthy  of  much  thought.  The  writer 
heartily  agrees  with  Mr.  Whinei-y  that  the  knowledge  of  such  units, 
as  the  work  progresses,  often  leads  to  discoveries  of  want  of  proper 
management,  or  lack  of  previous  knowledge  of  the  difficulties  to  be 
met,  which  results  in  prompt  discipline  in  the  one  case  or  more 
economical  methods  in  the  other,  and  which,  without  such  a  system, 
would  not  have  been  appreciated  until  it  was  too  late  to  remedy  the 
evils. 

In  harmony  with  Mr.  Churchill's  observations,  the  writer  has 
known  of  ordinary  second-rate  foremen  who  have  been  stimulated  into 
producing  results  of  a  high  order  by  the  daily  comparison  of  the 
costs  of  their  work. 

It  seems  as  though  the  discussion  of  advisability  and  possibility 
might  be  extended  into  a  synopsis  of  the  methods  of  securing  these 
units  and  the  jjrinciples  on  which  such  methods  are  based. 
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In  establishing  a  system  of  reports,  as  has  been  well  said,  the 
general  outlines  must  depend  on  the  character  of  the  work  in  hand, 
but  the  underlying  principles  are  the  same  in  all  cases.  No  one  but 
a  person  who  has  struggled  through  the  establishment  of  such  a 
method  can  appreciate  the  amount  of  labor  necessary  to  avoid  the 
complication  caused  by  too  much  detail,  or  the  ambigviity  of  too  little. 

Simplicity  is  the  first  requisite,  both  on  account  of  the  uneducated 
men  on  whom  the  engineer  must  depend  to  secure  the  first  entries, 
and  for  the  purpose  of  making  the  clerical  labor  a  minimum.  A  great 
mistake  is  to  aim  at  such  accuracy  in  obtaining  the  fii'st  entries  that 
the  notes  become  complicated  and  confused.  As  Mr.  Crowell  has 
said,  extreme  accuracy  is  not  necessary,  nor  is  it  desirable.  With  a 
little  coaching,  the  foreman  will  use  his  judgment  in  charging  the 
odd  fractions  of  labor  and  material,  so  that  the  weekly  average  will 
be  more  nearly  correct  than  if  a  large  mass  of  detailed  data  were 
obtained. 

One  principle  that  is  imjiortant  is  to  have  the  divisions  and  sub- 
divisions of  the  reports  on  the  same  general  plan,  so  that,  in  the 
gradual  combination  of  the  diversified  reports,  it  is  only  necessary  to 
add  the  similar  items  from  the  different  parts  of  the  work  and  for  the 
different  days,  weeks,  months,  etc.,  until  the  work  is  completed. 

Another  principle  is  to  combine  the  statistics  by  "daily"  totals, 
and  "to  date"  totals,  "grand  totals,"  etc.,  so  that  the  subdivision 
of  costs  is  obtained  at  once  and  can  be  read  at  a  glance. 

In  devising  a  system  to  apply  these  principles  the  engineer  takes 
the  items  from  which  he  made  his  estimate,  and  has  a  daily  report 
card  from  each  subdivision  or  foreman.  On  these  cards  the  labor  and 
tools  are  classified,  and  there  are  seven  cohimns  headed:  Number  of 
Men,  Previous  Amounts,  Hours,  Bate,  Daily,  To  Date,  and  Remarks. 

Each  foreman  enters  the  hours  of  labor  and  the  material  for  his 
section  for  the  day.  His  section  comprises,  if  possible,  a  certain  con- 
dition of  work.  The  time-keeper  fills  out  the  "Previous,"  "Daily" 
and  "  To  Date  "  columns,  and,  under  "  Remarks,"  gives  the  qualifying 
conditions. 

The  cards  are  sent  to  the  office,  together  with  the  engineer's  reports 
of  the  "  Daily  "  and  "To  date  "  work  done  in  the  corresponding  clasKOs. 
The  book-keeper  enters  the  totals,  from  the  foremen  working  under 
similar  conditions,  on  a  page  ruled  into  sections  of  three  columns  each 
and  having  a  jiarticular  class  of  the  work  for  the  heading  of  each 
section.  The  three  columns  are  headed  "Amount,"  "Rate"  and 
"  Total,"  respectively.  On  one  side  of  the  jnigi'  is  a  column  for  dates 
and  a  wide  column  for  subdivided  headings,  while  on  the  other  side 
of  tlie  i>ago  is  a  w'u]o  column  for  remarks.  This  i)iigc  is  headed 
like  the  different  foremen's  cards,  and  can  be  used  for  daily,  weekly,, 
monthly  or  yearly  reports  by  simply  transcribing  the  totals. 
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The  writer  has  iised  such  a  system  for  a  number  of  years,  and  has  Mr.  Cummings. 
been  agreeably  surprised  at  the  ease  with  which  the  foremen  take  up 
the  idea,  and  the  small  clerical  force  necessary  to  keep  the  records  up 
to  date.  He  recalls  one  time  when  1  500  men  were  employed  on  a  line 
extentiing  over  12  miles,  and  the  entire  force  consisted  of  three 
division  engineers  with  one  and  two  assistants  each,  three  time- 
keepers, one  paymaster  and  two  book-keepers.  At  that  time  the  daily 
records  were  complete  for  inspection  by  12  o'clock  the  following  day. 

S.  Whinery,  M.  Am.  Soc.  C.  E.  (by  letter). — The  discussion  of  this  Mr.  whinery. 
topic  has  been  intex'estiug  and  valuable,  biit  not  as  full  as  the  import- 
ance of  the  subject  merits. 

If  some  member  of  the  Society, who  has  given  the  subject  attention 
and  has  had  considerable  esi^ei-ience  in  devising  and  applying  cost- 
keeping  systems  on  engineering  works,  would  favor  the  Society  with 
a  paper  upon  the  subject,  going  into  details  and  illustrations,  he  would 
render  a  substantial  service  to  the  Profession. 
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Paper  No.  936. 

RELATIVE   PERMANENCE  OF 
STEEL  AND   MASONRY  CONSTRUCTION. 

An  Informal  Discussion  at  tlie  Annual  Convention,  May  21st,.  1902. 


Subject  fob  Discussion. 

"Is  steel  susceptible  of  being  made  as  permanent  a  building  material 

as  masonry  ?  " 


By  Messrs.  Charles  G.  Darrach,  Eugene  W.  Stern,  George  F. 
Swain,  Charles  C.  Wentworth,  OBERLnst  Smith,  William  R. 
Webster,  Jamiis  Owen,  E.  T.  D.  Myers,  Jr.,  W.  Hildenbband, 
H.  S.  Haines,  A.  L.  Johnson,  F.  Lynwood  Garrison,  J.  F. 
O'Rottrke  and  Charles  G.  Darrach. 


Mr.  Diimicii.  Charles  G.  Darrach,  M.  Am.  Soc.  C.  E. — The  speaker  approaches 
this  subject  with  some  tre^jidation,  as  it  is  worthy  of  higher  talent 
than  he  possesses. 

To  deal  with  the  subject  i)roperly,  there  should  be  not  only  dis- 
cussion, l)ut  contention  and  consultation,  so  that  it  may  not  be 
recorded  among  the  dead  by  the  epitaph  which  heads  our  publica- 
tions: "  This  Society  is  not  responsible,  as  a  body,  for  the  facts  and 
opinions  advanced  in  any  of  its  publications." 

The  sjjeuker  would  suggest  that  the  subject  Itc  anionded  so  as  to 
read,  "Is  Metallic  Construction,  or  the  (lombination  of  Metal  and 
Cement  Concrete,  Susce2)tible  of  Being  Made  as  I'ernianent  a  Building 
Material  as  Masonry?" 


DISCUSSION  ON"  STEEL  AND  MASONRY  CONSTRUCTION.  75 

Many  years  ago,  the  late  Julius  W.  Adams,  then  President  of  the  Mr.  Durmcb. 
Society,  suggested  to  the  speaker  that  it  was  pre-eminently  the  busi- 
ness of  the  engineer  to  adapt  the  motif  oi  his  construction  to  the  genius 
of  the  locality  in  which  his  field  of  operations  lay.  This  is,  in  fact, 
the  chief  business  of  the  engineer,  and  is  using  the  best  and  cheapest 
means  for  the  end  to  be  attained. 

It  must  not  be  forgotten,  however,  in  making  comparisons,  that  the 
best  materials  may  be  manipulated  so  as  to  produce  inferior  results, 
and  the  proper  use  of  materials  in  composite  engineering  construction 
is  AS  absolutely  necessary  as  in  the  domestic  arts,  which  please  our 
palates,  for  it  is  well  known  that  the  cook  can  either  spoil  the  pie  or 
make  the  pudding. 

Before  determining  upon  a  method  of  construction,  there  should 
be  considered,  not  only  the  first  cost,  but  also  the  expense  of  mainte- 
nance. The  ease  of  inspection  during  erection  should  also  be  con- 
sidered, as  well  as  the  adaptability  of  the  material  to  attain  the  most 
economical  results. 

A  knowledge  of  the  relative  strength  of  the  various  materials,  and 
also  of  the  causes  for  deterioration  and  decay  should  be  attained. 
With  this  knowledge  the  problems  will  reduce  themselves  to  some 
degree  of  simplicity.  This  knowledge  can  then  be  supplemented  by 
observation  and  experiment,  so  that  there  need  be  no  reason  to 
fear  results.  Knowing  the  disease,  the  remedy  therefor  can  be 
obtained. 

The  idea  that  masonry  is  the  nine  qua  non  of  all  permanent  con- 
struction seems  to  the  speaker  to  be  without  foundation.  Perma- 
nence of  masonry  construction  depends,  not  only  upon  proper  design, 
but  also  upon  jjerfect  workmanship.  All  who  have  had  any  experi- 
ence in  construction  know  well  that  the  most  trying  and  difficult  task 
of  the  engineer  is  to  have  masonry  properly  erected.  In  masonry 
construction,  dependence  must  be  jjlaced  upon  the  physical  value  of 
the  stone,  sand  and  cement.  The  stone,  being  a  natural  product,  may 
or  may  not  have  that  degree  of  permanence  expected  by  the  engineer, 
and,  to  meet  this  contingency,  a  large  factor  of  safety  is  generally 
introduced  in  the  calculations  for  masonry  construction.  Also,  in 
many  cases,  where  masonry  is  used,  it  is  impossible  to  design  the 
structure  so  that  the  economical  quantities  of  material  to  meet  neces- 
sary requirements  can  be  used. 

As  has  been  intimated,  masonry,  as  well  as  metallic  construction, 
may  be  subject  to  deterioration  and  decay. 

In  using  metallic  construction,  it  is  possible  to  calculate  the  stress 
upon  the  structure  with  a  far  greater  degree  of  accuracy  than 
can  be  applied  to  a  masonry  structure;  consequently,  the  factor 
of  ignorance  can  be  reduced  and  the  quantity  of  material  used  be 
nearer  to  that  which  is  theoretically  required.     Inspection  during  con 
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Mr.  Dariach.  struction  aud  erection,  and  after  completion,  is  more  convenient,  and, 
knowing  the  causes  for  deterioration,  the  necessary  remedies  and  pro- 
tection may  be  readily  applied. 

The  use  of  concrete,  or  artificial  stone,  appeals  to  the  speaker  with 
much  force.  By  its  use  artificial  stone  of  equal  value  throughout  the 
entire  content  can  be  obtained,  and  that  value  can  be  determined  in 
direct  accordance  with  the  material  of  which  it  is  made;  so  that  the 
composition  of  the  artificial  stone  can  be  adapted  directlv  to  the  use 
for  which  it  is  intended.  The  cost  of  construction  for  equal  values  in 
artificial  stone  is  generally  much  less  than  if  natural  stone  were 
used. 

Artificial  stone,  or  concrete,  forms  a  protection  against  the  usual 
deterioration  of  metallic  construction  by  atmospheric  influence. 

The  logical  conclusion  seems  to  be  that  the  best  method  of  construc- 
tion would  be  composite,  using  artificial  stone  and  metal.  Artificial 
stone,  or  concrete,  not  only  forms  a  protection  for  the  metal,  but  adds 
its  value  in  resisting  stress,  and,  except  in  subterranean  and  sub- 
aqueous structures  the  deterioration  of  metal  encased  in  cement 
concrete  of  proper  composition  may  be  disregarded. 

There  are  many  examples  of  structural  metallic  work  encased  in 
concrete  where  no  deterioration  is  shown,  even  from  ancient  times. 
The  modern  system  of  iron  construction  encased  in  concrete  or  brick 
masonry,  used  in  high  office  buildings,  shows  that,  when  properly  con- 
structed, there  is  no  observable  deterioration  in  the  metaUic  work. 
The  Drexel  Building,  at  Fifth  aud  Chestnut  Streets,  Philadelphia,  was 
constructed  in  the  years  1886-87.  The  speaker  has  removed  portions 
of  the  ironwork  in  that  building,  and  could  see  no  deterioration 
whatever. 

In  the  year  1891,  the  speaker  made  a  cement  floor  and  Avalk  over  a 
pipe  tunnel,  the  upper  surface  of  which  was  exposed  to  all  atmos- 
pheric influences.  This  floor  was  of  cement  concrete,  about  4  ins.  in 
thickness,  and  had  a  span  of  about  5  ft.  It  was  reinforced  by  bands 
of  ordinary  chicken-wire  fencing,  16  ins.  in  width,  laid  across  the 
tunnel  and  spaced  16  ins.  apart.  A  bed  of  mortar,  composed  of 
cement  and  sand,  about  1  in.  thick,  was  laid  upon  a  horizontal  i)lank 
center,  aud  brought  up  flusli  with  the  to])  of  the  side-walls  of  the  tun- 
nel. Over  tills  mortar  the  chicken-wire  was  laid,  extending  over  the 
side-walls.  The  <-emeut  concrete  floor,  3  ins.  in  depth,  was  laid  upon 
this  chicken-wire,  and  finished,  the  walk  being  about  7  ft.  wide. 
Although  this  walk  has  been  in  use  for  eleven  years,  no  deterioration 
is  apparent,  nor  has  there  ever  been  any  leakage,  even  during  the 
most  severe  storms. 

In  relation  to  this,  attoiitiou  is  called  to  what  the  s])eaker  con- 
siders  faulty  (ionstruction.  The  concrete  floors  of  most  oflice  build- 
ings ar«i  of  (rement,  ashes  or  cinders.     The  resultant  concrc^te  is  not 
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impervious.      The   large  qiiautity  of  water   used  in  construction  is  Mr.  Darmch. 
retained  within  the  exterior  skins  of  these  tioors  for  a  long  period, 
and,  no    doubt,   is  a  detriment  to  the  metallic  construction  of  the 
tioors. 

In  the  vear  1884,  the  speaker  constructed  a  water-works  well  at 
Red  bank,  X.  J.  This  well  was  some  15  ft.  in  interior  diameter,  and 
was  sunk  from  the  surface  of  the  ground  to  a  depth  of  about  60  ft. 
The  lower  half,  or  30  ft.,  was  below  the  ocean  level,  and  the  entire 
well,  to  within  5  ft.  of  the  surface  of  the  groimd,  was  under  the 
gi-ouud-water  level.  The  water  arose  in  the  well  to  within  8  ft.  of  the 
surface  of  the  ground,  so  that  the  well  easing,  20  ins.  in  thickness, 
constructed  of  hard  brick  laid  ia  Portland  cement  mortar,  was  con- 
tinually in  contact  with  water  on  both  sides,  and  at  times,  even  during 
construction,  was  under  a  pressure  from  the  outside  of  more  than 
40  ft. 

For  reinforcing  the  brick  shell  during  sinking,  |-in.  iron  rods  were 
extended  from  the  cutting  curb  upward  through  the  masonry;  and, 
at  intervals  of  about  6  ft.,  large  wTOUght-iron  washers  were  placed  over 
the  rods  and  extended  around  the  entire  circumference  of  the  well  cas- 
ing. This  construction  was  adopted  to  reinforce  the  green  masonry 
of  the  casing  during  the  operation  of  sinking.  It  would  be  interest- 
ing to  examine  this  ironwork  for  the  pixrposes  of  discussing  this 
subject. 

In  the  speaker's  ojjinion,  the  hue  and  cry  raised  in  relation  to  a 
properly  constructed  iron  skeleton,  in  modern  high  buildings,  is 
without  foundation. 

In  buildings  where  the  ironwork  is  concealed  within  tire-proofing 
or  concrete,  there  is  little  reason  to  supjiose  that  any  deterioration 
takes  place,  and  the  speaker  will  venture  to  state  that,  if  the  tempera- 
ture and  the  hiimidity  of  the  atmosphere  immediately  adjacent  to  the 
metallic  structural  work  were  observed  and  recorded,  there  would  be 
found  but  little,  if  any,  difference  throughout  the  year. 

Greater  care,  and  concrete  richer  in  cement,  should  be  used  for  sub- 
terranean and  subaqueous  composite  construction,  and,  in  some  cases, 
it  would  be  advisable  to  use  an  asphaltic  concrete,  so  as  to  absolutely 
prevent  the  jiossibility  of  any  moisture  coming  in  contact  with  the 
metal. 

The  numerous  cases  of  electrolysis  in  subterranean  metallic  pipes 
suggest  a  criticism  which  has  not  as  yet  been  presented  to  the  speaker. 
Is  it  not  possible  that,  in  subterranean  and  subaqueous  work,  metal, 
even  when  constructed  in  cement  concrete,  may  be  subject  to  electro- 
lysis similar  to  that  experienced  in  metallic  water  and  gas  pipes?  The 
sjjeaker  is  of  the  opinion  that  all  such  subaqueous  and  subterranean 
constructions  should  be  laid,  as  heretofore  indicated,  in  an  asi:)haltic 
concrete,  and  efforts  should  be  made  to  force  our  legislators  to  pass 
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Mr.  Danaeh.  laws  preventing  the  use  of  the  ground  for  an  omnibus  commercial  elec- 
trical conductor. 

We  can  also  substitute  for  cast  and  wroiight-iron  pipes  a  cheaper 
and  more  jiermanent  conduit,  constructed  under  the  composite  system. 
The  capacity  of  metallic  water  pipes  is  materially  diminished  by  the 
formation  of  nodules  on  theu'  interior  surfaces,  and,  wdth  some  waters, 
the  life  of  iron  pipes  is  merely  a  question  of  a  very  few  years. 

Composite  pipes,  constructed  of  concrete  reinforced  by  metal,  can 
be  constructed  so  as  to  have  the  necessary  strength  without  the  loss  of 
conductivity  due  to  the  metal  nodules,  and  it  is  not  neces.sary  that  the 
concrete  of  which  they  are  composed  should  be  of  such  richness  as  to 
absolutely  prevent  at  first  the  transmission  of  moisture,  except  when 
the  liquid  conducted  is  free  from  suspended  matter.  Conduits  carry- 
ing either  turbid  water  or  sewage  soon  fill  up  the  pores  in  the  concrete, 
and  make  it  impervious. 

In  1894,  the  speaker  constructed  a  septic  tank  for  the  Insane  Asy- 
lum at  Wernersville,  Pa.  The  diameter  of  the  tank  was  25  ft.,  and  the 
depth  of  water  was  14  ft.  The  well  was  constructed  of  hard  brick, 
laid  in  Portland  cement  mortar,  and  had  a  maximum  thickness  of  21 
ins.  There  was  an  inside  coating  of  plaster,  ^  in.  thick,  made  of  equal 
parts  of  Portland  cement  and  sharp  sand.  Tests  were  made,  through 
a  period  of  ten  weeks,  at  the  end  of  which  time  the  masonry  was  prac- 
tically impervious. 

There  is  a  jjaucity  of  experimental  knowledge  as  to  the  strength  of 
composite  construction;  the  field  is  wide,  of  great  importance,  and 
deserves  the  attention  and  study  of  the  members  of  our  jirofession. 

Before  closing,  the  speaker  would  suggest  that  further  experiment 
be  instituted  as  to  the  possibility  of  making  a  metallic  weld,  to  avoid 
as  much  as  possible  the  use  of  bolts  and  rivets.  He  is  aware  that  the 
electric  weld  does  not  give  a  resultant  value  of  100",;',  but  he  is  of  the 
oi)inion  that  the  Society  would  be  gratified  with  a  knowledge  of  the 
best  results  thus  far  obtained. 
Mr.  stern.  EuGENE  W.  Stebn,  M.  Am.  Soc.  C.  E. — Discussing  this  question 
from  the  standpoint  of  the  protection  of  iron  and  steel  construction 
in  buildings,  the  experience  of  the  speaker  is  that  iron  does  rust  in 
buildings.  That  is,  it  rusts  unless  properly  protected.  Therefore,  it 
is  a  very  im])ortant  question  to  determine  what  kind  of  protection  it 
needs  to  i)revent  this,  under  ditiereut  conditions  of  cxi)OHure. 

In  the  intcirior  of  buildings,  where  there  is  no  chance  of  moisture 
or  acids  attacking  the  iron,  and  where  it  is  usually  surrounded  by  fire- 
proofing  materials,  the  danger  from  rust  is  very  slight.  The  usual 
coat  of  paint  ajjpears  to  give  all  the  i)rotection  necessary. 

The  speaker  has  s(!en  ironwork  taken  from  the  interior  of  buildings, 
in  one  case  after  tliirty  years,  in  wliidi  th(!  slioj)  marks  of  white  paint 
and  the  brown  coat  of  rcul  oxide  paint  were  in  as  perfect  condition  as 
if  done  but  recently. 
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lu  the  exterior  walls  of  a  buililiug,  however,  and  iu  tlie  roof  and  Mr  Stem, 
cellar  construction,  it  is  an  entirely  different  matter.  A  driving  rain 
will  go  tlirongh  the  outer  coating  of  brickwork;  roofs  will  somehow 
or  other  leak,  and  cellars  rarely  are  absolutely  dry.  The  speaker  has 
invariably  seen  evidences  of  rust  on  the  ironwork  taken  from  the 
above-mentioned  positions  in  comparatively  recent  buildings.  The 
paint  seemed  to  have  disappeared  entirely  in  many  cases  where 
exterior  brickwork  was  laid  up  against  the  iron.  Where  the  mortar 
was  in  immediate  contact  with  the  iron,  there  was  no  rust;  where  the 
\)rick  was  directly  in  contact,  there  was  considerable  rust. 

In  a  building  in  New  York  City,  built  in  1869,  and  now  being 
taken  down,  cast-iron  gii-ders  supporting  the  brick  arches  of  the  side- 
walk construction  Avere  rusted  about  4  iu-  where  the  brick  was  imme- 
diately in  contact  with  the  iron,  but  where  the  mortar  was  directly  in 
contact  the  iron  was  perfectly  clean  and  black,  looking  as  if  taken 
from  the  sand  only  yesterday.  The  evidence  that  paint  protects  iron- 
work thus  exposed,  for  any  length  of  time,  is  not  forthcoming.  The 
paint  seems  to  disappear  entirely  in  a  few  years.  Nor,  in  the  speaker's 
opinion,  does  it  help  matters  to  prepare  the  surface  of  the  ironwork, 
prior  to  painting,  in  the  most  painstaking  and  thorough  manner,  even 
using  the  sand-blast  to  remove  the  mill  scale.  Some  of  the  paint  is 
rubbed  off  the  ironwork  during  erection,  notwithstanding  that  the 
very  greatest  care  is  used.  It  is  an  inseparable  condition,  from  the 
nature  of  the  work,  that  this  happens.  There  is  then  a  starting  point 
for  rust,  and  this  will  follow  more  quickly  on  a  sand-blasted  surface 
than  on  one  having  its  mill  scale. 

The  speaker  is  strongly  opposed  to  the  use  of  the  sand-blast  on 
ironwork  for  buildings.  It  does  not  help  to  protect  iron  jjermanently, 
and  the  expense,  therefore,  is  not  justified.  For  this  reason  the  fol- 
lowing method  of  protection  is  recommended:  All  the  columns  and 
girders  in  the  exterior  walls,  the  roof,  the  cellar,  and  wherever  exposed 
to  moisture  or  acids,  should  be  surrounded  with  Portland  cement 
mortar,  and  the  bore  of  the  columns  in  such  locations  should  also  be 
filled  solid  with  this  mortar. 

Broken  stone  in  the  mixture  is  not  recommended,  because  the  voids 
may  not  always  be  filled;  and  cinders  are  strongly  objected  to,  because 
there  is  good  evidence  to  show  their  very  harmful  eifect. 

A  building  having  its  frame  thus  protected  should  remain  struc- 
turally sound,  judging  from  evidence,  for  many  years,  jierhaps  longer 
than  one  made  entirely  of  masonry,  unless  of  the  best  quality. 

Geobge  F.  Swain,  M.  Am.  Soc.  C.  E. — People  in  general  have  come  Mr.  Swain. 
to  consider  iron  or  steel  as   rather  perishable  materials  when  com- 
pared with  stone.     Many  persons  form  this  idea  by  considering  the 
old  stone  structures  of  the  Greeks  and  Eomans,  notwithstanding  the 
fact,  referred  to  by  one  speaker,  that  there  are  a  great  many  stone 
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Mr.  Swaiu.  structvires  ■svhicli  have  proved  very  perisliable.  Many  instances  can 
be  cited  of  bridge  abutments  built  of  sandstone  or  limestone  which 
have  practically  gone  to  pieces  within  thirty  or  forty  years.  In  judg- 
ing of  the  ancient  stone  sti'uctures  of  Greece  or  Rome,  we  must  also 
remember  the  difference  in  climate  between  those  countries  and  North- 
ern New  England.  It  may  not  he  oi;t  of  place  to  point  out  also  some 
diflferences  between  the  ways  in  which  steel  and  stone  structures  act. 
A  stone  structure  is  a  comparatively  simple  one;  it  acts  by  its  own 
weight;  it  acts  generally  in  simple  compression;  its  durability  is  a 
question  of  stability  rather  than  of  strength,  and  the  loads  may 
generally  be  increased  greatly  without  endangering  it. 

A  steel  structure  is  very  different.  It  is  a  comjilex  structure,  in- 
volving comi^licated  stresses  and  strains;  its  strength  is  a  controlling- 
factor  in  its  durability,  and  any  increase  of  load  reduces  correspond- 
ingly its  margin  of  safety.  Engineers  who  have  had  much  to  do  with 
questions  of  renewing  bridges  will  agree  with  the  speaker  that  cases  in 
which  bridges  have  had  to  be  renewed  on  account  of  the  actual  wearing 
out  of  the  material  are  comi^aratively  rare.  Of  course,  there  are  cases 
where  corrosion  is  active,  especially  in  bridges  over  railroads,  but, 
leaving  out  such  cases,  the  greater  number  of  renewals  which  have 
taken  place  are  due  to  other  causes.  One  of  these  is  defective  design. 
Engineers  are  learning  more  and  more  every  day  in  regard  to  the 
details  of  steel  structures,  and  they  are  experimenting  and  studying  the 
various  connections  and  details.  The  result  is  that  we  find  that  struc- 
tures built  twenty  or  thirty  years  ago,  and  supposed  to  have  an  ample 
factor  of  safety,  really  had  a  much  smaller  factor.  Moreover,  as 
everyone  knows,  the  loads  to  which  steel  structiires  are  exposed 
have  increased  enormously.  These  are  the  two  elements  which  have 
caused  the  principal  renewals  of  bridge  structures.  These  elements 
will  continue  to  be  present,  and,  as  long  as  they  are  present,  we  can- 
not hope  to  have  steel  structures  in  general  as  durable  as  the  best 
stone  structures  would  be.  In  the  case  of  a  steel-frame  building,  the 
loads,  ])res\imably,  are  not  to  change  very  much,  and  with  good  design 
the  actual  durability  of  the  material  should  govern  the  life  of  the 
structure.  As  to  what  that  durability  will  be  seems  very  imcertain. 
All  the  engineer  can  do  is  to  take  every  precaution  he  can  to  insure 
the  permanency  of  his  steel.  The  speaker  agrees  with  Mr.  Stern  that 
the  steel  should  be  completely  enclosed  in  concrete,  but,  even  under 
these  ccmditiouH,  he  does  not  think  the  steel  will  last  as  long  as  the 
best  masonry. 

Mr.  Went-        Chakles  C.  Wentwoutu,   M.   Am.  8oc.   C.   E.  -   The   answer  so  far 

woril..     given  to  this  question  is  that  steel,  when  embedded  in  concrete  to  a 

sufTicicnt  d(!i)th,  is  i)ermaneut.     A  structure  in  which  the  steel  is  thus 

hidden   l)(!comes  at   timers   as  essentially  one  l)uilt  of  concrete  as  of 

Hteel,  and  may  be  even  more  so.     The  fact  that,  in   most  cases,  it  is 
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impracticable  to  adopt  a  composite  constrnction,  rather  tliau  one  all  Mr.  Went- 
steel  or  all  concrete,  renders  it  still  necessary  to  seek  a  more  complete 
answer  to  the  question;  especially  if  it  be  considered,  as  it  must  be, 
that  bridges  are  made  of  "  building  material." 

The  answer  given,  for  instance,  is  inapplicable  to  the  East  Eiver 
bridges,  built  or  building  in  New  York  City,  and  to  the  greater  part, 
by  weight,  of  ordinary  railway  bridges.  It  is  surely  inapplicable 
to  more  structural  steel  work,  by  weight,  than  it  is  applicable  to  all 
kinds. 

The  protection  alibrded  by  concrete  is  afforded  by  j^aint,  but  in  a 
less  degree.  The  objection  to  paint  as  an  answer  to  the  question  lies 
in  the  fact  that  much  structural  work  is  inaccessible  after  erection, 
and  that,  in  all  likelihood,  paint  will  not  be  applied  properly  or 
with  sufiScient  frequency  even  w'hei-e  the  w'ork  can  be  reached  by  the 
painter. 

A  more  complete  answer  to  the  question  apjjears  to  lie  in  the  electro- 
plating of  structural  steel  with  copper  or  aluminum.  This  has  ah'eady 
been  done,  to  a  small  extent;  but  the  subject  does  not  appear  to  have 
received  the  attention  it  deserves. 

The  speaker  sees  no  reason  why  such  plating  need  be  of  excessive 
cost.  Aluminum  is  an  exceedingly  abundant  element,  and  is  becoming 
cheaper;  copi^er  may  retain  its  value.  Metallic  aluminum  may  not  be 
needed  in  the  process,  but  such  aluminum  salt  as  will  serve  when  in 
solution  as  the  source  of  the  metallic  aluminum  finally  composing  the 
plating. 

Of  course  it  would  be  impracticable  to  plate  steel  as  it  comes  from 
the  rolls,  as  rivet  heads  and  sheared  edges  would  need  subsequent 
plating;  but  each  structural  piece,  ready  for  shipment  and  erection 
in  the  structure,  could  be  plated,  and  the  details  of  field  con- 
nections arranged  with  a  view  to  their  permanency  on  the  same 
lines. 

The  speaker  does  not  wish  to  appear  as  objecting  to  the  use  of 
concrete  structures  stiffened  by  steel,  with  the  incidental  protection 
afforded  to  the  steel  by  the  concrete.  Such  striictures  are  entirely 
proper  and  appropriate  in  very  many  cases;  but,  in  conclusion, 
he  wishes  to  say  that  the  plating  of  structural  steel,  as  a  more 
general  answer  to  the  question,  is  well  worthy  of  the  attention  of  the 
members  of  this  Society. 

Oberun  Smith,  M.  Am.  Soc.  C.  E. — The  speaker  is  not  experienced  Mr.  Smith. 
in  putting  up  big  steel  buildings,  but  it  seems  to  him  that  a  certain  pre- 
caution should  be  taken,  which,  perhajjs,  usually  is  not,  and  which 
will  be  mentioned  later.  Some  of  these  buildings  have  been  up  a 
good  many  years  and  seem  to  be  very  strong,  but  after  this  genera- 
tion is  gone — fifty  or  one  hundred  years  hence — if  there  is  no  way  to 
examine  all  that  hidden  metal  inside  the  masonry,  how  are  people 
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Mr.  Smith,  going  to  feel  about  the  stability  of  such  buildings'?  When  will  the 
time  arrive  for  them  to  come  down  of  themselves?  There  should  be, 
therefore,  some  systematic  method  of  examination. 

Of  course,  after  many  years,  the  owners  may  tear  out  some  of 
the  masonry  and  examine  the  steel,  but  it  would  be  a  small  matter 
now  to  provide  inspection  holes,  properly  covered,  and  to  differentiate 
and  classify  the  various  conditions  of  possible  deterioration  to  which 
the  metal  may  be  subjected. 

Certain  parts  of  the  building  which  are  most  likely  to  rust,  and 
where  such  rusting  is  most  likely  to  cause  accidents  and  damage, 
would  be  in  one  class,  while  other  parts  which  are  not  so  likely  to  be 
affected  would  be  in  another,  and  so  forth.  In  every  building,  in 
several  proper  locations,  let  there  be  certain  jjlaces  left  where  the 
metal  can  very  easily  be  exposed,  and  again  covered  up — of  course  in 
a  fire-proof  manner.  This  would  be  done  instead  of  merely  tearing 
away  a  building  at  random,  with  perhaps  considerable  damage  and 
with  consequent  expensive  repairs. 

To  find  out  how  the  steel  is  really  getting  along,  there  should 
be  certain  times  for  observation,  with  definite  intervals  between. 
These  intervals  might  be  five,  or  ten,  or  twenty-five,  years — 
as  exijerience  should  indicate.  The  most  risky  "classes"  should 
be  examined  the  oftenest.  In  general,  there  should  be  certain 
definite  methods  of  inspection,  and  definite  places  for  inspection, 
and  definite  times  for  inspection  of  this  buried  and  perhaps 
much-suffering  metal,  not  only  that  such  may  be  done  with  less 
damage  to  the  building,  but  that  it  may  be  done  thinkingly  and 
systematically — instead  of  waiting  for  some  Chicago  Post  Office  to 
become  obsolete  that  we  may  see  whether  it  continued  safe  until  the 
end.  If  not  done  in  such  a  manner  all  may  be  neglected,  and  inter- 
vals which  are  uncertain  may  become  of  infinite  length. 
Mr.  Webster.  WiLLiAM  R.  Webstee,  M.  Am.  Soc.  C.  E. — The  examination  of 
many  old  bridges  and  other  structui-es  has  shown  that  the  white-lead 
marking  letters  of  the  mill  are  intact,  and  that  the  metal  is  better 
protected  at  these  places  than  at  others.  That  is,  the  plates  and 
shapes  are  generally  marked  while  hot,  and  before  the  material  has 
had  a  chance  to  rust;  but  the  full  importance  of  api)lying  the  pro- 
tective coating  while  the  metal  is  hot  has  not  been  approciatod. 

The  ordiuai'y  oiling  at  the  mills  has  not  been  satisfactory,  as  the 
material  is  generally  made  sticky  and  difficult  to  handle  in  the  shops. 
In  relation  to  this,  attention  is  called  to  a  railroad  spike  dipped  in  oil, 
while  slightly  heated  (in  accordance  with  the  s])ecifications  for  an 
export  order).  Under  this  troatnuint  the  oil  (luickly  dried  and  formed 
a  good,  hard  ])rotectivo  coating.  This  ])r()c('ss  might  ho  aj)i)lied  to 
ordinary  structural  Hlia])CH  and  ])lat(!S  with  groat  advantage;  the  mate- 
rial being  cleaned  with  lnushcs  and  an  air  l)last,   and  the  oil   ui)iili(!d 
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while  the  material  is  still  hot,  the   coating   iu  no  case  being  heavy  Mr.  Webster, 
enough  to  interfere  with  a  thorough  inspection  for  surface  defects. 
The  shop  painting,  of  course,  should  be  ajjijlied  in  the  usual  manner. 

Electric  welds  have  been  referred  to  as  being  practicable  for  weld- 
ing beams  to  beams,  or  beams  to  columns,  iu  buildings.  This  would 
be  a  step  in  the  wrong  direction,  as  reliable  welds  of  this  character 
cannot  be  made.  The  size  of  the  grain  is  raised  during  the  heating, 
and  there  is  no  chance  of  putting  the  required  work  on  it  to  break  up 
the  grain  and  produce  the  fine  silky  structure.  That  is,  electri<!  welds 
would  be  fatal  to  any  work  that  is  su.bject  to  shock. 

James  Owen,  M.  Am.  Soc.  C.  E. — It  might  be  interesting  to  know  Mr.  Owen. 
that,  in  endeavoring  to  lind  some  records  of  the  strength  of  concrete 
beams,  the  speaker  found,  in  the  library  of  the  Society,  the  report  of 
some  experiments  made  by  Mr.  Kirkaldy  in  1854.  Mr.  Kirkaldy  at 
that  time  had  made  an  elaborate  investigation  of  the  strength  of  the 
admixture  of  concrete  with  iron  rods  and  iron  wire.  Results  showed 
at  that  time  that  the  strength  of  the  combination  of  the  two  materials, 
iron  and  concrete,  was  increased  by  more  than  two  and  one-half  times 
that  of  the  simple  concrete  itself.  This  is  quite  in  accord  with  the 
present  experiments  in  that  line,  and  it  is  interesting  to  note  that  while 
these  investigations  were  made  so  many  years  ago,  it  is  only  of  late  that 
the  profession  has  ajipreciated  their  importance. 

The  speaker  had  a  peculiar  exj)erience  in  relation  to  the  strength 
of  an  ordinary  bridge  built  with  iron  beams  and  brick  arches  and 
covered  with  concrete.  The  span  was  15  ft.  The  bridge  had  been 
built  some  eight  or  ten  years  when  the  local  engineer  decided  to  change 
the  grade  of  the  street,  and  raised  it  about  6  ft.  This  alteration  im- 
posed on  the  bridge  itseJf  an  extra  load  of  900  lbs.  per  square  foot. 
That,  with  a  previous  allowance  of  200  lbs.,  made  a  total  of  1  100  lbs. 
The  bridge  was  originally  designed  for  a  live  and  dead  load  of  300  lbs. 
and  a  factor  of  safety  of  four.  A  critical  examination  of  the  bridge, 
after  the  extra  load  had  been  on  about  six  months,  showed  no  rupture 
of  any  kind  and  no  apparent  deflection.     The  bridge  is  still  in  use. 

It  may  be  presumed,  therefore,  that  the  combined  use  of  steel  and 
concrete  is  susceptible  of  a  great  deal  of  further  development,  and  that 
its  ultimate  strength  is  apparently  unknown. 

E.  T.  D.  Myeks,  Jr.,  M.  Am.  Soc.  C.  E. — During  the  summer  of  Mr.  Myers. 
1901,  a  rifle  barrel  was  jjumped  up  through  the  20-in.  pij^e  connected 
with  the  centrifugal  pump  which  was  used  in  dredging  out  the  historic 
dock  immediately  in  front  of  Libby  Prison.  It  arrived  at  the  usual 
joint,  just  in  front  of  the  pump,  which  was  intended  to  sto]:)  obstruc- 
tions too  large  to  pass  through  the  pump.  The  pump  was  sto^jped 
and  the  rifle  barrel  taken  out.  It  was  found  that  the  blue  enamel  on 
the  barrel  was  intact  on  at  least  dO%  of  its  surface,  and  the  sight 
could  be  raised  and  lowered  without  the  slightest  difficulty.     The  date 
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Mr.  Myers,  on  the   barrel  was  1S56.     It    was  probably   thrown   in  the   water  in 
1865. 

The  water  there  is  fresh,  and  is  entirely  free  from  lime.  It  is  what 
is  known  as  a  "  kind  "  water  for  boilers.  The  sjjeaker  does  not  know 
whether  metal  would  last  that  way  in  other  waters,  but  he  has 
pumped  up  and  dug  up  shells  and  rifles  which  were  not  rusted. 

The  depth  of  water  in  the  dock  was  originally  16  ft.,  and  the  depth 
of  the  silt  was  about  4  ft.  The  pump  was  working  at  a  depth  of  22  ft. 
It  is  impossible  to  state  the  depth  at  which  the  rifle  lay,  but  it 
probably  came  from  the  16-ft.  level.  The  bottom  is  composed  of 
sand  and  gravel,  and  the  silt  lying  upon  it  came  from  the  James 
River,  which  runs  through  a  red-clay  country.  The  rifle  barrel, 
therefore,  had  about  16  ft.  of  mud  and  fresh  water  above  it. 

The  speaker  does  not  feel  competent  to  discuss  this  topic,  but  he 
is  deeply  interested  in  it,  and  hopes  that  the  resi;lt  of  the  discussion 
will  be  the  addition  of  much  valuable  information. 
Mr.  Hikien-  W.  HiLDENBRAND,  M.  Am.  Soc.  0.  E.— With  reference  to  the  old 
brand.  Roman  viaducts  and  aqueducts  mentioned  in  this  discussion,  which 
are  frequently  quoted  as  evidence  of  the  longevity  of  stonework  and 
its  superiority  over  iron  structures,  the  speaker  wishes  to  draw  atten- 
tion to  the  fact  that  in  other  Roman  structures  may  be  found  equal 
evidence  of  the  durability  of  iron.  Remnants  of  bridges  over  the 
Rhine,  built  by  Julius  Ciesar,  have  been  dug  up  during  the  past  fifty 
years,  while  the  work  of  regulating  the  bed  and  current  of  the  Rhine 
has  been  going  on.  In  Caesar's  "  Commentarii  de  Bello  Gallico"  one 
of  these  bridges  is  minutely  described,  corresponding  in  construction 
to  what  would  now  be  called  a  timber  trestle,  consisting  of  heavy  oak 
logs  connected  with  iron  bolts,  clamps  and  spikes.  Quite  a  number 
of  these  logs  were  found  under  the  bed  of  the  river,  nearly  2  000 
years  after  they  had  served  for  carrying  the  Roman  legions  over  the 
Rhine  in  their  attempt  to  subjugate  a  free  nation,  and  the  timbers,  as 
well  as  all  iron  bolts  and  spikes,  were  in  a  perfect  state  of  preservation. 

ThiH  fact  corroborates  Mr.  O'Rourke's  assertion  that  iron  sub- 
merged in  pare  water  will  probably  never  corrode. 

Of  course,  every  object  in  this  world  i)erishes,  or,  rather,  disinte- 
grates and  changes  into  some  other  form;  but,  if  building  materials 
can  be  preserved  for  several  thousand  years,  it  may  bo  said  that,  for  all 
practical  purposes,  they  last  forever. 

The  question  whether  metal  will  in  the  future  be  considered  as  per- 
manent and  durable  a  building  material  as  stone  cannot  bo  solved  at 
the  present  time,  and  it  is  not  liktfly  that  any  who  are  here  will  live 
to  see  it  solved.  The  answer  to  tlie  ciuestion  cannot  be  found  by  the- 
oriKiug,  but  depends  entirely  on  experience,  which  should  extend  over 
centuries. 

At  present  wo  have,  ho  to  say,  no  experience  at  all  about  the  dura- 


I 


DISCUSSION  ON  STEEL  AND  MASONRY  CONSTRUCTION.  85 

bility  of  ii'ou  or  steel  structures.     It  is  barely  sixty  years  ago  that  the  Mr.  Hilden- 

lirst  iron  bridges  were  built,  and  it  is  doxibtful  wlietlier  a  single  one 

of  that  age  is  in  existence  to-day.     Nearly  all  the  early  iron  bridges 

have  been  removed  and  replaced  by  modern  structures,  not  on  account 

of  having  been  decayed  or  weakened,  but  because  they  had  oiitlived 

their  usefulness,  and  stronger  ones  were  required  to  accommodate  the 

increa'^ed  and  heavier  travel  of  modern  times.     Our  experience  as  to 

the  dtirability  of  iron  and  steel  structures,  therefore,  is  very  limited, 

and  only  of  recent  date. 

If  a  stone  building  and  a  steel  building  were  erected  side  by  side, 
and  both  structures  were  left  to  themselves,  without  any  attempt  to 
protect  them  against  the  effects  of  the  atmosphere,  there  is  no  doubt 
that  the  stone  building  would  stand  very  much  longer  than  the  steel 
building.  In  New  York  City  there  is  an  example  in  the  New  York  and 
Brooklyn  Bridge.  The  massive  stone  towers,  which  are  now  more 
than  twenty-five  years  old,  have  no  protection  against  the  weather 
and  have  never  been  reiiaired.  They  are  to-day  as  they  were  left  by 
the  hand  of  the  mason  twenty-five  years  ago,  and,  according  to  a 
recent  thorough  inspection,  they  are  just  as  good  and  jierfect  as  they 
were  on  the  day  they  were  finished.  On  the  other  hand,  the  steel  and 
wire  work  requires  constant  attention;  there  is  hardly  a  time  when  no 
men  are  seen  suspended  in  the  meshes  of  the  wire  work  repairing 
something  or  putting  on  a  coat  of  protective  paint. 

The  speaker  has  had  the  opportunity  of  examining  suspension 
bridges  erected  more  than  forty  years  ago,  and  while  he  found  the 
cables,  as  a  whole,  in  perfect  condition,  he  also  discovered  one  or  two 
places  where,  through  the  accumulation  of  water  or  through  imper- 
fections in  the  protective  paint,  the  wires  were  considerably  corroded 
and  needed  repairs.  All  of  this  shows  that  metal  structures  require 
attentive  watching  and  constant  renewal  of  paint  or  other  protective 
coverings,  and  that  any  oversight  or  inattention  is  followed  by  grave 
consequences. 

With  our  present  knowledge,  therefore,  we  may  sum  up  by  saying 
that  unprotected  masonry,  as  well  as  unprotected  ironwork,  is  perish- 
able, but  that  the  former  will  last  much  longer  than  the  latter.  How- 
ever, if  iron  or  steel  be  well  protected,  it  is  known  that  it  will  not 
decay  in  thousands  of  years,  and  will  be  as  durable,  if  not  more 
durable,  than  any  stonework.  Will  the  means  for  an  efficient  and  per- 
manent protection  of  steel  ever  be  discovered,  or  will  a  new  metal  be 
found  which  has  the  same  strength  as  steel  and  which  naturally  is  not 
subject  to  oxidation? 

H.  S.  Haixe.s,  M.  Am.  Soc.  C.   E. — Mr.    Hildenbrand   has   referred  Mr.  Haines, 
to  iron  bolts  in  bridges  built  by  Csesar  across  the  Rhine.  In  the  Colos- 
seum, built  about  A.  D.  80,  the  courses  of  heavy  travertine  masonry, 
laid  with  knife-edge  joints,  without  mortar,  were  connected  by  iron 
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Mr.  Haines,  cramps  fairly  well  protected  from  the  weather.  Many  of  these  were 
cut  out  in  the  Middle  Ages,  but  those  which  remain  appear  to  be  in 
good  condition.  The  vault  of  the  Pantheon,  140  ft.  in  diameter,  is  of 
concrete  supposed  to  be  sti'engthened  with  iron  rods.  This  vault,  built 
about  A.  D.  125,  is,  to  all  appearances,  in  excellent  condition.  From 
these  instances,  it  would  seem  that  iron,  used  structurally  in  connec- 
tion with  stone  or  concrete  masonry,  may  remain  eflScient  for  nearly 
two  thousand  years. 

Iron  is  not  readily  oxidizable  in  pure  water,  for  the  oxygen  therein 
chemically  combined  is  only  separable  at  an  excessively  high  tempera- 
ture. It  is  the  atmospheric  oxygen  ordinarily  present  in  water  that 
is  the  oxidizing  agent.  Water  absorbs  carbonic  acid  gas  to  an  extent 
equal  to  its  volume,  and  the  water  thus  acidulated  acts  powerfully  upon 
iron  or  steel.  It  follows  that  in  large  cities  where  the  atmosphere  is 
heavily  charged  with  the  products  of  combustion,  the  falling  rain 
would  be  correspondingly  charged  with  carbonic  acid  gas,  and,  there- 
fore, that  the  effect  of  oxidization  upon  steel  construction  should  be 
l^roportionately  greater  from  exposure  under  such  conditions. 
Mr.  Johnson.  A.  L.  JoHNSON,  M.  Am.  Soc.  C.  E. — In  reference  to  a  statement  con- 
cerning the  corrosion  of  the  steelwork  in  the  large  buildings  in 
Chicago,  C.  T.  Purdy,  M.  Am.  Soc.  C.  E.,  was  one  of  the  members  of 
a  Commission  to  examine  and  report  on  the  condition  of  those  build- 
ings. The  speaker  having  talked  with  Mr.  Purdy  recently  concerning 
this  matter,  it  may  be  ajipropriate  to  give  some  of  the  results  as  de- 
scribed by  Mr.  Purdy.  His  report  has  undoubtedly  been  printed  ere 
this,  and  probably,  therefore,  there  will  be  no  objection  to  the  pro- 
mulgation of  the  information  at  this  time.  The  Commission  examined 
([uite  a  number  of  the  buildings  in  Chicago  and  found  numerous  cases 
of  corrosion  in  the  columns;  but  it  was  not  developed  that  the  corrosion 
was  confined  to  the  outside  columns,  or  even  that  it  was  greater  in 
them  than  in  the  interior  columns.  The  beams  in  the  foundations,  Mr. 
Purdy  said,  were  found  to  be  in  uniformly  good  condition.  The  Com- 
mission's recommendation  would  be  that  in  future  all  the  steelwork 
for  these  buildings  should  be  entirely  surrounded  by  a  Portland 
cement  or  lime  mortar,  this  covering  being  filled  in  solid  behind  the 
fire-proofing. 

In  St.  Louis  a  very  well-constructed  building,  erected  about  twenty 
years  ago,  is  now  being  dismantled.  The  couHtructiou  consisted  of 
solid  external  walls,  cast-iron  columns  throughout  the  interior,  and 
steel  beams  i)ainted  with  red  oxide  of  lead  paint.  The  building  was 
eight  stories  liigh,  and  of  fire-proof  construction,  the  floor  arches 
being  mainly  of  brick,  though  there  were  also  some  ("oncreto  arches. 
The  steel  tiiroughout  is  in  a  thoroughly  well-|)reserved  condition,  it 
having  b»en  in  all  cases  entirely  embedded  in  Portlund  ceiiient  mortiir 
or  concrete  covering.     The  paint  also  has  been  thoroughly  preserved, 
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and  in  the  speaker's  estimation   an  embedment  in  Portland  cement  Mr.  Johnson. 
mortar  is  the  only  means  of  preserving  that  preservative. 

Professor  Spencer  Newberry,  Manager  of  the  Sandusky  Portland 
Cement  Company,  recently  gave  a  lecture  *  in  Chicago,  which  the 
speaker  regards  as  one  of  the  most  valuable  articles,  with  regard  to 
steel-concrete  constriiction,  that  has  appeared  in  print  for  some  time, 
covering,  as  it  does,  all  sides  of  the  question,  and  some  sides  in  an 
entirely  new  manner;  such,  for  example,  as  the  theoretical  considera- 
tions involved  in  the  preservation  of  iron  by  Portland  cement  cover- 
ing. In  this  article  he  shows  that  the  cement,  theoretically,  is  not 
simj^ly  a  neutral  or  non-injurious  agent,  but  is  actively  engaged  in 
preventing  the  formation  of  rust. 

The  sjjeaker's  comjjany  has  samples  of  steel  embedded  in  cinder 
concrete,  in  the  form  of  broken  pieces  of  a  test  span,  made  in  the 
fall  of  1898,  and  tested  in  February,  1899,  these  pieces  having  lain 
on  the  ground  uncovered,  subject  to  the  action  of  the  elements,  for 
more  than  three  years.  On  numerous  occasions  these  pieces  have 
been  broken  open  for  the  purpose  of  observing  the  condition  of  the 
metal,  the  most  recent  case  having  been  before  the  Engineers'  Club  of 
St.  Louis,  last  January,  in  connection  with  a  talk  given  by  the  speaker; 
and  in  all  cases,  without  any  exception,  the  metal  has  been  found  to 
be  as  bright  and  clean  as  the  day  it  came  from  the  rolling  mill.  The 
quality  of  the  cinders  in  this  sample  was  considered  very  poor,  con- 
taining a  good  deal  of  dirt,  and  the  fine  material  was  screened  out. 
This  the  speaker  regards  as  desirable,  though  not  absolutely  neces- 
sary, where  cinder  concrete  is  used,  inasmuch  as,  if  it  is  not  done,  a 
slight  film  of  rust  will  be  formed  on  the  metal.  This  film,  however, 
never  increases  in  thickness,  but,  as  it  costs  little  to  avoid  it,  the  best 
practice  would  call  for  the  screening  of  the  cinders.  In  the  speaker's 
opinion,  the  reason  for  this  difference  in  action  is  due  to  the  fact  that 
the  fine  stuff  contains  finely  divided  particles  of  sulphur,  which  are 
readily  dissolved  by  water,  shghtly  acidulating  the  same,  and,  until 
the  concrete  dries  out  thoroughly,  a  slight  corrosive  action  is  taking 
place.  This  is  soon  neutralized  by  the  influence  of  the  Portland 
cement,  but  not  before  a  film  of  rust,  not  in  itself  materially  injurious, 
is  formed. 

Mr.  Darrach  has  exju'essed  himself  as  of  the  opinion  that  at  the 
present  time  we  are  not  able  to  calculate  the  strength  of  steel-concrete 
beams  with  any  degree  of  accuracy.  The  speaker,  of  course,  will 
have  to  take  excejjtion  to  that  statement,  he  having  on  numerous 
occasions  endeavored  to  show  how  this  could  be  done,  and,  being  of 
the  opinion  that  the  data  with  regard  to  the  materials  used  being 
known,  he  could  arrive  at  the  maximum  carrying  capacity  within  about 

*  Before  the  Annual  Meeting  of  the  Associated  Expanded  Metal  Companies,  and 
reprinted  recently  in  Engineering  News. 
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Mr.  Johnson.  15^,  which,  is  certainly  close  enough  for  all  practical  purposes,  in 
view  of  the  factor  of  safety  used.  Of  course,  the  strength  and  the 
modulus  of  elasticity  of  the  concrete  and  steel  must  be  known,  and,  as 
to  the  former  material,  these  functions  are  seldom  accurately  known, 
chiefly  because  no  special  tests  are  made  to  determine  this  for  the  ma- 
terials available  for  that  particular  Avork.  Their  infliience  on  the  char- 
acter of  the  design  is  enormous,  and,  on  work  of  any  considerable  size 
or  importance,  these  values  should  be  obtained  before  the  designs  are 
prepared. 

As  to  the  relative  lasting  qualities  of  the  different  kinds  of  engi- 
neering structures,  the  speaker  is  of  the  opinion  that  only  a  few  forms 
of  stone  masonry  can  compare  in  length  of  life  with  a  concrete  con- 
struction reinforced  with  steel  properly  distributed  throiigh  the  cross- 
section.  Strange  as  it  may  seem  to  those  not  conversant  with  the 
facts,  the  maintenance  charges  for  stone  masonry,  on  many  railroads, 
exceed  these  charges  for  steel  structures  in  proportion  to  the  relative 
quantities  of  each.  On  railway  work  it  is  usually  a  condition  of  taking 
what  you  can  get,  rather  than  what  you  would  like  to  have.  Many 
forms  of  sandstone  are  worthless.  Limestone  is  dissolved  in  the 
course  of  time  by  atmospheric  influences,  and  there  are  really  only  a 
few  kinds  of  stone  that  can  be  considered  as  everlasting,  and  these  are 
usually  so  expensive  as  to  prohibit  their  use.  A  very  good  example 
of  the  dissolution  of  limestone  masonry  is  afforded  at  the  Cabin  John 
Bridge.  Underneath  the  arch  may  be  noticed  stalactites  forming 
along  the  line  of  the  mortar  joints  between  the  granite  arch  stones, 
from  the  spring  line  some  distance  up  toward  the  crown.  The  back- 
filling of  the  arch  consists  of  a  considerable  depth  of  limestone 
rubble  masonry.  A  considerable  quantity  of  water  finds  its  way 
down  through  the  haunches  of  the  arch  and  then  through  the 
mortar  joints  of  the  arch  ring,  and  the  stalactites  indicate  that  the 
air  and  water  are  dissolving  this  limestone  backing.  This  same  action 
exists,  to  a  greater  or  less  degree,  in  all  limestone  structures. 

In  a  large  city  in  Indiana  the  speaker  recently  examined  some 
limestone  bridge  masonry  whicdi  had  been  in  place  for  about  forty 
years,  and  much  of  it  could  now  be  scraped  n\)  with  a  fire  shovel. 

In  the  speaker's  opinion,  plain  concrete  construction  would  not  be 
everlasting,  on  account  of  the  cracks  which  are  almost  certain  to 
develop  in  such  structures,  these  cracks  filling  with  water  and  freezing 
in  the  winter,  and  gradually  getting  worse  and  spawling  off  as  the 
years  go  by. 

In  stool-concrete  construction,  if  the  metal  is  properly  distrib- 
uted and  proportioned  to  the  cross-soctiou,  these  cracks  can  be 
ubsolutcily  i)reventod.  The  speaker's  company  has  built  walls  ;J00 
ft.  long,  with  steel  reinforcement,  in  which  no  expansion  joints 
were  provided,    and  in   which  not  a  sign  of  a  crack  is  to  be  seen;. 
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and  woukl  take  a  contract  to  bnild  siicli  a  wall  a  mile  long,  under  this  Mr.  Johnson. 
guaranty. 

To  accomplish  this  result,  however,  it  is  necessary  to  have  a  sub- 
division of  the  metal  reinforcement  into  small  areas  thoroughly 
dissomiuated  through  the  section,  just  as  in  successful  arch  con- 
struction it  is  necessary  to  have  the  metal  thoroughly  disseminated  in 
small area^  through  the  upper  and  lower  portions  of  the  sections.  Heavy 
eoucentrations  of  metal  at  points  2  or  3  ft.  apart  will  not  give  the  pecu- 
liar stretching  quality  to  the  concrete  obtained  by  the  other  method, 
and  which  is  essential  to  success. 

When  properly  built,  this  steel-concrete  construction  will  not 
crack;  will  not  be  disintegrated  by  frost;  will  not  be  dissolved  by 
the  elements;  and,  in  the  speaker's  opinion,  is  the  only  kind  of  en- 
gineering structure  that  can  be  considered  permanent,  with  the  excep- 
tion of  one  or  two  kinds  of  rock  masonry,  the  cost  of  which  in  most 
cases  would  be  prohibitive. 

F.  Ltnwood  Gabrison,  Assoc.  M.  Am.  Soc.  C.  E. — Since  there  Mr.  Garrison. 
seems  to  be  some  confusion  or  misunderstanding  regarding  the  corro- 
sive action  of  atmospheric  and  other  influences  upon  iron,  it  might  be 
advisable,  in  this  discussion,  to  state  briefly  a  few  of  the  most  impor- 
tant characteristics  of  metallic  iron  that  are  pertinent  to  the  subject, 
although,  in  so  doing,  the  risk  of  repeating  some  well-known  facts  must 
be  incurred. 

(1)  To  begin  with,  iron  is  one  of  the  metals  most  easily  oxidized 
and  affected  by  moisture,  consequently  it  never  occurs  in  the  metallic 
state.* 

(2)  Iron  does  not  undergo  any  alteration  in  pure  dry  air  at  ordinary 
temperatures. 

(3)  In  moist  air  iron  becomes  coated  with  ferric  oxyhydrate  hav- 
ing approximately  the  composition  Fe^O^(OHg).  The  rust  varies  in 
composition  with  the  conditions  under  which  corrosion  takes  place. 

(4)  According  to  Percy,  iron  does  not  rust  unless  there  is  an  actual 
deposition  of  liquid  water  upon  the  surface  of  the  metal,  f 

(5)  The  presence  of  certain  gases  and  vapors,  even  in  minute  pro- 
portions, such  as  sulphuretted  hydrogen  (HjS),  hydrogen,  chlorine, 
and  acetic  acid,  accelerates  msting  in  moist  air,  though  no  liquid 
water  may  come  in  contact  with  the  metallic  surface.  Carbon  dioxide 
(CO.,)  and  ammonia  gas  are  said  to  act  less  energetically  in  this 
respect.  J 

(6)  Iron  rust  often  contains  minute  quantities  of  ammonia,  due,  it 
is  supposed,  to  the  decomposition  of  the  water  by  the  action  of  the 
oxide  on  the  metallic  iron,  the  oxygen  combining  with  the  iron,  and 

*  Exceptions  must  be  made  where  the  iron  is  of  undoubted  meteoric  or  non-terres- 
trial origin.    In  such  instances,  it  is  usually  alloyed  with  a  large  proportion  of  nickel. 
t  "  Metallurgy  of  Iron  and  Steel,"  p.  27. 
t  Bonsdorflf,  •'  R6pertoire  de  Chimie,"'  "Vol.  4,  p.  171. 
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Ml-.  Garrisou.  part  of  the  hydrogen  uniting  in  the  nascent  state  with  the  nitrogen  of 
the  air. 

(7)  PureVater  deprived  of  air  appears  to  be  absolutely  inert,  as  far 
as  corrosive  action  is  concerned,  on  contact  with  iron,  even  at  100° 
Cent* 

(8)  Rust  formed  far  beneath  the  water  consists  of  black  hydrated 
magnetic  oxide. 

(9)  The  formation  of  rust  takes  place  in  the  beginning  but  slowly ; 
after  a  thin  coating  has  once  been  formed,  the  corrosive  process  goes 
on  more  rapidly. 

(10)  Aqueous  solutions  of  potash,  soda  and  ammonia,  preserve  iron 
from  rusting,  provided  they  are  not  too  dilute. 

(11)  Water  containing  not  more  than  one-fifth  its  volume  of  lime 
Avater  is  said  to  preserve  iron  from  rusting,  f 

(12)  The  contact  of  iron  with  more  electro-positive  siibstances,  such 
as  zinc,  refcai'ds  corrosion;  whereas  contact  with  more  electro-negative 
substances,  such  as  tin,  lead  and  copper,  accelerates  the  rusting. 

(13)  Magnetic  and  similar  oxides  of  iron,  which  constitute  the  basis 
of  iron  scale,  protect  the  iron  which  they  coat,  but  hasten  the  corro- 
sion of  rusted  iron,  whether  such  be  the  adjacent  portions  of  the  same 
piece  or  in  separate  pieces  which  are  galvanically  connected.  This 
protective  action  is  shown  by  the  comparatively  slow  rusting  of 
Russian  sheet-iron,  of  "blued"  iron,  and  of  castings  that  retain  theii* 
original  skin. 

(14)  While  contact  with  zinc  and  highly  zinciferous  brasses  retards 
rusting,  contact  with  copper,  or  brasses  rich  with  copper,  hastens   it. 

(15)  According  to  Martcll,  the  pvirer  qualities  of  mild  steel  when 
used  in  ship  hulls  are  more  likely  to  be  corroded  than  impure  iron.  A 
steel  ship  requires  more  care  than  an  iron  one.  Nickel  steel  is  not  so 
likely  to  be  corroded  in  salt  water  as  the  ordinary  and  purer  grades  of 
steel.  :j; 

This  array  of  more  or  less  well-known  facts  might  be  indefinitely 
elaborated;  however,  it  covers  the  subject  completely  in  a  general  way. 
It  seems  to  be  a  perfectly  sound  conclusion  that,  other  things  being 
equal,  where  likelihood  of  corrosion  is  effectually  prevented,  iron  (steel) 
makes  as  permanent  and  durable  a  building  material  as  masonry. 
Better,  in  fact,  for,  whereas  the  latter  will  certainly,  in  time,  disinte- 
grate, the  former  cannot.  Unusual  conditions  may  certainly  exist  in 
which  the  molecular  structure  of  the  metal  may  change;  such,  how- 
ever, must  be  regardcul  as  abnormal  and  exceptional. 

A  statement  has  been  ])r(iviously  made  in  this  discussion,  to  the 
eflfect  that,  iuaHmuch  as  iron  properly  covered  with  lire-proof  material 

*  Mallet,  Kept.  Brltiuh  Asaoc,  1840,  p.  229. 

+  (}iii(!lin  llandbuch,  Vol.  5,  p.  185. 

t  Journal,  Iron  and  Steel  Inst,  No.  I,  IHHi),  p.  (1(1. 


I 


DISCUSSION  ON  STEEL  AND  MASONRY  CONSTRUCTION.  91 

or  concrete  will  not  corrode,  uncovered  iron  in  tlie  interior  of  build-  Mr.  Garrison. 
ings  will  be  immune  from  corrosion  because  it  is  then  covered  from 
the  weather  on  all  sides.  Were  walls  and  roofs  absolutely  water  or 
moisture  proof,  in  fact,  if  the  buildings  were  hermetically  sealed,  top, 
sides  and  base,  then,  and  then  only,  would  the  interior  metal  be  free 
from  corrosive  influences.  As  a  matter  of  fact,  in  most  cases,  the  dan- 
gers from  corrosive  deterioration  are  much  exaggerated;  the  greatest 
objection  to  steel  buildings  is  their  instability  in  fires.  Mild  steel,  at 
a  white  heat,  is  about  as  stiff  as  cheese,  whereas  masonry  is  not  affected 
in  the  same  way  at  high  temperature,  and  resists  collapse  to  a  far 
gi-eater  degi-ee. 

The  speaker's  belief  is,  that,  in  practice,  a  thick  covering  of  cement 
concrete  is  the  only  material  that  absolutely  protects  iron  from  corro- 
sion. Such  a  compound  structure  unites  the  advantages  of  both  com- 
ponent materials,  and  greatly  surpasses  in  strength  and  durability  an 
edifice  made  of  either  alone. 

All  are  familiar  with  the  remarkable  strength  and  endurance  of 
"  wire-glass;"  the  glass  sheet  being  cast  and  rolled  so  that  the  wire  net 
is  completely  covered  with  the  glass,  imparting  to  the  natural  fragility 
of  the  latter  a  certain  amount  of  elasticity  and  abnormal  strength;  the 
glass,  in  turn,  absolutely  protecting  the  wire  from  corrosion.  So  long 
as  the  \*-ire  is  covered,  such  a  composite  sheet  will  hold  together, 
unless  broken  by  a  force  greater  than  the  tensile  strength  of  the  wire. 

Not  being  a  structural  engineer,  the  speaker  may  be  unfamiliar  with 
certain  objections  to  comjjosite  concrete  and  metal  structures;  in  his 
ignorance,  however,  he  cannot  but  think  that  such  compound  construc- 
tions will  be  the  true  and  logical  line  of  development  in  the  future. 

J.  F.  O'RorRKE,  M.  Am.  Soc.  C.  E. — Perhaps  the  principal  feature  Mr.  o  Rourke. 
in  relation  to  the  durability  of  steel  is  the  effect  of  water  upon  steel 
in  structures.  If  steel  or  metal  is^BxjDosed  to  the  combined  action  of 
air  and  water  a  condition  is  brought  about  that  soon  produces  rust, 
which  is  simply  the  decomposition  of  the  metal.  One  of  the  most  illu- 
minating examples  of  the  effect  of  water  on  metal,  with  and  without 
air,  was  brought  to  the  speaker's  notice  about  three  years  ago.  Will- 
son,  Adams  k  Co.,  lumber  dealers  on  the  Harlem  River,  had  put  in  an 
artesian  well,  hoping  to  get  water  to  take  the  place  of  the  Croton  sui3. 
ply.  The  water  obtained  was  brackish,  but  much  cooler  than  the 
Croton  water  in  summer.  It  was  not  fit  to  drink,  but,  in  order  to 
take  advantage  of  its  temperature,  they  made  a  U  of  g-in.  pipe,  carry-  ■ 
ing  it  down  about  100  ft.  into  the  well  and  putting  a  faucet  on  its 
return  end.  In  this  way  they  obtained  a  pleasant  temperature  for 
drinking  water  all  the  year  round.  This  pipe  was  retained  in  place 
for,  perhaps,  ten  years.  At  the  end  of  that  time  it  had  rusted  off  and 
had  to  be  taken  out.  The  part  of  this  pipe  above  the  water  was  found 
to  be  absolutely  rotten.     The  pipe  which  had  been  below  the  water 
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Mr.  O'Rouike.  was  in  perfect  condition,  and  even  retained  the  bliae  mill  scale  and 
tool  marks.  Upon  tliis  part  of  the  pipe,  however,  there  was  a  whitish 
coating,  like  thin  whitewash,  which  could  be  rubbed  off  with  the 
fingers.  Whether  this  coating  preserved  the  metal  from  oxidation,  or 
whether  it  was  the  fact  that  metal  does  not  become  oxidized  in  water 
alone,  are  matters  for  future  discussion.  The  fact  is,  the  metal  which 
had  been  below  water  did  not  show  the  least  sign  of  decomposition  of 
any  kind. 

A  short  distance  below  the  yard  of  Willson,  Adams  &  Co.,  the  old 
bridge  which  crossed  the  Harlem  River  at  Third  Avenue  had  been 
Slip  ported  on  pneumatic  piles — the  speaker  thinks  they  were  among 
the  first  that  were  put  down  in  this  country.  These  piles  w^ere  of  cast 
iron,  G  to  8  ft.  in  diameter,  with  interior  flanges  and  bolts  to  connect 
them.  These  bolts  were  put  in  in  the  iisual  way;  and  the  piles,  after 
being  sunk  to  jDlace,  were  filled  with  concrete.  The  joints  were  not 
water-tight;  they  never  are;  so  everything  was  immersed,  being  below 
the  river  surface.  After  35  or  40  years,  when  these  piles  were 
removed,  at  the  time  of  building  the  present  structure,  the  bolts  in 
the  flanges  were  found  to  be  jierfectly  free  from  rust.  Not  only  that, 
they  were  greasy ;  the  oil  on  the  bolts  was  there,  aj^parently  in  the 
same  condition  as  when  put  in  years  before. 

The  speaker  has  never  known  a  case  where  steel  or  iron  corroded 
when  kept  away  from  the  influence  of  the  air.  He  has  no  hesitation 
whatever  in  using  steel  in  connection  with  structures  where  there  is 
clean  water,  if  the  water  remains  at  a  constant  level;  no  more  than  he 
has  in  using  wood  under  similar  conditions. 

At  the  present  day  everybody  wants  structures  built  of  what  might 
be  called  high-power  material.  High  2^0 wer  material,  in  the  speaker's 
opinion,  not  only  possesses  high  power,  but  high  durability  to  the 
same  extent,  and  it  only  requires  care  to  keejs  it  projierly  i^rotected 
against  rust.  The  speaker  would  use  steel  or  iron  under  the  same 
conditions  that  he  would  use  wood. 

The  durability  of  jiipes  is  greater  when  there  are  inorganic  or  min- 
eral impuriti(!H  in  the  water,  than  when  the  water-  contains  organic 
imi)urities,  as  Mr.  Darrach  has  intimated. 

The  speaker  has  known  of  cases,  and  there  are  cases  on  record  in 
the  TransadioHN  of  this  Society,  where  ^siles  which  were  constantly 
submerged  have  rotted,  simply  because  they  were  exposed  to  the 
action  of  sewage;  or,  in  other  words,  because  they  came  in  contact 
with  organic  impurities.  Organic  impurities  act  on  steel  or  wood 
just  as  a  Halicylic  acid  biith  would  act  on  masonry.  No  one  will  con- 
tend that  any  material  is  indestructible  when  in  contact  with  sub- 
Btances  whicji  will  break  it  up.  Organic  impurities  will  destroy  any- 
thing. They  cause  loss  of  materials  and  loss  of  life.  Man  cannot 
stand  thorn,  nor  can  iron.     Inorganic  impurities,  or  the  clean  chemical 
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agents,    uuder  certaiu  couditious.  will  act  in  a  manner  that  can  be  Mr.  O'Rourke. 
foreseen,  but  with  the  many  oi'ganic  impurities,  few  of  which  are  suffi- 
ciently known,  there  is   too   much   uncertainty.      When   they  exist, 
metal,  however  protected,  should  not  be  risked. 

Chables  G.  Darrach,  M.  Am.  Soc.  C.  E.  (by  letter). — It  is  gratify-  kr.  Darrach. 
iug  that  upon  so  important  a  subject  as  that  under  discussion  there 
should  be,  practically,  unanimity-  of  oi^inion.      It  w^ould  seem  that, 
from  the  present  knowledge  of  the  art,  composite  construction  will 
receive  greater  attention  than  heretofore. 

As  indicated  in  the  opening  remarks,  and  although  in  a  degree 
criticised,  the  uncertainty  of  calculations,  based  upon  general  knowl- 
edge, should  warn  every  engineer  that  faihire  may  result  unless  special 
attention  is  given  to,  and  tests  made  of,  the  particular  quality  of  the 
matei'ials  used  and  the  method  of  manipulation  and  construction. 
That  the  greatest  economy  can  be  obtained  by  composite  construction 
(procuring  the  tensile  values  of  metal  with  the  compressive  and  pro- 
tective values  of  the  artificial  stone),  both  as  to  first  cost  and  cost  of 
maintenance,  seems  to  be  the  opinion  of  those  entering  into  the  dis- 
cussion. 

There  are  two  points,  however,  which  seem  to  have  been  either 
overlooked  or  misapprehended:  First,  the  necessity  of  protection 
against  electrolysis;  and  second,  that  metal  is  not  affected  by  pure 
water  containing  no  air.  In  reference  to  the  latter,  it  is  doubtful 
whether  any  engineer  ever  has  to  deal  with  such  water.  The  writer, 
at  least,  has  not  been  fortunate  enough  to  have  to  deal  with  water  con- 
taining no  air.  In  his  long  experience  he  has  not  found  perfectly  pure 
natural  water  without  air.  All  natural  waters  contain  air.  Clear  water, 
as  found  in  Nature,  has  a  greater  erosive  tendency  than  either  muddy 
water  or  sewage. 

"Water  carrying  suspended  matter  dejoosits  it  upon  the  conduits 
through  which  it  passes,  or  upon  the  surfaces  with  which  it  comes  in 
contact,  and  a  part  of  this  suspended  matter  forms  a  protective  coat- 
ing on  the  metal  and  deters  corrosion. 

In  this  discussion  several  cases  have  been  cited  in  which  metal  has 
laid  in  silt,  under  several  feet  of  water,  for  a  long  period  without  cor- 
rosion; nor  are  these  results  surprising;  for,  those  who  have  had  expe- 
rience in  designing  and  operating  filters  know  well  that  with  muddy 
waters,  or  sewage  containing  sludge,  it  takes  but  a  short  time  and  an 
exceedingly  thin  film  to  prevent  absolutely  the  percolation  of  water 
through  a  sand  bed. 

The  Society  is  to  be  congratulated  upon  the  very  free  and  intelligent 
discussion  upon  this  most  important  subject,  and,  no  doubt,  it  will  be 
of  great  benefit  to  others  than  those  of  our  own  Society. 
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A  PROPOSED  NEW  TYPE  OF  MASONRY  DAM.* 

By  George  L.  Dtllman,  M.  Am.  Soc.  C.  E. 


With  Discussion  by  Messrs.  H.  de  B.  Parsons,  Edward  Wegmann, 

WiLDiAM  B.  Fuller,  George  H.  Pegeam,  J.  Breuchaud, 

A.  V.  Abbott  and  George  L.  Dillman. 


Strains  in  masonry  dams  have  been  analyzed  by  manj^  investigators, 
so  that  definite  requirements  must  be  fulfilled  before  any  proposed 
plan  will  receive  consideration  by  the  engineering  j^rofession.  These 
may  be  stated  briefly  as  follows  : 

1. — The  dam  must  not  overturn. 

2. — The  dam  must  not  sustain  an  intensity  of  pressure  beyond  a 
safe  and  known  limit. 

3. — The  dam  must  not  slide  on  its  base. 

4. — No  jjossible  condition  must  develop  tension  in  any  i)art  of  the 
masonry. 

It  is  the  purpose  of  this  article  to  suggest  a  new  type  of  dam, 
according  to  these  requirements,  as  far  as  they  are  reasonable,  which 
will  contain  less  masonry,  for  the  same  factors  of  safety,  than  any  of 
the  recognized  "standard  types." 

The  theory  on  which  all  investigators,  fi-om  Hazilly  to  Wegmanu, 

have  based  their  profile  sections  is  that,  the  stability  of  one  section 

being  proven,  a  uniform  construction  to  that  section  would  insure  the 

stability  of  the  whole.     While  this  is  unquestionably  true,  it  does  not 

*  Presented  at  the  meeting  of  June  4tb,  1008. 
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follow  that  uniformity  of  sectiou  is  uecessary  to  stability.  The 
writer  will  strive  to  show-  in  this  article  that  a  more  stable  and 
economical  dam  can  be  bnilt  in  the  form  of  a  buttressed  wall, 
properly  proportioned  ;  or,  the  pi'oposed  type  can  be  considered  as  a 
series  of  short,  arched  dams  between  piers  shaped  so  as  to  be 
economical  of  material,  and  with  sufficient  factors  of  safety. 

There  is  a  principle  in  hydraulic  construction  which  is  too  fre- 
qiTeutly  ignored.  It  is,  to  construct  one  water-tight  surface  and  build 
the  remainder  of  the  structure  to  support  that  surface.  The  attempt  to 
stop  leakage  that  has  gotten  through  such  a  surface  is  frequently  a  cause 
of  failure.  If  there  is  leakage  or  seepage  through  the  upper  face  of  a 
dam  of  any  of  the  standard  types,  the  formulas  for  stability  are 
founded  on  error.  The  upper  face  must  be  tight,  or  the  computed 
line  of  pressure,  when  the  reservoir  is  full,  is  wrong.  John  D.  Van 
Buren,  M.  Am.  Soc.  C.  E. ,  recognized  that  seepage  imder  the  founda- 
tion would  also  upset  the  calculations  of  the  analysts  of  the  "  standard 
type  "  dams,  but  proi^osed  as  a  remedy  another  uniform-section  type, 
very  much  heavier  than  any  of  them.* 

While  these  criticisms  also  apply  to  the  proposed  type,  the  com- 
paratively thin  parts  allow  this  seejjage  through  the  upper  face  to 
escape  before  penetration  beyond  a  known  point  in  the  masonry,  and 
the  seepage  under  the  foundation  can  escape  between  the  buttresses 
without  exerting  a  dangerous  ujjward  pressure  on  the  base.  In  either 
case,  the  point  of  leakage  can  be  more  easily  located. 

The  writer  does  not  want  to  be  understood  as  advocating  leaky 
dams;  but,  as  most  of  the  dams  in  the  world  are  leaky,  the  possibility 
of  leaks  should  not  be  neglected,  and  their  possible  effects  should  be 
reckoned  with. 

Infinite  variety  may  result  in  the  application  of  these  principles. 
One  computation  will  be  made  here  to  show  the  method  and  the  sim- 
plicity of  the  mathematics  involved.  The  solution  of  no  equations 
above  simple  ones  is  necessary.  The  portions  between  buttresses  will 
be  made  parabolic  in  horizontal  section,  which  will  avoid  all  re-entrant 
angles,  introduce  the  strongest  arch  to  support  the  greatest  pressure, 
and,  finally,  be  easier  of  computation  than  any  other  form  known  to 
the  writer.  The  crest  will  be  made  one-tenth  of  the  height,  to  agree 
with  the  crests  of  "standard  types,"  approximately.  The  uia-stream 
Transactions,  Am.  Soc.  C.  E.,  Vol.  xxxiv,  p.  493. 
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face  will  be  vertical,  though  no  more  intricate  mathematics  is  involved 
by  giving  it  a  batter.  The  line  of  the  arch  vertices  will  be  vertical, 
though  a  batter  to  this  and  the  up-stream  face  would  result  in  addi- 
tional economy  of  material.  The  profile  of  the  buttress  faces  will  be 
1  to  1,  or  45  degrees.  The  width  of  the  buttresses  at  the  face  will  be 
battered  uniformly  from  the  crest,  the  amoiint  of  batter  being  a  matter 

of  computation. 

Deduction   of  Formulas. 

Let  w  =  length  of  one  section  of  the  dam,  from  center  to  center  of 
buttresses ; 

Let  y  =  depth  from  crest,  or  height  of  dam  ; 

Let  b  =  buttress  batter,  so  that  2  b  >/  =  width  of  buttress.  Consider 
the  buttresses  first  (see  Figs.  1  and  2). 


y  2hy 

section  through  buttress.  plan  of  buttresses. 

Fig.  1.  Fig.  2. 

Area  of  Horizontal  Section. 

A  =  wy  —  ^y  (w  —  2  &  3/)  =  ^  H'  y  +"3"*-^'^  =  |"('''  +  *  ^■'^■- '  ^^^ 
Volume  from  Crest. 

V=r''Ady  =  l-fydy  +  -|^>p/<V  =  ^(3"'+8^V) (2) 

Center  of  Gravity  of  Horizontal  Area  from  OF  (see  Fig.  1). 

Take   moments  about  OY.     Let  x  =  the  distance  of  the  center  of 
gravity  from  OV. 

xA  =  wyX   '^--^y^  "3 -'^  (""  ~  '-^  ''-'^^  ^U)  ("'  +  ^  ^'-'^ 

■''-  10^  w+4by ^  ' 

Center  of  Gravity  of  Volume  from  OY. 

Distance  r=    /     A  x  <l y  =    /  "^  ('"  +  ^  '> .'/)  ^y  .'/  X  „r-M7/y  '^ ^ 


Distance  =  -^x 
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o       Sw+Sby' 

y 

Now  add  a  face  to  this  pier  or  buttress,  of  uniform  thickness,  ^ 
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Its 


vohinie  is  ~- .    Its  center  of  gravity  is  ^  up  stream  from  0  Y. 

Center  of  G^ravity  of  Face  and  Buttress,  Horizontally  from  0  Y. 
Take  moments  about  0  Y. 


Distance  = 


3.V       17  to  +  120  & y 
T60  ^     3  to  +  5  6  3/ 


This  is  down  stream  from  the  up-stream  toe  a  distance 

11  y       9  w  -f  40  &  y 
~l65  ^  3  w)  4-    5&3/  


(7) 


(8) 


The  weight  of  masonry  is  its  volume  multiplied  by  its  specific 
gravity.  For  purposes  of  comparison,  the  specific  gravity  assumed 
•will  be  the  same  as  that  used  by  Edward  Wegmann,*  M.  Am.  Soc.  C. 
E.,  i.  e.,  2*. 

Total  weight     =  W=  ^^  (3  w  +  5  i  y) (9) 


^\  ater  pressure  =  F  =  —^ 


(10) 


[Both  (9)  and  (10)  are  in  terms  of  cubic  feet  of  water.] 
The  Resultant  of  Forces. — When  the  reservoir  is  full,  the  resultant 
of    forces   is   of    the    form  z   =   m   v   -\-   c,   where   z  and  v   are   the 


usual    co-ordinates   (except   that  z  is   positive 

downward),    m  is   a   tangent   of   direction   and 

W 
is   equal    to   -p-,    and   c  is    a   constant. 

Fig.  3.) 

3y  (17  w-f  120  6y) 


0 


When  z^=  —  y,  V  = 


160  (  3  w-f  5  6y) 


Equation  (7)], 
thus. 


and 

T\ 

(See 

P > 

'kX  . 

[see 

1^    ^^ 

Fig.  3. 

''  =  9-olu<*81"- «"*y'' 


and  the  equation  to  the  resultant  becomes 

y 

900  to 


z^S^[^w  +  bby)  -f- _„f-  (481  «>-  840&y) 


135  w; 


,(11) 


*  "  The  Design  and  Construction  of  Dams,  Including  Masoniy,  Earth,  Rock-flll,  and 
Timber  Structures,  also  the  Principal  Types  of  Movable  Dams."   Fourth  edition,  1899. 
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Tills  intersects  the  base,  2  =  3/,  at 

_  y  (1257  to  +  2520  hy) 


1120  (3  w  +  5  6  y)    

This  is  up  stream  from  the  down-stream  toe  a  distance 
_  y  (2103  w  +  3080  h  y) 


1120  (3  w;  +  5  6?/) 


.(12) 
(13) 


SECTIONS  THROUGH  BUTTRESSES  OF  DAMS  FROM   10  TO  200  FT.  IN  HEIGHT, 

SHOWING  LINES  OF  PRESSURE. 

Fio.  4. 

Intensity  of  Pressure. — With  T)oth  dam  aud  foundation  rigid,  the 
intensity  of  pressure  at  cither  toe  is  the  average  pressure  multiplied 
by  the  fraction  the  numerator  of  which  is  four  times  the  width  of  the 
base  minus  six  times  the  distance  of  the  center  of  ijressure  from  the 
toe,  and  the  denominator  of  which  is  the  width  of  the  base.     In  this 

case,  it  applies  to  the  up-stream  too,  but  the  factor  must  be 

2  b  V 


I 
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applied  to  the  lower  toe,  because  tlie  pressure  is  borne  on  a  length  of 
toe  =  26  (/,  instead  of  ir.  The  average  intensity  of  pressure  is  the 
weight  divided  by  the  base,  or 

/,..-.  =  ^,  (3  "•  +  55./)    (U) 

When  the  reservoir  is  empty,  the  intensity  of  pressure  at  the  ujiper 
toe  is 

^"'-=W^(^^^'''  +  ^*^^^) ^^^) 

When  the  reservoir  is  full,  the  intensity  of  pressure  at  the  lower 

toe  is 

1083  w  +  3080  b  y 

J  max.-  6534  6  ^     ' 

With   these  formulas,  by  substituting  any  desired  value  for  the 

'to 
maximum   intensity   of  pressure,   the  ratio    -5-  can  be  obtained,     w 

should  be  taken  to  make  a  good  proportion  with  the  height  of  the 
structure,  then  b  can  be  calculated.  These  weights  and  pressures  are 
all  given  in  terms  of  cubic  feet  of  water,  so  that  the  maximum  inten- 
sities should  be  in  the  same  units. 

Sliding  on  the  Base. — The  angle  of  the  resultant  with  the  vertical  is 
the  angle  of  friction  necessary  to  stability.  Call  this  angle  a.  Then 
tan.  a  is  the  coeflBcient  of  friction  necessary  to  prevent  sliding  on  any 
horizontal  base.     Or  [see  Equations  (9),  (10)  and  (11)], 

/  =  tan.«=^=^ (17) 

Kvplanation  of  Table  No.  1. 

w 
For  reasons  given  below,  —  will  be  taken  as  1  000  in  Table  No.  1. 

Equation  (2)  gives  the  volume  of  a  buttress.     This,  added  to  the  face, 

— ^,  is  the  volume  of  the  dam  for  a  length  w,  so  that  the  volume  per 

foot  of  length  will  be 

Column  2  of  Table  No.  1  gives  this. 

Equation  (16)  gives  the  intensity  of  pressure  at  the  lower  toe  when 

w 
the  reservoir  is  full.     When  -j-  is  1  000,  this  becomes,  in  tons  of  2  000 

0 

.,       13.5  375  +  SHo  7/      ,.  .   .      .        .     ^  . 

lbs.,  — --...„- -,  which  IS  given  in  Column  3. 

The  formula  for  maximum  intensity  of  pressure  when  the  reser- 
voir is  full  (taken,  so  far,  to  agree  with  Wegmann's  hypothesis),  is 
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only  the  vertical  component  of  that  intensity.  The  actual  pressure 
is  the  weight  multiplied  by  sec.  a  (see  Equation  17),  and  is  borne  on  a 
base  which  is  the  base  so  far  considered  multiplied  by  cos.  a.  Thus, 
the  intensity  of  pressure  as  above  computed  should  be  multiplied  by 
the  square  of  sec.  a  for  the  actual  intensity  of  pressure.  This  is 
given  in  Column  4. 

Equation  (15)  gives  the  intensity  of  i^ressure  at  the  upper  toe  when 

w 
the  reservoir  is  empty.     When  -r  is  1 000,  this  becomes,  in  tons  of  2  000 

„        7  3/(1725  + ^)      ....      .         .     ^  , 

lbs.,  "  ,  which  is  given  in  Column  5. 

The  distance  from  the  lower  toe  to  the  point  on  the  base  cut  by 

the  resultant  of  weight  and  i:)ressure  is  given  by  Equation  (13).     When 

'^'     •      1  nnn    ^1  ■      1  •      .      -    y  (52  575  +  77  ?/)         ,  .   ,     . 

—  is  1000,  this  becomes,  m  feet,  -^,^;z—,,r,r7r-, — r-  >  which  is  given   in 

0  140  (600  +  y) 

Column  6. 

Similarly,  the  horizontal  distance  of  the  upper  toe  from  the  center 

w 
of  gravity  is  given  by  Equation  (8).     When  —  =  1  000,  this  becomes, 

.     ,    ,    11  y  (225  +  3/)  . 

in  feet,    f./,^^/^    , — v  >  which  is  given  m  Column  7. 
20  (600  +  3/) 

TABLE  No.  1. 


in 
feet. 

Volume 
per  foot,  ill 
cubic  feet. 

Maximum  Pressure,  in  Tons 
PER  Square  Foot. 

Distance  from  Toe 
TO    Center   of 
Pressure. 

-a 

Factor 
against 

Multi- 

over- 
turning. 

Full. 

plied  by 

Empty. 

Full. 

Empty. 

sec.'^  a. 

(1) 

(«) 

(3) 

(*) 

(5) 

(6) 

(7) 

(8) 

(9) 

10 

27.1 

5.32 

8.64 

0.50 

6.24 

2.12 

0.7SK)4 

3.84 

20 

110.2 

5.47 

8.78 

1.03 

12.47 

4.85 

0.7776 

3.84 

80 

252.0 

5.62 

8.91 

1.55 

18.67 

6.68 

0.7653 

3.35 

40 

455.1 

5.76 

9.03 

2.08 

24.85 

9.11 

0.7534 

8.86 

50 

722.2 

5.91 

9.16 

2.61 

81.00 

11.64 

0.7418 

3.86 

00 

1  0.56.0 

8.06 

9.30 

3.15 

37.14 

14.25 

0.7305 

8.36 

70 

1  459.1 

6.20 

9.44 

8.70 

43.26 

10.95 

0.7196 

3.86 

80 

1  984.2 

6.85 

9.57 

4.25 

49.35 

19.73 

0.7090 

8.86 

90 

2  484.0 

6., 50 

9.69 

4.81 

55.44 

22.60 

0.6987 

8.87 

100 

8111.1 

6.65 

9.80 

5.87 

61.51 

25.68 

0.6888 

8.87 

110 

8  818.2 

6.79 

9.92 

5.95 

07.55 

28.55 

0.6791 

3.87 

130 

4  608.0 

6.94 

10.04 

6.52 

73.59 

81.62 

0.6696 

3.88 

180 

5  488.1 

7.09 

10.18 

7.10 

79.61 

34.77 

0.6605 

8.88 

140 

6  446.2 

7.23 

10.80 

7.70 

85.02 

37.98 

0.6515 

8.88 

160 

7  500.0 

7.88 

10.48 

8.29 

91.61 

41.25 

0.6428 

8.89 

160 

8  647.1 

7.58 

10.56 

8.89 

97.59 

44.. 58 

0.6344 

8.89 

170 

0  890.2 

7.68 

10.69 

9.49 

108.55 

47.96 

0.6262 

8.39 

180 

11  232.0 

7.82 

10.81 

10.10 

109.51 

51.10 

0.6181 

8.40 

1!K) 

12  675.1 

7.97 

10.98 

10.72 

115.46 

54.  W 

0.61(18 

8.40 

200 

14  222.2 

8.12 

11.07 

11.84 

121.89 

68.44 

0.6027 

3.40 
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Column  8  gives  the  coefficient  of  friction  necessary  to  stability. 
See  Equation  (17j. 

m,      ,     ,         ,      .  ■     ,  ^        .       .     TF  by  its  arm      ,  .  , 

The  factor  of  safety  against  overturning  is    n  ,      ., ,  wnicn, 

•^     °  ^        P  by  its  arm 

with  these  assumptions,  becomes  3.3367  -f-  0.0034  ?/,  being  always  more 

than  3.33,  and  increasing  slightly  with  the  height  of  the  dam.     This 

is  given  in  Column  9. 

By  permission  of  Mr.  Edward  Wegmann,  some  of  his  figures  will  be 

given  for   comparison.      Where   possible,  his  hypotheses  have  been 

adopted  with  this  in  view.     -7-  has  been  taken  as  1  000  to  agree  with 

his  maximum  intensity  of  pressure  for  a  200-ft.  dam, 

TABLE   No.  2. 


SO-FooT  Dam. 

Wegmann's 

No.  1. 

Proposed  Dam. 

Height 

50  ft. 
5  " 
2.33 
830.7   cu.  ft. 
3.58  tons. 
3.67    " 
0.64 
2.00 

50  ft. 

Crest 

5  " 

Specific  KTdvity  of  masonry 

2.33 

Volume  per  foot  of  length 

722.2   cu.    ft. 

Maximum  pressiu-e,  reservoir  full 

5.91  tons. 

"          empty 

2.61    " 

CoeflBcient  of  friction  necessary 

0.74 

Coefficient  against  overturning 

3.35 

100-FooT  Dam. 


Height 

Crest 

Specifle  gravity  of  masonry 

\  olume  per  foot  of  length 

Maximum  pressure,  reservoir  full . . . 
•'         empty 

Coefficient  of  friction  necessary 

Coefficient  against  overturning 


Wegmann 's 

No.  2. 


100  ft. 
10  " 
2  33 
3322!7    cu.  ft. 
7.16  tons. 
7.33     " 
0.64 
2.00 


Proposed  Dam. 


100  ft. 
10  " 
2.33 
3111.1    cu.  ft. 
6.65  tons 
5.37    " 
0.69 
3.38 


200-FooT  Dam. 


Height 

Crest 

Specific  gravity  of  masonry 

\  olume  per  foot  of  length 

Maximum  pressure,  reservoir  full. . . 
'•         empty 

Coefficient  of  friction  necessary 

Coefficient  against  overturning 


Wegmann's 
No.  3. 


200     ft. 
18.74  ft. 
2.33 
15195.1    cu.  ft. 
8.13  tons. 
10.33     " 
0.56 
3.20 


Proposed  Dam. 


200  ft. 
20  " 
2  33 
14222!2    cu.  ft. 
8.12  tons. 
11.34    " 
0.60 
3.40 
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This  comparison  is  not  made  in  order  to  criticize  Mr.  Wegmann 
more  than  other  analysts,  but  because  his  figures  are  reached  after  a 
digest  of  those  of  most  previous  writers,  and  show  points  of  betterment 
over  them.  As  before  stated,  the  criticism  is  aimed  at  the  assumption 
that,  because  a  uniform  construction  to  a  safe  profile  insures  a  safe 
structure,  uniformity  is  either  necessary  or  economical. 

The  quantity  of  masonry  in  this  jjroposed  type  is  always  less  than 
in  uniform-profile  types. 

The  maximum  intensity  of  pressi;re  when  the  reservoir  is  full  is 
more  for  low  dams,  less  for  high  dams,  but  never  reaches  the  high 
pressures  of  Mr.  Wegmann's  No.  3. 

The  maximum  intensity  of  pressure  when  the  reservoir  is  empty, 
up  to  liSO  ft.  in  height,  is  less.  Above  that  height,  it  is  more.  The 
vertical  line  from  the  center  of  gravity  falls  always  above  the  middle 
third.  The  writer  has  never  been  able  to  see  the  reason  for  requiring 
it  to  fall  inside  the  middle  third.  It  does  not  fall  dangerously  near  the 
upper  toe.  A  foundation  so  yielding,  or  a  construction  so  flimsy,  that 
a  wall,  braced  on  one  side  with  substantial  buttresses,  which  would 
fail  when  not  subjected  to  side  pressure,  is  hardly  to  be  considered  in 
the  catalogue  of  dam  possibilities. 

The  factor  of  safety  against  overturning  is  greater  in  the  proposed 
type. 
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DISCUSSION. 


H.  DE  B.  Parsons,  M.  Am.  Soc.  C.  E.  (by  letter).— The  dam  de-  Mr.  Parsons. 
scribed  by  the  author  is  ijractically  a  dam  of  uniform  section 
reinforced  by  buttresses  built  against  the  down-stream  face.  This 
principle  is  not  new,  as  many  engineers  have  attempted  to  perfect 
such  designs,  when  planning  large  masonry  dams,  in  order  to  save 
yardage.  As  far  as  the  writer  is  aware,  no  such  buttress  dam  of  large 
proportions  has  been  constructed,  as  the  plans  have  lacked  the  mass 
required  for  stability,  or  have  indicated  excessive  toe  pressures.  How- 
ever, exception  might  be  made  to  some  curved  dams  (such  as  Bear 
Valley)  in  which  the  abutting  hillsides  have  replaced  the  artificial 
buttresses  proposed  by  the  author. 

In  order  to  secure  stability  against  sliding  and  overturning 
forces,  the  important  point  is  to  have  mass,  rather  than  little  mass 
mathematically  placed.  The  forces  acting  against  a  dam  are  not 
scientifically  determinable,  and,  therefore,  their  real  action  is  still 
unknown. 

The  usual  assumption  is  that  the  masonry  mass  is  solid  without 
elasticity,  or  else  solid  with  uniform  elasticity. 

With  dams  of  uniform  profile,  therefore,  care  is  taken  not  to  trans- 
gress these  assumptions,  which  are  known  to  be  only  approximate. 
Such  dams  are  calculated  on  their  sections,  each  section  being  strong 
enough,  pei-  se,  to  withstand  the  pressures  and  not  require  any  assist- 
ance from  the  adjacent  sections. 

The  author  api^ears  to  have  altered  these  so-called  standard 
assumptions  by  enlarging  their  scope  to  a  point  which  may  or  may 
not  be  true.  Thus,  he  figures  the  weight  of  the  dam  between  centers 
of  buttresses,  and  assumes  that  the  weight  will  act  through  the  cen- 
ter of  gravity  of  the  mass.  The  question  arises,  therefore,  can  the 
"weight  be  considered  as  acting  thus;  or  will  not  the  weight  of  the 
buttresses  alone  be  left  to  resist  the  total  water  pressure?  This  water 
pressure  will  surely  come  back  through  the  buttresses  on  account  of 
the  arched  form,  but  the  writer  doubts  if  much  resisting  weight  will 
be  available,  outside  of  that  of  the  masonry,  along  or  near  the  axis  of 
each  buttress. 

The  cost  of  such  a  buttressed  dam  would  probably  exceed  that  of 
a  dam  having  a  uniform  section,  on  account  of  the  increased  face 
work. 

Edwabd  Wegmann,  M.  Am.  Soc.  C.  E. — The  idea  of  constructing  a  Mr.  Wegmann. 

dam  having  a  number  of  i^iers  joined  by  vertical  arches  is  not  new. 

This  plan  naturally  suggests  itself  for  saving  masonry.     The  Belu- 

bula  Dam,*  constructed  in  South  Wales  about  1898,  was  built  in  this 

*  Engineering  News,  September  8th,  1898. 
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manner.  This  dam  lias  a  length  of  431  ft.  and  a  maximum  height  of 
60  ft.  above  the  foundation.  The  lower  part  of  the  dam  is  formed  of 
a  solid  wall  of  concrete,  23  ft.  high  at  the  lowest  part  of  the  valley. 
On  top  of  this  wall  six  brick  buttresses  are  built,  28  ft.  from  center  to 
center.  The  piers  are  joined  by  five  ellijitical  arches  of  brickwork,  4 
ft.  thick  at  the  bottom  and  1  ft.  7  ins.  thick  at  the  tojj.  The  arches 
are  inclined  down  stream  60^^  from  a  vertical  plane,  and  form  the  upper 
37  ft.  of  the  dam. 

In  connection  with  the  power  plant  of  the  Pioneer  Electric  Power 
Company,  of  Ogden,  Utah,  a  concrete  dam  100  ft.  high,  consisting  of  a 
number  of  piers  joined  by  arches,  was  proposed.  The  design  of  this 
dam  has  been  fully  described*  by  Henry  Goldmark,  M.  Am.  Soc. 
C.  E.  The  dam  was  to  consist  of  piers,  placed  48  ft.  from  center  to 
center,  and  be  joined  by  cylindrical  arches  of  concrete,  8  ft.  thick 
at  the  bottom  and  6  ft.  thick  at  the  top.  The  up-stream  faces  of 
the  piers,  and,  consequently,  of  the  arches,  were  to  be  inclined  down 
stream.  A  roadway  16  ft.  wide  was  to  be  constructed  on  top  of  the 
piers,  and  be  sujiisorted  on  arches  built  between  the  piers.  In  order 
to  insure  water-tightness,  the  up-stream  face  of  the  dam  was  to 
be  covered  with  |-in.  steel  plates.  According  to  the  bids  received, 
this  form  of  dam  was  found  to  be  from  12  to  15%  cheaper  than  an 
ordinary  dam  of  uniform  section.  The  Ogden  Dam  has  not  yet  been 
built. 

About  a  year  ago,  the  speaker  was  engaged  to  design  a  dam  160  ft. 
high,  which  was  to  consist  of  jiiers  joined  by  vertical  arches.  He  found 
that  he  could  not  improve  much  on  the  design  for  the  Ogden  dam,  as 
far  as  it  went,  viz.,  for  a  height  of  100  ft.,  and  had  only  to  make  calcu- 
lations for  an  additional  60  ft.  in  height. 

A  French  engineer  has  proposed  to  build  a  dam  as  a  straight 
wall,  having  a  comparatively  weak  section,  and  to  reinforce  it  by 
V)uttresse8  i)laced  at  regular  intervals.  Some  economy  in  con- 
struction might  jiossibly  be  effected  in  this  manner.  The  speaker 
does  not  know  of  any  dam  which  has  been  originally  built  accord- 
ing to  this  plan,  but  the  Gros  Bois  Dam,  built  in  France  in  1830  to 
1838,  was  reinforced  in  1842  by  the  construction  of  nine  counterforts, 
as  it  deflected  several  centimeters  when  subjected  to  the  full  water 
pressure.  This  dam  had  a  length  of  1  805  ft.  and  a  maximum  height 
of  93  ft. 

The  new  type  of  dam  projjosed  by  Mr.  Dillman  differs  from  the 
arched  dams  mentioned  only  in  substituting  between  the  piera 
I)arabolic  arches  for  the  ordinary  cylindrical  arches.  The  for- 
mulas which  Mr.  Dillman  has  evolved  for  his  typo  of  dam  are 
excecidingly  simi)le,  but  Mr.  Dillman's  tyi)e  is  not  the  most  oco- 
uomical  of  its  class.     Ai)])lying  his  type  to  the  proi)osod  Ogden  dam, 
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■which  was  to  be  100  ft.  high  ami  to  have  the  piers  48  ft.  from  center  Mr.  Wegmann. 
to  center,  and  comparing  it  -with  the  design  made  for  the  Ogdeu  dam, 
and,  also,  with  a  dam  having  a  uniform  cross-section,  the  result  is  as 
follows : 

Ogden  project 86  cu.  yds.  per  linear  foot. 

Dillman's  plan 115        "  "        "         " 

Uniform  dam 123 

This  shows  that,  as  far  as  strength  is  concerned,  a  considerable 
saving  in  masonry  could  doubtless  be  effected  by  building  a  dam  of 
piers  and  arches. 

There  is,  however,  another  consideration  besides  stability,  viz.,  the 
prevention  of  leakage.  In  the  case  of  a  high  dam,  even  when  its  base 
is  100  ft.  or  more  in  thickness,  some  sweating  or  leakage  will  generally 
occur.  How,  then,  could  the  thin  face  of  masonry  proposed  by  the  au- 
thor, which  was  to  have  only  the  thickness  of  one-tenth  the  height,  be 
made  water-tight '?  Ordinary  masonry  would  not  suffice  for  this  purpose. 
Steel  plates  or  asphalt  might  be  used,  but  would  add  to  the  expense  of 
the  construction. 

While  steel  plates  would  make  a  tight  face,  there  would  be  some 
difficulty  in  connecting  them  at  the  bottom  and  sides  of  the  valley  so 
that  water  could  not  pass  around  the  steel  facing.  The  speaker  had 
thought  of  using  a  facing  of  asphalt  for  a  dam  160  ft.  high,  which  was 
to  consist  of  piers  and  arches.  The  trouble  with  asphalt,  however, 
is  that  it  is  plastic.  It  could  not  be  used  for  a  vertical  face.  Experts 
in  asphalt  had  advised  the  speaker  to  give  the  dam  a  big  slope  uji 
stream  (which  was  contrary  to  the  usual  design),  and  to  imbed  the 
asphalt  between  two  layers  of  masonry.  The  objection  to  introducing 
in  a  dam  asphalt  or  steel  plates  a  certain  distance  from  the  up-stream 
face  is  that  it  breaks  the  continuity  of  the  masonry,  and  makes  the 
calculations  of  the  distribution  of  the  pressure  very  uncertain. 

The  author  used  the  ordinary  formulas  for  the  distribution  of 
I^ressure,  which  assume  it  to  be  either  uniform  or  to  vary  uniformly, 
according  to  the  position  of  the  line  of  pressure.  As  the  width  of  the 
piers  of  the  proposed  new  type  diminished  toward  the  down-stream 
face,  the  author  assumed  the  pressures  to  increase  from  what  they 
would  be  for  an  ordinary  uniform  dam,  in  proportion  as  the  width  of 
the  piers  diminished.  The  formulas  applied  for  calculating  the  dis- 
tribution of  pressure  in  an  ordinary  masonry  dam  are  based  on  the 
assumption  that  the  dam  is  perfectly  rigid.  While  this  assumption,  of 
course,  is  far  from  being  exact,  it  exaggerates,  in  all  probability,  the 
pressures  near  the  faces  of  the  dam  where  the  masonry  is  weakest, 
and,  therefore,  errs  in  the  direction  of  safety.  When  these  formulas, 
however,  are  applied  to  piers  like  those  proposed  by  the  author,  sub- 
jected not   only  to  the   water  pressure   and   their  own  weight,  but. 
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Mr.  Wegmann.  also,  to  arch  strains,  and  having  bases  that  diminish  in  width  down 
stream,  there  is  a  great  deal  of  uncertainty  as  to  the  results  obtained. 
The  more  eccentric  the  lines  of  pressure,  the  less  likelihood  of  the 
usual  formulas  for  calculating  the  maximum  pressure  being  applic- 
able to  the  case. 

The  author  states  that  he  did  not  see  the  necessity  of  limiting  the 
lines  of  pressure  to  the  center  third  of  the  profile,  a  restriction  usually 
made  in  the  designs  of  dams  since  Professor  Rankine  drew  attention 
to  this  matter  in  his  valuable  report*  on  "  The  Design  and  Construc- 
tion of  Masonry  Dams." 

According  to  the  laws  of  a  uniformly  varying  stress,  upon  which 
the  formulas  for  the  distribution  of  pressure  in  a  dam  are  based, 
tension  would  occur  in  the  face  further  from  the  line  of  pressure, 
whenever  the  latter  fell  outside  of  the  center  third  of  the  profile. 
While  it  may  seem  a  little  difficult  to  understand  how  tension  could 
occur  in  a  wall  of  masonry,  it  is  likely  to  take  place  in  the  case  of  an 
eccentric  line  of  pressure,  which  would  tend  to  tilt  the  dam.  causing 
great  pressure  near  one  face  and  a  tendency  to  open  at  the  other. 

As  regards  the  question  of  practical  construction,  Mr.  Dillman's 
type  of  dam  would  be  rather  troublesome  to  execute,  especially  if  the 
down-stream  face  were  to  be  made  of  cut  stone,  as  the  parabolas  form- 
ing this  face  are  continually  changing  according  to  the  height  of  the 
dam.     Cylindrical  arches  would  be  more  easily  built. 

Mr.  Dillman  has  stated  that  no  more  intricate  mathematics  would 
be  involved  if  the  up-stream  face  of  his  new  type  of  dam  were  battered 
instead  of  vertical.  That  might  be  the  case  if  the  weight  of  water 
resting  on  the  up-stream  face  were  not  considered  in  the  calculations. 
This  omission  might  be  safely  made  if  the  up-stream  face  were  steep, 
as  the  error  involved  would  be  trifling,  and  in  the  direction  of  safety. 
If  the  up-stream  face,  however,  had  considerable  batter,  and  was 
similar,  for  instance,  to  that  assumed  for  the  design  for  the  Ogden 
Dam,  the  weight  of  the  water  resting  on  this  face,  and  its  moment, 
would  have  to  be  included  in  the  calculations,  and,  doubtless,  would 
make  the  formulas  for  determining  the  cross-section  of  the  dam  more 
comi)licated. 

If  some  good  method  were  discovered  for  making  a  thin  wall  of 
masonry  practically  water-tight  under  considerable  i)ressure,  dams 
consisting  of  2)ierH  joined  by  vertical  arches  would  be  likely  to  be  con- 
structed in  the  future,  with  a  view  of  saving  expense.  In  our  present 
state  of  knowledge,  however,  the  design  of  such  structures  would 
have  to  be  based  upon  the  results  obtained  by  actual  construction,  low 
dams  being  built  at  lirst,  and  otliers  of  grc^ater  luaght  when  the  lower 
dams  had  stood  siHuuissfnlly  for  some  years. 
Mr.  FuIUt.  WiiiLiAM  IJ.  FuLiiUU,  M.  Am.  Soc.  C.  E.— A  dam  of  the  design  pro- 
posed by  the  author  is  worthy  of  careful  study,  and  such  study  would 
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lead  to  a  better  realization  of  the  essential  factors  which  enter  into  Mr.  Fuller, 
the  construction  of  dams.  There  are  one  or  two  details  of  this  design 
which  seem  very  favorable.  The  leakage  through  the  dam  could  be 
under  inspection,  and  controlled  so  that  exactly  what  was  occurring  at 
any  time  woiild  be  known.  If  there  is  only  a  very  thin  sheet  in  front,  and 
that  can  always  be  inspected,  it  would  be  known  whether  there  was 
anything  going  on  which  required  rejiairiug  or  taking  care  of,  and  it 
would  seem  that  this  is  a  matter  which  ought  to  be  known  about  any 
dam.  rather  than  to  know  hardly  anything  about  it,  as  in  the  so-called 
gravity  type. 

There  should  not  be  any  more  difficulty  in  making  a  dam  tight  with 
masonry  a  few  feet  thick,  say  10  ft.,  under  100  ft.  head,  as  proposed  by 
the  author,  than  there  would  be  in  making  it  tight  if  the  masonry 
were  iO  to  80  ft.  thick;  in  fact,  it  would  probably  be  easier  to  make 
the  thin  wall  tight  than  the  thick  one. 

The  speaker's  expex'ience  has  been  that,  where  there  is  a  thin  sheet 
of  masonry,  a  great  deal  more  attention  can  be  paid  to  the  detail  of  its 
construction,  and  a  great  deal  richer  proportion  of  cement  used  with 
the  concrete  or  ma.sonry  without  incurring  prohibitive  costs  of  con- 
struction. In  this  way  it  would  be  possible  to  get  a  very  much  higher 
standard  of  construction  than  is  ordinarily  obtained  when  a  large, 
thick  masonry  dam  is  built. 

The  speaker  is  of  the  opinion  that  there  will  not  be  very  much 
difference  in  the  cost  of  construction  in  either  case  ;  that  is,  the  cost 
would  be  put  into  masonry  of  a  better  quality. 

The  discussion  has  apparently  turned  on  the  fact  that  such  a  dam 
would  be  of  cut-stone  masonry,  and  therefore  very  expensive  to  con- 
struct, owing  to  the  large  amount  of  face  work.  In  these  days  it  is 
hardly  probable  that  any  such  dam  would  be  built  ;  it  would  probably 
be  of  concrete,  which  seems  to  be  the  favorable  construction  material 
at  present,  and  it  would  not  cost  much  more  per  unit  to  make  a  thin 
section  of  such  material  than  a  very  heavy  one. 

About  three  years  ago  the  speaker  had  occasion  to  design  a  dam  to 
hold  about  43  ft.  of  water,  and  made  three  difterent  designs.  One 
was  a  gravity  section,  of  concrete  ;  another  was  a  section  somewhat 
similar  to  that  proposed  by  the  author,  with  the  exception  that  it  had 
two  faces  and  the  interior  was  hollow,  the  idea  being  that  a  man  could 
pass  through  the  interior  of  the  dam  and  inspect  it  at  all  times,  and  any 
seepage  through  the  material  would  be  instantly  located.  In  order  to 
get  stability  for  such  a  design,  it  was  necessary  either  to  make  a  very 
wide  base  or  put  in  iron,  and  in  this  design  iron  was  used  to  take  np 
the  additional  stresses  instead  of  using  a  wide  base.  Another  design 
considered  the  dam  merely  as  an  iron  cantilever  truss,  entirely  sur- 
rounded with  concrete,  and  with  an  apron  of  concrete  in  front  held  up 
by  this  truss,  thus  being  very  similar  in  design  to  that  proposed  by 
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Mr.  Fuller,  the  author.  Bids  wei'e  received  on  all  three  of  these  designs,  and  the 
gravity  section  being  very  much  the  cheajjest  was  therefore  adopted 
and  built. 
Mr.  Pegram.  Geoege  H.  Pegram,  M.  Am.  Soc.  C.  E. — The  form  of  dam  pro- 
jjosed  by  the  author  aims  at  a  saving  of  masonry,  but  its  main  advan- 
tage seems  to  be  in  the  marked  increase  in  overturning  resistance 
shown  in  his  table  of  comparisons  with  the  Wegmaun  forms.  It  also 
has  the  advantage  claimed  by  the  author  of  greater  stability  against 
the  upward  pressure  of  water  leaking  imder  the  dam. 

The  tyjje  projjosed  seems  susceptible  of  very  neat  calculations,  but 
this  is  not  an  important  consideration  in  dams  of  magnitude. 

The  Pioneer  Electric  Power  Company,  of  Ogden,  Utah,  of  which 
the  speaker  was  Consulting  Engineer,  studied  the  question  of  a 
100-ft.  dam  for  the  Ogden  River,  and  some  of  the  results  are  given  in 
a  pajjer  by  Henry  Goklmark,  M.  Am.  Soc.  C.  E.* 

At  the  time  the  sjaeaker's  attention  was  called  to  the  matter,  the 
company  had  prepared  designs  for  the  ordinary  gravity  section  and 
also  for  a  steel  dam  with  a  vertical  face,  and  it  was  suggested  that,  in 
any  dam  where  the  weight  of  masonry  is  reduced,  the  up-stream  face 
should  be  inclined  so  as  to  use  the  weight  of  the  water,  and  it  is 
thought  that  this  suggestion  might  apply  to  the  form  submitted  by 
the  author  of  the  paper  under  discussion. 

In  the  case  of  the  Ogden  Dam  the  walls  of  the  canon  are  so  pre- 
cipitous that  a  diversion  of  the  river  seemed  a  serious  question,  and 
the  location  of  a  city  at  the  mouth  of  the  caiion  made  it  esjiecially 
desirable  to  design  a  dam  which  would  be  as  absolutely  safe  as  due 
considerations  of  cost  would  permit.  The  speaker  suggested  that  a 
form  be  tried  having  isolated  piers  connected  by  arches  with  im- 
pervious faces,  a  form  of  which  is  given  in  Mr.  Goldmark's  i:)aper;  the 
objects  to  be  accomi^lished  being: 

1. — The  construction  of  piers  independently,  thus  avoiding  the 
necessity  of  a  diversion  of  the  river; 

2. — The  securing  of  an  impervious  face  to  the  dam; 

8. — The  avoidance  of  uplifting  pressure  by  water  that  might  leak 
under  the  dam; 

4. — The  ability  to  get  a  better  class  of  masonry  by  building  it  in 
smaller  masses  than  in  the  ordinary  dam; 

5. — Less  total  cost. 

Cracks  in  concrete  are  apt  to  be  long,  and  hard  to  stop,  and  there- 
fore the  necessity  of  a  steel  plate  on  tlie  up-stream  face.  Large  steel 
plates,  at  the  time,  couhl  liave  been  bought  at  a  trifle  more  than  one 
cent  per  ))ound,  and  tlic!  speaker  })roi)()sod  a  design  having  isolated 
l)iers  of  triangular  form  with  an  ui)-stroam  slope  of  ;{(P,  Hi  ft.  thick, 
and  spaced  23  ft.  in  the  clear,  the  up-stream  face  being  a  coutiuuous 

*  TranaacUona,  Am.  Soc.  C.  E.,  Vol.  zzxviii,  pp.  800  and  80S. 
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steel  plate,  corrugated  with  radii  of  7  ft.  over  the  piers'  ends  and  14  ft.  Mr.  Pegram. 
between  the  piers,  the  i;p-stream  toe  to  be  enclosed  in  a  wall  of  con- 
crete, 15  ft.  thick  and  25  ft.    high,   enclosing  horizontal  angle-irons 
riveted  to   the  steel  plate  to  assist  by  its   weight   in   resisting  the 
overturning  effect. 

J.  BREicH.\rD.  M.  Am.  Soc.  C.  E. — It  is  somewhat  difficult  to  give  Mr. Breuchaud. 
an  oli'-hand  estimate  of  the  cost  of  the  masonry  in  the  author's  dam 
as  compared  with  that  in  a  dam  of  the  ordinary  section;  but  the 
speaker  believes  the  cost  would  be  greater,  because  it  would  require 
a  high  grade  of  work,  with  deep,  close-cut  beds  and  joints,  to  ensure 
anything  like  a  reasonable  degree  of  water-tightness  in  such  a  thin 
wall  as  that  proposed. 

A.  Y.  Abbott,  M.  Am.  Soc.  C.  E. — The  sj^eaker  has  had  little  ex-  Mr.  Abbott, 
perience  in  the  actual  construction  of  masonry  dams,   but  has  had 
considerable  in  the  endeavor  to  construct  masonry  in  such  a  manner 
as  to  make  it  completely  water-tight;  and  so  it  appears  to  him  that 
the  points  made  by  INIr.  Pegram  are  exceedingly  well  taken. 

There  are  two  aspects  of  engineering:  One,  the  theoretical  point 
of  view,  and  the  other,  the  adaptation  of  the  design  indicated  by 
theory  to  practical  conditions.  There  ajjpears  to  be  little  doubt 
that  a  dam  or  other  structure  intended  to  enclose  water  could  be  de- 
signed with  a  more  economical  section,  ujion  the  principles  devel- 
oped in  this  paper  and  discussion,  than  according  to  the  ordinary 
methods.  Doubtless  there  would  be  a  considerable  saving  in  the 
actual  quantity  of  masonry;  but  when  the  problem  is  presented  of 
making  water-tight  a  structure  as  thin  as  would  be  called  for  if  the 
principles  of  this  paper  were  followed  out,  a  very  difficult  problem 
is  introduced,  and  one  for  the  solution  of  which  quantity  of 
masonry  rather  than  strength  of  construction  is  required.  It  also 
seems  that  the  subdivision  of  a  dam  into  a  number  of  buttresses, 
as  is  demanded  by  the  plan  proposed  in  the  paper,  is  likely  to  intro- 
duce such  a  complication  of  stresses  as  will  make  accurate  determina- 
tion thereof,  even  theoretically,  an  exceedingly  difficult  problem,  and 
one  which  is  entirely  incapable  of  solution  under  ordinary  practical 
conditions. 

George  L.  Dillsian,   M.  Am.    Soc.  0.  E.  (by  letter). — Discussion  Mr.  Diiiman. 
has  developed  the  following  criticisms: 

1st.  The  mass  is  not  sufficient. — Mr.  Parsons  says  that  this  is  on  ac- 
count of  stability  against  sliding  and  overturning ;  Mr.  Abbott  says 
it  is  on  account  of  difficulties  in  making  the  dam  tight. 

According  to  the  generally  accepted  laws  of  friction  (which  are 
wrong,  but  which  need  not  be  discussed  here),  any  decrease  in  mass 
decreases  the  factor  against  sliding,  but  it  is  distinctly  against  ele- 
mentary engineering  to  say  of  stability  against  overturning:  "The 
important  factor  is  to  have  mass,  rather  than  little  mass  mathemat- 
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Mr.  Dillman.  ically  jjlaced."  If  mass  alone  is  to  be  considered,  what  diiFerence  does 
the  shajje  make?     The  "  standard  types  "  might  be  built  npside  down. 

Tightness  is  considered  further  on. 

2d.  The  stresses  are  not  determinabl'^. — The  stresses  may  not  be  meas- 
urable, but  they  are  more  nearly  determinable  than  stresses  in  a 
uniform-sectioned  dam,  because  the  point  where  the  water  is  cut  oflf 
is  more  nearly  known. 

The  internal  stresses  caused  by  the  setting  of  the  concrete  masonry 
are  jirobably  not  different  from  those  in  a  uniform  sectioned  dam. 
Were  these  large  enough  for  danger,  it  is  certain  that  each  buttress 
would  have  to  stand  for  itself,  as  the  thin  j^art  of  the  wall  would  trans- 
mit no  large  strain  to  the  next  buttress. 

As  for  external  forces,  weight  will  act  through  the  center  of  gravity 
more  certainly  than  in  a  dam  in  which  water  penetration  is  unknown. 
The  same  can  be  said  of  the  center  and  direction  of  water  pressure. 
It  should  be  noted  that  the  unit  can  be  considered  from  center  to 
center  of  arches  as  well  as  from  center  to  center  of  buttresses. 

3d.  The  plan  is  difficult  to  execute  and  expensive  to  build  — This  criti- 
cism is  made  most  frequently  by  those  who  speak  of  a  cut-stone  face. 
The  writer  has  no  idea  of  using  cut  stone  or  even  coursed  masonry  in 
a  dam,  except  for  coping  and  trimming.  Rubble  and  concrete  are  the 
materials  for  such  work  to-day.  Even  rubble  is  getting  to  be  inexpe- 
dient, except  to  save  cement  when  the  haul  is  expensive. 

The  curved  surface  can  be  developed  into  ajjlane,  so  that  either  the 
frames  or  the  lagging  of  the  forms  can  be  straight  lumber.  For  dams 
of  considerable  size,  frames  should  jirobably  be  up  and  down,  and  the 
lagging  bent  to  these  straight  frames.  For  lower  dams,  when  the  curv- 
ature is  sharper,  probably  horizontal  frames  with  up  and  down  lag- 
ging might  be  better.  In  either  case,  the  cost  is  not  excessive,  and  the 
parabolic  is  as  cheajj  as  any  other  curved  form. 

The  writer  is  engaged  now  in  putting  in  some  concrete  dam  work 
in  which  he  iri  using  cylindrical,  truncated-conical,  elliptical  and  para- 
bolic forms,  and,  except  for  a  few  minutes  with  his  carpenter  fore- 
man on  each  new  shape,  cannot  see  that  there  is  any  trouble,  or  much 
difference  in  cost  between  them  and  straight  forms.  There  is  no  more 
lumber  used  than  would  be  used  in  a  broken  surface  approximating 
the  curve.  The  cost  of  band-sawing  the  frames  is  insignificant,  and  a 
yard  of  cou<;rete  is  rammed  against  a  (nirv(!d  form  as  cheaply  as  against 
a  straight  one. 

4lh.  A  thin  wall  cannot  he  made  tight. — Mr.  Fuller  has  replied  to  this 
criticism  by  saying:  "It  would  probably  be  easier  to  make  the  thin 
wall  tight  than  tlie  thick  one."  That  has  also  been  the  writer's  expe- 
rience. 

There  is  another  consideration :  If  a  dam  cannot  bo  made  tight  at 
its  up-stream  face,  it  is  a  mistake  to  tighten  it  at  all.     The  u])-stream 
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face,  if  not  tight,  should  be  the  most  nearly  tight  surface.     All  water  Mr.  Diiiman. 
passing  it  shonld  be  allowed  to  escape  without  exerting  further  press- 
ure.    The  penetration  of  water  to  some  tighter  surface  is  the  principal 
sonrce  of  doubt  in  dam  stresses.     Such  penetration  practically  shifts 
the  center  of  gravity  and  the  direction  of  water  pressure. 

5th.  It  1$  not  the  most  economical  of  its  class. — No  such  claim  was  made; 
but  the  Ogden  Dam,  with  a  steel  face  anchored  to  bed-rock  or  massive 
concrete  to  stand  teusion,  is  hardly  in  the  same  class.  Economy  is 
not  the  best  point  in  the  proposed  type.  Increased  factors  of  safety, 
and  chance  for  inspection  and  repair  are  of  much  more  importance. 

The  dimensions,  batters,  curves,  specific  gravity  of  the  masonry, 
and  the  allowable  strain  used,  were  adopted  for  purposes  of  fair  com- 
parison, simplicity  and  the  avoidance  of  certain  criticisms.  The  gen- 
eral type  of  buttressed  wall  can  be  cheapened  materially  beyond  the 
particular  one  analyzed. 

6th.  It  is  not  new. — It  seems  to  the  writer  that  finding  out  what  has 
been  done,  and,  therefore,  with  certainty  what  can  be  done,  is  fully  as 
important  to  successfial  engineering  as  new  discoveries.  Besides,  it 
was  absolutely  new  to  the  writer  when,  in  the  prosecution  of  work,  he 
discovered  it.  It  seemed  new  to  some  of  his  friends  to  whom  he 
showed  it.  It  could  not  have  been  "readily  found  elsewhere,"  or  the 
Publication  Committee  of  the  Society  would  not  have  published  it. 
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Before  entering  into  a  discussion  of  tlie  series  of  exjieriments  con- 
ducted by  the  writer,  through  the  courtesy  and  assistance  of  Reginald 
H.  Thomson,  C.  E.,  City  Engineer  of  Seattle,  Wash.,  a  brief  descrip- 
tion of  Seattle's  gravity  supply  will  be  required,  in  order  to  fully 
understand  the  conditions  under  which  the  experiments  were  con- 
ducted. 

Description  of  Gravity  Sydem. — About  24  miles  southeast  of  Seattle, 
as  the  crow  flies,  the  city  has  constructed,  across  Cedar  River,  a  dam 
which  diverts  the  water  for  the  city's  domestic  water  supply  into  a 
series  of  pipe  lines,  28.52  miles  in  length,  connecting  the  dam  directly 
with  the  high-service  reservoir  in  the  city.  These  lines  consist  of  54-iu. , 
44-in.  and  42-in.  stave-pipe,  and  42-in.  steel  pipe. 

The  first  section  consists  of  2  G7U  ft.  of  54-in.  stave-pipe  extending 
from  the  intake  at  the  dam  to  th(!  settling  basin.  The  plan  and  profile 
of  this  section  are  shown  in  Figs.  1  and  8. 

The  dam  and  the  upper  i)art  of  the  .'34-in.  pipe  lino  are  shown  in 
Figs.  1  and  2,  Plate  I. 

♦  PresenUxl  llt  the  ni(>ftiii>r<)f  October  1st,  llK)a. 
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At  the  intake,  the  water  is  controlled 
by  a  large  sluice-gate,  operated  in  the 
usual  manner,  with  racks,  pinions  and 
handwheel. 

At  the  settling  basin,  Fig.  4,  the  pipe 
enters  a  well  where  the  water  is  either 
diverted  into  a  24-in.  by-pass,  by  shutting 
down  a  large  wooden  sluice-gate,  or 
allowed  to  flow  through  the  basin.  The 
opening  between  this  well  and  the  basin 
is  5  ft.  in  diameter,  and  is  built  in  the  con- 
crete wall  dividing  the  well  from  the 
basin. 

The  water  entering  the  settling  basin 
passes  through  two  sets  of  screens  extend- 
ing across  the  basin  and  through  a  iS-in. 
sluice-gate  into  the  44-in.  pipe,  the  first 
of  a  series  of  44  and  42-in.  wood  and  steel 
pipes  leading  direct  to  the  high-service  -ri 
reservoir  in  the  city.  '^ 

There  are  only  two  connections  with 
this  line;  one  24-in.  connection  leading 
to  Beacon  Hill  Reservoir  (which  was  the 
reservoir  used  in  connection  with  the  old 
pumping  system),  and  one  36-in.  connec- 
tion leading  to  the  low-service  reservoir. 
Neither  of  these  connections  is  in  use  at 
the  present  time. 

The  settling  basin  is  80  ft.  long  (includ- 
ing the  well),  25  ft.  wide  and  18  ft.  deep. 
It  is  intended  for  separating  any  foreign 
matter  which  may  pass  through  the  racks 
at  the  intake,  and  is  arranged  with  a 
by-pass,  so  tliat  it  is  not  necessary  to  shut 
down  the  lines  while  the  Imsiu  and  sea'cens 
are  being  cloauod.  It  is  drained  through 
three  24-in.  slui(!0-gatcs,  which  diKcihargo 
into  three  cast-iron  pipes  connecting  with 
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a  common  drain  tunnel.  There  is  also  a  3-in.  valve  connecting  with 
the  24:-in.  by -pass,  and  a  drain  tile  connecting  with  a  subsoil  drain 
surrounding  the  foundation,  which  also  drains  into  this  tunnel.  The 
qiiantity  of  water  coming  from  this  drain  tile  and  from  the  3-in. 
valve  was  so  small  that  the  proportion  coming  from  outside  the  basin, 
through  the  drain  tile,  has  not  been  taken  into  account.     The  drain 


hbt.  wo^  ;   y 
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Fig.  4. 


tunnel  is  rectangular  in  section,  with  an  arched  roof  built  of  concrete, 
3  ft.  wide  and  5  ft.  high  inside.  During  these  experiments  it  was  im- 
possible to  prevent  leakage  through  these  drain  valves.  The  quantity 
was  mea.sured  with  a  weir  at  the  mouth  of  the  drain  tunnel,  and  allowed 
for.  From  the  settling  basin  the  water  passes  into  the  following  pipes 
consecutively : 


I 
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71  262  ft.  of  44-in.  stave-jsipe; 

5  405      "      42-iu.  stave-pipe; 

8  982      "      42-in.  steel  pipe  across  Black  Eiver  Valley,  where 
the  maximum  pressure  is  about  470  ft. ; 
13  503      "      42-iii.  stave  pipe; 

16  545      "      42-in.  steel  pipe,  crossing  Dunlap's  Canon; 
18  163      "      42-in.  stave  pipe; 

6  385      "      42-in.  steel  pipe  crossing  a  low  divide  in  the  hill 

above  the  city ; 

7  687      "      42-iu.  stave  pipe  to  the  high-service  reservoir. 
Making  in  all : 

1  section  of    2  679  ft.  of  54-in.  stave  pipe. 

1        "         "  71  262      "      44-in. 

4  sections  "  44  758     "     42-in. 

3       "         "31912      "     42-in.  steel  pipe. 

Total. ...  150  611  ft.,  or  28.52  miles. 
The  following  are  the  principal  elevations: 

Crest  of  dam 536         ft. 

Crest  of  weir  at  high-service  reservoir 421.33    " 

Total  friction  head 114.67    ft. 

Average  per  1  000  ft 0.761  " 

It  had  been  the  intention,  originally,  to  take  such  measurements  as 
would  make  it  possible  to  determine  the  loss  of  head  in  each  of  the 
different  kinds  of  pipe,  but,  owing  to  the  impossibility  of  measuring 
the  discharge  at  any  point  in  the  line  except  at  the  head  works,  and 
the  fact  that  there  was  considerable  leakage  at  several  points  along  the 
line,  the  writer  concluded  to  confine  his  experiments  to  the  two  sizes 
of  pipes  near  the  head  works,  viz.,  the  54-in.  pipe  leading  from  the 
dam  to  the  settling  basin,  and  the  44-in.  pipe  leading  out  of  the  settl- 
ing basin  for  a  distance  of  about  4  200  ft.  These  two  lengths  being 
nearest  the  point  of  measurement,  and  under  comparatively  light 
pressure,  there  would  be;  less  danger  of  leakage,  and  it  was  possible  to 
measure  the  loss  of  licad  with  open  i)iezoniotor  tubes. 

LoailUm  of  I* iiizomHlcrH. — The  question  of  the  proper  location  of  the 
connections  with  tlic  i)iezometer  tubes  involved  u  study  of  the  ))rob- 
able  conditions  atlVicting  the  results  of  the  expcirinumts. 

It  was  desirable,  in  the  first  place,  to  make  the  distance  between 
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piezometers  as  great  as  possible,  in  order  to  reduce  to  a  minimum  errors 
in  piezometer  heights  from  various  causes.  It  was  of  importance 
to  locate  the  lower  piezometer  on  the  44-in.  pipe  so  that  the  widest 
range  of  hydraulic  grade  could  be  obtained.  It  was  also  desirable  to 
locate  the  piezometers  where  the  pipe  was  of  uniform  section,  and 
nearest  the  avei-age  diameter.  This,  however,  was  a  blind  guess,  as  it 
was  impossible  to  make  an  examination  of  the  inside  of  the  pipes  at 
that  time.  The  writer  was  fortunate  in  this  respect,  as,  by  an  exami- 
nation made  two  months  later,  it  was  found  that  the  piezometers  could 
not  have  been  placed  to  much  better  advantage. 

Piezometer  No.  1,  the  upper  one  on  the  54-in.  pipe,  was  located  232 
ft.  from  the  intake.     (See  Figs.  1  and  3,  and  Plate  II,  Fig.  1.) 

The  lower  piezometer  heights,  for  the  54-in.  pipe,  were  taken  in  the 
well  with  a  hook -gauge.  Fig.  5.     This  well  is  5x  7  ft.,        hook  gauge. 
and  19  ft.  deep  inside.     The  measurements  for  flow 
were   taken    with   a   current  meter,  from  a  platform 
suspended  in  the  well  above  the   opening  from  the 


pipe. 
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After  taking  the  first  series  of  observations  on  the 
54-in.  pipe  (from  1  to  11,  inclusive),  the  writer  had 
some  suspicion  that  the  hook-gauge  reading  did  not 
give  the  true  piezometer  height,  and  decided  to  attach 
a  piezometer  some  distance  back  of  the  well  and  take 
two  observations,  one  at  the  lowest  and  one  at  the 
highest  hydraulic  gradient  used  in  the  experiments. 
This  piezometer  (Piezometer  A,  see  Figs.  1  and  3)  was 
located  47.5  ft.  from  the  inside  face  of  the  well. 

The  hook-gauge  was  made  with  brass  fittings,  the 
rod  being  a  seamless  drawn-brass  tube.  The  hook  was 
of  steel,  with  the  point  hardened.  The  gauge  was 
fastened  to  the  well  curb.  The  hook  extended  into  a 
wooden  box  which  protected  the  surface  of  the  water 
from  the  fluctuations  prevailing  in  the  well.  As  the 
temperature  during  the  experiments  did  not  vary 
more  than  10'^,  the  changes  in  the  length  of  the  rod  were  not  suflS- 
cient  to  be  taken  into  account. 

Piezometer  No.  2  was  located  on  the  44-in.  pipe,  150.6  ft.  down 
stream  from  the  inside  wall  of  the  basin.  (See  Figs.  2  and  3,  and 
Plate  11,  Fig.  2.) 
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Piezometer  No.  3  was  located  on  the  44-in.  pipe,  4  041  ft.  down 
stream  from  Piezometer  No.  2,  on  tlie  crest  of  the  bank  above  the 
river  valley.     (See  Figs.  2  and  3,  and  Plate  II,  Fig.  3.) 

Description  of  Piezometers. — To  determine  what  resistance,  if  any, 
there  was  in  the  fittings,  in  the  lengths  of  pipe  experimented  upon, 
an  oil  differential  gauge.  Fig.  6,  had  been  constructed  to  determine 


DIFFERENCE  GAUGE 


Connect  with  two  5^in.  Hose 
Couplings,  two  pieces  X-'". . 
Ilosf  10  ft.  long  uud  two  K'" 
Corporation  Cocks  with  IIobc 
comicctioD. 


Fig.  0. 


very  slight  differences  of  pressure.  One  side  of  this  gauge  was  de- 
tached, and  the  glass  tube  and  fittings  were  attached  to  another  board 
with  a  separate  scale.  As  only  two  pie/omettM-s  wore  riMpiirod  at  any 
one  time,  these  two  tul)es  answered  for  all  purjjoses.  The  glasses 
were  g  in.  ontsid(i  diameter,  5  ft.  long  in  the  tricar,  mounted  in  com- 
mon, boiler-gauge  fittings,  on  a  l{-iu.  board.  Each  lower  fitting  was 
connected  with  10  ft.   of  J-in.  hose.     The  hose   was   connected  to  a 
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Fig.  1.— Block,  Showing  Hole  Bored  for  Attachment  of  Piezometers. 


Flo.  2.— Block,  Showing  Uolk  lioiiKi)  for  Atiachmknt  ok  I'ikzomkterh 
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l-in.  oorporatiou  cock  screwed  into  a  suitable  hole  bored  into  the 
wood  pipe. 

AttacJiment  of  Piezometers. — Instead  of  boring  tlie  hole  (for  insert- 
ing the  corporation  cock)  completely  through  the  pipe,  and  thus  mak- 
ing a  sharp  and  splintered  edge,  the  bit  was  withdrawn  as  soon  as  the 
screw  had  passed  through  into  the  interior  of  the  pipe.  This  left  a 
clean  hole,  about  -i%  in.  in  diameter,  entirely  free  from  any  internal 
projection.  (See  Plate  III,  Figs.  1  and  2.)  These  holes  were  after- 
ward examined  on  the  inside  of  the  pipe,  and  found  to  be  free  from 
any  projection. 

All  holes  were  bored  with  a  gauge  which  kept  the  bit  perpendicular 
to  the  outer  surface  of  the  pipe. 

Levels  of  Piezometers. — As  it  was  not  possible  to  shut  down  the 
gravity  system,  except  from  the  head  works,  it  was  impossible  to 
ascertain  the  static  head  at  the  several  piezometers,  except  by 
leveling. 

To  determine  the  heights  of  zero  on  each  piezometer  scale,  levels 
were  run  by  three  different  observers,  and  the  average  of  the  two 
which  agreed  most  nearly  was  taken  as  correct.  The  greatest  differ- 
ence between  any  two  observers  was  0.015  ft.  The  jirobable  error  is 
not  more  than  0.007  ft.  The  least  hydraulic  gradient  experimented 
upon  was  0.342  ft.,  so  that  the  greatest  possible  error  from  this  cause 
was  about  2  per  cent. 

Measurement  of  Flow. — There  was  no  choice  as  to  the  method 
to  be  used  for  measuring  the  discharge.  No  jsrovision  for  metering 
the  water  was  made  when  the  system  was  planned,  except  a  sharp- 
crested  weir  which  had  been  provided  in  the  gate-house  of  the  high- 
service  reservoir  at  the  discharge  end  of  the  line. 

In  any  case,  this  "weir  would  not  answer  for  measuring  the  discharge 
at  the  intake  end  of  the  line,  where  it  was  necessary  to  carry  on  the 
exjieriments  in  order  to  get  as  wide  a  range  of  friction  head  as  possi- 
ble, as  the  quantity  of  leakage  in  the  long  length  of  pipe  was  an 
uncertain  factor. 

The  measurements  for  discharge  were  made  with  Haskell's  current 
meter  C,  having  a  7f-in.  wheel,  with  the  ordinary  holding  rod  15  ft. 
long,  and  the  regular  electrical  connections,  provided  with  a  tele- 
graph sounder.  Fig.  4  shows  the  well.  The  general  arrangements 
for  holding  the  meter  in  position  are  shown  in  dotted  lines. 
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A  platform  was  liung  in  the  well  just  above  high-water  level, 
leaving,  next  to  the  wall,  an  open  space  containing  the  pipe  opening, 
about  1  It.  wide.  On  this  platform  was  laid  a  track  of  two  angle 
irons  jilaned  on  their  iipiaer  edges.  This  track  was  carefully  leveled, 
and  laid  jjarallel  to  the  face  of  the  wall  and  perpendicular  to  the  axis 
of  the  pipe.  For  the  track,  a  carriage  was  constructed  to  which  was 
attached  a  framework  to  hold  the  meter  rod  in  position  and  allow 
the  desired  vertical  and  horizontal  movements  of  the  meter — the 
horizontal  movement  being  obtained  from  the  motion  of  the  carriage 
on  the  ti-ack,  and  the  vertical  motion  from  the  movement  of  the  meter 
rod  in  a  vertical  groove  in  the  front  of  the  frame. 

It  was  found  that  the  carriage  could  not  be  made  suflSciently 
small  to  give  the  amount  of  travel  necessary  to  get  the  two  extreme 
velocity  readings  of  the  horizontal  diameter  of  the  opening,  thus 
covering  only  47  out  of  49  readings  fpr  the  whole  area  of  the  oiiening. 
To  the  top  of  the  meter  rod  was  clamped  a  block  of  wood,  6  ins.  wide 
and  18  ins.  long,  near  the  top  of  which  was  a  hole  for  inserting  a  pin 
used  to  hold  the  meter  and  carriage  in  position  on  the  board,  while 
taking  each  velocity  reading.  The  front  face  of  this  block  was  placed 
on  the  meter  rod  exactly  at  right  angles  to  the  axis  of  the  meter 
wheel,  so  that,  when  held  in  position  against  the  guide  board,  the 
axis  of  the  wheel  would  be  parallel  to  the  axis  of  the  pipe. 

The  guide  board.  Fig.  7,  was  made  of  1-in.  D.  and  M.  flooring, 
5  ft.  square,  braced  on  the  back  and  fastened  to  the  curb  of  the  well 
in  such  a  position  that,  when  the  wheel  was  in  the  center  of  the 
oiiening,  the  pin  in  the  top  of  the  block  would  be  approximately  in 
the  center  of  the  board.  A  blank  wheel,  1  in.  larger  in  diameter  than 
the  meter  wheel,  was  then  put  on  the  spindle  of  the  meter,  and  the 
meter,  with  the  rod,  etc.,  was  put  into  i)lace.  The  blank  wheel  was 
then  brought  up  against  the  inside  surface  of  the  opening  at  various 
points  on  its  circumference,  and  the  corresponding  points  on  the 
board  were  plotted  from  the  hole  in  the  block.  Through  these  points 
a  circle  was  drawn,  which  was  the  line  for  the  oiitor  set  of  holes  to  be 
used  in  locating  the  meter  for  the  velocity  readings. 

From  this  circle,  the  outside  circumference  of  the  pipe,  as  pro- 
jected on  the  board,  was  located,  and  the  center  and  four  diameter* 
were  drawn.  This  jjrojected  area  of  the  opening  was  then  divided 
into    four  (!ou(!(!ntri<t  riugs    (including  the   center),    and  a  circle  wan 
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drawn  in  the  center  of  each  I'ing;  the  holes  for  the  velocity  readings 
being  all  spaced  on  these  circles,  the  velocity  readings  would  be 
taken  in  the  center  of  each  ring.  The  average  of  the  velocity  readings 
inside  of  each  ring  was  calculated  separately  and  multiplied  by  the 
area  of  the  corresponding  ring,  to  determine  its  discharge,  the  sum 
of  the  tlischarges  of  the  separate  rings  making  the  total  discharge 
through  the  opening. 
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The  spacing  of  these  holes  on  the  circles  was  first  made  on  four 
diameters,  and  the  intervening  spaces  between  the  diameters  were 
filled  in  at  regular  intervals,  making  in  all  47  holes,  not  counting  the 
two  holes  at  the  ends  of  the  horizontal  diameter,  which  could  not  be 
used. 
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The  area  of  tlie  opening  is  19.533  sq.  ft.,  which  is  not  the  same  as 
the  area  of  the  end  of  the  pipe  (16.605  sq.  ft.),  as  the  pipe  does  not 
extend  to  the  well,  within  8  ins.,  but  is  the  same  as  the  outside  area 
of  the  i^ipe. 

Before  everything  was  in  working  order,  it  was  found  that  some 
part  of  the  frame  or  platform  had  sjjrung  sufficiently  to  misplace  the 
meter  about  1  in.,  so  that  when  the  pin  was  placed  in  the  outer  holes 
on  the  left  side  of  the  guide  board  the  meter  would  foul,  making  it 
necessary  to  boz-e  several  new  holes  on  this  side  nearer  the  center  of 
the  circle.  This  misplaced  all  other  holes  1  in.  It  was  assumed  that 
this  would  not  affect  seriously  the  general  average  of  the  discharge 
measurements;  it  was,  in  fact,  an  advantage  to  have  the  velocity 
readings  taken  closer  to  the  left  of  the  opening,  as  the  velocity  was 
higher  on  this  side  on  account  of  a  curve  to  the  right  about  50  ft. 
back  of  the  well. 

The  current  meter  was  rated  both  before  and  after  the  experiments. 
The  rating  before  the  experiments  was  not  very  satisfactory,  on 
account  of  surface  currents.  The  second  rating  was  made  under 
more  favorable  conditions,  and  the  boat  was  run  twice  in  opposite 
directions  over  the  same  course  at  each  velocity. 

Two  minutes  were  occupied  in  each  velocity  reading  at  the  well: 
One  minute  for  counting  the  sounder  and  one  for  changing  the 
l^osition  of  the  meter  rod  to  the  next  hole. 

In  order  to  determine  whether  it  would  be  necessary  to  take 
readings  from  all  the  holes  on  the  guide  board,  an  observation  was 
taken  first  at  the  lowest  velocity,  with  a  reading  at  every  hole  on  the 
guide  board  (with  the  exception  of  the  two  at  the  extremities  of  the 
horizontal  diameter).  The  order  of  taking  readings  was  as  follows: 
1,  3,  5,  0,  7,  9,  11;  2,  4,  6,  0,  8,  10,  12;  15,  19,  21,  0,  39,  37,  33;  47, 
49,  0,  30,  28;  13,  14,  18,  IG,  17,  20,  22,  23,  27,  25,  26,  29,  31,  32,  36,  34, 
35,  38,  46,  41,  42,  45,  44,  48. 

This  order  of   taking  readings  was  maintained  in  all  subsequent 
observations. 
The  discharge  at  the  opening  from  all,  or  5(1, 

readings  was 36.529  cu.  ft.  per  second. 

From  two  diameters,  or  14  readings  (1,  3,  5, 

0,  7,  9,  11  ;  2,  4,  6,  0,  8,  10,  12),  was 36.621 

From  one  diameter,  or  7  readings  (1,  3,  5,  0, 

7,  9,  11),  was 36.614         ♦'  " 
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From  one  diameter,  or  7  readings  (2,  4,  6,  0, 

8.  10,  12),  was 36.644  cu.  ft.  per  second. 

A  diflference  of  0.2%  in  favor  of  two  diameters. 

A  similar  comparison  was  made  in  Observations  5  and  6  on  the 
44-in.  pipe: 

From  all,  or  50,  readings 43.059  cu.  ft.  per  second. 

From  two  diameters,  or  14  readings 43.355         "  " 

A  diflference  of  0.7%  in  favor  of  two  diameters. 

In  Observations  9  and  10,  on  the  44-in.  pipe: 

From  all,  or  50,  readings 49.655  cu.  ft.  per  second. 

From  two  diameters,  or  14  readings 50.089         "  " 

A  difference  of  0.86%  in  favor  of  two  diameters. 

The  percentage  of  difference  would  seem  to  increase  with  the  in- 
crease of  velocity  of  discharge.  As  these  percentages  are  within  the 
limit  of  probable  error  of  the  meter,  no  conclusion  in  this  respect  can 
be  drawn. 

All  other  observations  were  taken  from  the  two  diameters,  1,  3,  5, 
0,  7,  9,  11  and  2,  4,  6,  0,  8,  10,  12,  drawn  45°  from  the  horizontal.  The 
conditions  under  which  these  experiments  were  conducted  did  not  make 
it  possible  to  take  the  time  necessary  to  take  readings  from  every  hole 
in  all  the  22  observations. 

Observation  4  was  a  repetition  of  Observation  3,  on  the  54-in.  pipe, 
the  readings  for  velocity  being  taken  from  two  diameters  in  each 
case. 

The  discharge  in  these  two  observations  was  49.222  and  48.869  cu. 
ft.  per  second,  respectively — a  difference  of  0.7  per  cent. 

Plan  of  Conducting  Experiments. — Each  set  of  experiments  required 
readings  to  be  taken  at  three  points.  In  the  experiment  on  the  54-in. 
pipe,  one  observer  was.  stationed  at  Piezometer  No.  1,  and  two  in  the 
well,  one  for  taking  readings  for  the  meter  and  one  at  the  hook-gauge. 
One  assistant  was  required  for  manipulating  the  meter. 

The  meter  readings  and  hook-gauge  readings  were  taken  every  tAvo 
minutes  and  the  i^iezometer  readings  every  minute.  No  attempt  was 
made  to  take  the  readings  of  the  different  piezometer  heights  at  the 


134  FLOW   OF    WATER   IN    WOOD    PIPES. 

same  instant,  tliougli  they  were  all  taken  during  the  same  interval  of 
time.  Before  beginning  each  observation,  the  watches  were  compared 
and  put  api^roximately  together. 

The  plan  for  the  44-in.  was  the  same  as  for  the  54-in.  pipe  experi- 
ments, excejit  that  the  hook-gauge  readings,  in  the  well,  were  no 
longer  necessary,  and  were  only  taken  occasionally,  to  determine  the 
amount  of  fluctuation,  if  any,  in  the  height  of  water  in  the  basin,  and 
to  check  the  height  of  Piezometer  No.  2.  One  observer  attended  to 
this  and  also  took  occasional  readings  of  head  on  the  waste  weii*. 

ReguVition  of  Flow. — The  minimum  flow  in  each  case  was  regulated 
by  the  normal  capacity  of  the  gravity  system.  No  material  increase  in 
the  maximum  flow  could  be  made  without  di-awing  the  hydraulic  grade 
line  below  some  of  the  summits,  located  from  4  to  15  miles  below  the 
settling  basin.  The  height  of  water  could  be  reduced  on  the  highest 
summit  aboat  5  ft.  This  height  determined  the  maximum  discharge, 
in  each  pipe,  that  could  be  obtained  during  the  experiments. 

The  flow  was  regulated,  during  the  54in.  pipe  experiments,  from 
one  of  the  24-in.  sluice-gates  draining  the  basin. 

In  the  44-in.  pipe  experiments,  the  flow  was  regulated  by  opening 
two  6-in.  blow-offs  located  in  the  valley  a  short  distance  below  Pie- 
zometer No.  3,  it  being  found  necessary  to  open  two  blow-OS's  in  order 
to  get  the  maximum  flow  allowable. 

During  Observations  1  to  7,  inclusive,  the  48-in.  sluice-gate,  at  the 
entrance  of  the  44-in.  pipe,  was  open  about  9  ins.  The  sluice-gate 
was  kejit  partly  closed,  in  order  to  bring  the  hydraulic  grade  within 
the  level  of  Piezometer  No.  3. 

During  Observations  8  to  11,  inclusive,  the  sluice-gate  was  wide 
open. 

Size  and  Condition  of  Pipes. — Until  two  months  after  the  experi- 
ments were  made,  when  that  portion  of  the  pii)e8  exi)erimouted  upon 
was  carefnlly  examined,  nothing  was  known  of  the  condition  of 
the  interior.  The  writer  was  assured  that  there  were  no  appreciable 
distortions,  and  that  tin;  pipe  had  been  measured  at  intervals  by  the 
inspector,  and  found  to  be  all  right. 

To  be  able  to  have  some  definite  knowledge  of  the  condition  of  the 
interior,  and  determine  the  average  size,  beyond  queKtion,  the  writer, 
with  one  of  the  city  draughtsmen,  Mr.  Placliy,  measured,  at  regular 
intervals  of  100  ft.,  the  vertical  and  horizontal  diameters.     Dimen- 
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sions  were  also  taken  in  the  54-in.  pipe,  at  some  intermediate  points 
where  the  distortion  was  excessive. 

The  interior  of  the  54-in.  pipe  was  badly  distorted  in  jjlaces,  as 
is  shown  in  Fig.  8,  the  jjroflle  of  the  vertical  and  horizontal  diam- 
eters being  shown.  This  distortion  is  accurate  only  at  each  100-ft. 
station. 

Fig.  9  shows  the  i^rofile  of  the  area.  The  average  diameter  was 
calculated  by  adding  the  averages  to  the  vertical  and  horizontal 
diameters  of  each  station  and  dividing  by  the  number  of  stations. 

The  areas  calculated  from  the  average  of  the  vertical  and  horizontal 
diameters  is  equivalent  to  the  area  of  an  ellipse  of  the  same  diameters. 
The  assumption  that  the  distortion  is  in  the  form  of  an  ellipse  is  only 
api^roximately  correct,  as  the  top  and  bottom  assume  a  flatter  shape 
when  distorted  by  earth  pressure.  The  error  from  this  cause  would  be 
very  slight. 

There  was  no  rupture  in  the  pipe,  due  to  distortion,  except  at  one 
point  where  the  pipe  evidently  rested  on  a  stone  which  had  bulged  in 
the  bottom  of  the  pipe,  for  the  width  of  two  or  three  staves,  and  splint- 
ered one  stave  slightly  on  the  inside.  Judging  from  the  appearance 
of  the  interior,  the  writer  does  not  believe  that  there  was  any  consid- 
erable leakage  due  to  distortion,  and,  from  the  nature  of  the  ground, 
any  leakage  that  would  aflfect  the  results  Avould  be  seen  from  the  outside 
in  the  form  of  springs. 

The  maximum  difference  between  the  horizontal  and  vertical  diam- 
eters at  any  one  station  in  the  54-in.  pipe  was  1. 187  ft. ;  the  miniiniim 
average  diameter  at  any  one  station,  4.343  ft.,  and  the  maximum  aver- 
age diameter  at  the  well,  4. 605  ft. 

The  maximum  difference  between  the  vertical  and  horizontal  diam- 
eters in  the  44-in.  pipe  was  0.448  ft.;  the  maximum  average  diameter 
at  any  one  station,  3.736  ft.;  the  minimum,  3.672  ft. 

There  was  some  growth  on  the  interior  of  the  54-in.  pipe,  in  the 
nature  of  Sponffilki.  The  whole  interior  surface,  with  the  exception 
of  the  bottom,  had  scattering  bunches  of  this  little  sponge-like  siib- 
stance,  which  required  something  of  an  effort  to  remove.  They  pro- 
jected from  the  interior  surface  of  the  pipe  about  V'lriu-.  and  each 
occupied  a  space  of  about  J  s([.  in.  This  growth  seoraod  to  bo  thickest 
ou  the  toj),  and  was  absent  ou  the  bottom.  The  44-in.  pipe  was  entirely 
free  from  any  growth.     The  interior  surface  was  very  smooth,  and  the 
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distortion  very  little,  except  in  comparatively  soft  ground — indicating 
lack  of  care  in  tamping. 

The  pipes  had  been  in  use  aboiit  one  yeav  when  this  examination 
was  made.  That  this  growth  should  be  in  the  54-in.  pipe  and  not 
at  all  in  the  44-in.  pipe  is,  perhaps,  due  to  the  difference  in  velocity; 
in  the  former  pipe  the  velocity  being  2.282  ft.  per  second,  and  3.464 
ft.  per  second  in  the  latter,  under  nominal  conditions.  It  is  not 
likely  that  the  Spongitla  could  get  lodgment  as  readily  with  the 
higher  velocity,  or,  it  may  be  that  the  settling  basin,  being  a  break  in 
the  continuity  of  the  pipe,  prevented  them  from  spreading  to  the 
44-in.  pipe. 

There  is  no  question  that  this  growth  will,  in  time,  reduce  the 
discharging  capacity  of  the  54-in.  pipe,  and  more  especially  will  it 
reduce  the  discharge  of  the  smaller  pipes,  should  it  get  lodgment  in 
them. 

Description  of  Tables. — Table  No.  1  shows  the  principal  data  from 
the  54-in.  pipe  experiments. 

Observations  1  to  11,  inclusive,  were  taken  to  determine  the  loss  of 
head  and  the  velocity  of  flow,  within  the  greatest  range  of  level  in  the 
basin  that  it  was  possible  to  obtain. 

In  Observations  1,  3,  4,  5,  6,  7,  8,  9  and  10,  the  piezometer  heights 
are  the  average  of  29  readings,  with  1-minute  intervals,  and  the 
current -meter  readings  were  taken  on  two  diameters,  each  read- 
ing for  velocity  being  taken  for  1  minute,  with  2-minute  intervals. 
The  hook-gauge  height  is  the  average  of  15  readings,  with  2-minute 
intervals. 

Observation  2  was  taken  in  the  same  manner,  except  that  there 
were  50  hook-gauge  and  meter  readings  and  101  piezometer  readings. 

Observations  12  and  13  were  taken  without  current-meter  measure- 
ments, and  with  15  readings  each  of  Piezometer  No.  1,  Piezometer 
A  and  the  hook-gauge. 

Columns  5,  7,  9  and  11  show  the  sums  of  the  average  readings 
in  Columns  4,  6,  8  and  10,  respectively,  and  the  elevations  given 
in  the  heading,  and  are  the  average  elevations  of  the  piezometer 
heights. 

Section  1  includes  the  connections  between  the  water  above  the 
dam  and  Piezometer  No.  1.  Section  2  includes  the  pipe  between  Pie- 
zometer A  and  the  well.  Section  3  includes  the  pipe  between  Piezom- 
eter No.  1  and  the  well. 
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The  reading  of  the  gauge  board  above  the  dam  cannot  be  considered 
very  accurate,  as  the  smallest  subdivision  ■was  3  ins.  It  was  taken  to 
show  by  the  observed  entry  head  (Column  14)  what  error,  if  any,  there 
might  be  in  the  heights  of  Piezometer  No.  1. 


Observed 

Calculated 

entry  head. 

entry  bead. 

Difference 

Observation  12 

0.114 

0.081 

0.033 

Observation  13 

0.372 

0.341 

0.031 

This  would  indicate  that  the  error  in  the  height  of  Piezometer  No. 
1  was  very  slight,  if  any;  probably  less  than  could  be  observed  on  the 
gauge  board,  as  a  jiart  of  this  diflference  must  have  been  due  to 
resistance  at  the  entrance. 

Column  19  shows  the  sum  of  Columns  17  and  18.  Column  20  shows 
the  quotient  of  Column  19  divided  by  the  length  given  in  the  heading 
and  multiplied  by  1  000.  Columns  21  to  24,  inclusive,  give  the  aver- 
age velocity  in  each  of  the  three  rings  and  the  center  of  the  opening  at 
the  well.  Column  25  gives  the  average  velocity  through  the  average 
section  of  the  pipe,  which  is  always  larger  than  the  average  velocity  at 
the  opening,  as  the  oijening  where  the  current-meter  measurements 
were  taken  is  larger  than  the  average  section  of  the  pipe. 

Columns  26,  27,  28  and  29  show  the  discharge,  in  cubic  feet  per  sec- 
ond, of  the  respective  rings  of  the  opening,  and  Column  30  the  total 
discharge,  which  is  the  sum  of  Columns  26,  27,  28  and  29. 

Table  No.  2  shows  the  principal  data  from  the  44-in.  pipe  experi- 
ments. In  these  experiments  there  were  only  two  sections  of  pipe: 
Section  4,  from  the  well  to  Piezometer  No.  2,  and  Section  5,  fromJPie- 
zometer  No.  2  to  Piezometer  No.  3. 

In  Observations  1  to  7,  inclusive,  the  sluice-gate  at  the  entrance 
to  the  44-iu.  pipe  was  open  only  9  ins.,  causiug  the  excessive  resistance 
shown  in  Column  13. 

During  Observations  8  to  11,  inclusive,  the  sluice-gate  was  wide 
open,  showing  the  resistance  at  the  entrance  to  be  very  slight,  as  this 
also  includes  tlie  x-esistance  in  the  basin  and  in  the  conduit  from  the 
well  to  the  basin. 

The  current-meter  measurements  were  made  at  the  same  place  and 
under  the  same  system  as  for  the  54-iu.  pipe,  except  that  from  the 
total  discharge  is  taken  the  waste  waterfrom  the  settling  basin. 


FLOW    OF   WATER    IN    WOOD    PIPES. 


133 


Cohimns  27  and  28  give  the  final  results  of  velocity  and  loss  of 
Lead. 

Beliabiliti/  of  Results. — In  conducting  these  experiments,  the  writer 
has  endeavored  to  eliminate,  as  far  as  circumstances  would  allow,  all 
sources  of  error,  and  confine  the  probable  error  within  the  limit  that 
this  method  of  measurement  ought  to  give.  He  has,  in  some  cases, 
perhaps,  gone  to  more  pains  than  necessary  in  order  that  the  reader 
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may  understand  clearly  the  conditions  under  which  the  experiments  were 
conducted.  If  there  has  been  auy  considerable  error  for  which  he  has 
not  allowed,  it  is  to  be  hoped  that  it  will  be  brought  out  in  the  dis- 
cussion. The  current-meter  measurements  are  undoubtedly  within 
2%  of  the  correct  value,  and  the  observations  for  loss  of  head  are 
within  1  per  cent.     The  size  of  the  pipe  is  obtained  from  so  many 
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separate  measurements,  48  in  the  54-in.  pipe  and  100  in  the  44-in. 
jjipe,  that  the  probable  error  in  the  average  size  of  the  pipe  must  be 
very  small. 

Care  was  taken  to  guard  against  the  accumiilation  of  air  in  the 
connections  between  the  piezometer  tubes  and  the  main  pipe.  That 
there  was  no  considerable  error  in  this  respect  is  evident  from  the 
conformity  of  the  individual  observations  to  one  line  (see  Fig.  10),  with 
the  possible  exception  of  Observation  11  on  the  54-in.  pijae. 

All  observations  of  velocity  are  within  1%  of  this  line,  except  Ob- 
servation 11,  which  is  within  2  per  cent. 

The  very  slight  difference  between  the  calculated  and  observed 
velocity  head  at  the  entrance  of  the  54  and  44-in.  pipes  proves  the 
accuracy  of  the  piezometer  heights  at  Piezometers  Nos.  1  and  2.  The 
height  in  the  well  is  checked  by  the  height  at  Piezometer  A . 

Comparison  with  Otiier  Exj)eriments. — As  far  as  the  writer  has  been 
able  to  learn,  all  the  available  data  regarding  the  loss  of  head  in  wood 
pipes  are  as  follows: 

1. — By  James  D.  Schuyler,  M.  Am.  Soc.  C.  E.,  on  a  30-in.  pipe  line  at 
Denver,  Colo.,  the  details  of  which  are  not  available.    The  value 
of  n,  in  Kutter's  formula,  is  given  as  0.0096. 
2. —By  Mr.  Fred  B.   Gutillius,  on  the  24-in.  pipe  of  the  Butte  City 
Water  Company,  in  which  he  confirms  the  use  of  0.01  as  the 
value  of  n,  in  Kutter's  formula. 
3. — By  Arthur  L.  Adams,  M.  Am.  Soc.  C.  E.,  on  an  18-in.  pipe  for  the 
City  of  Astoria,  Ore.     The  details  of  this  exi)erimont  are  given. 
The  results  show  a  value  of  rt  =  0.01,  and  c=  132.9.     Only  one 
observation  was  taken  at  a  velocity  of  3.605  ft.  per  second. 
4. — By  Arthur  L.  Adams,  M.  Am.  Soc.  C.  E.,  on  a  14-in.  pipe  for  the 
West  Los  Angeles  Water  Company.     In  all,  there  were  seven 
observations,  the  velocity  varying  from   0.691   to  1.531  ft.  jier 
second;  value  of  c,  from  99  to  113;  value  of  )i,  about  0.011. 
6. — By  Messrs.  Marx,  Wing  and  Hoskins,  on  the  72-in.    pipe  of  the 
Pioneer  Power  Plant,   at  Ogdeu,  Utah.     This  is  by  far  the  most 
complete  and  satisfactory  set  of  exi)eriuK>nt8  yet  coudiicted  to 
determine  the  loss  of  head  in  wood  pipe.     The  results  have  been 
fully  written  aboxit  and  discussed.* 
6. — By  the  writer,  on  44-in.  pipe,  as  described  in  this  paper. 
7. — By  the  writer,  on  54-in.  pipe,  as  described  in  this  pai)er. 
*  Tranaacttona,  Am.  Soc.  C.  E.,  VoIh.  .\1  imd  \liv. 
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In  Experiments  Nos.  1  and  2,  of  the  foregoing  list,  no  detailed  in- 
formation is  available  as  to  the  circumstances  and  conditions  under 
which  the  experiments  were  conducted,  and  in  No.  3  no  range  of 
velocities  was  experimented  upon. 

The  only  data  (so  far  as  the  engineering  public  is  aware)  which  can 
be  taken  as  criteria  for  the  loss  of  head  in  wood  pipe  are  those  con- 
tained in  Experiments  Nos.  4,  5,  6  and  7,  on  14-in.,  44-in.,  54-in.  and 
72-in.  pipes,  respectively.  The  range  of  velocities  experimented  upon 
in  the  14-in.  and  44-in.  pipes  is  not  as  much  as  would  be  desired,  and 
there  is  a  wide  gap  from  the  14-in.  to  the  44-in.  pipe,  and  from 
the  54-in.  to  the  72-in.  pijie.  It  cannot  be  said,  so  far  as  this  informa- 
tion goes,  that  there  is  any  very  close  conformity  in  the  results,  except 
in  the  two  larger  sizes,  which  agree  fairly  well;  but  it  is  difficult  to 
see  wherein  they  conform  with  the  results  on  the  44-in.  pipe;  at  least, 
no  general  law  can  be  formulated  that  would  seem  to  apply  to  all 
sizes,  without  the  use  of  a  coefficient  having  arbitrary  values  for  the 
diflerent  sizes  of  pipe. 

Fig.  11,  showing  the  relation  between  velocity  head  and  friction 
head,  includes  only  the  1897  exijeriments  made  on  the  72-in.  wood 
pipe  at  Ogden.  To  avoid  unnecessary  complication,  the  other  two 
experiments  are  not  given.  This  experiment  was  chosen  because  at 
that  time  the  age  of  the  pipe  was  more  nearly  comparable  with  the  age 
of  the  other  pipes  exjDerimented  upon. 

It  will  be  seen  from  Fig.  10  that  in  all  these  experiments  the  velo- 
city head,  as  compared  with  the  friction  head,  conforms  very  closely 
to  a  straight  line.  The  evidence  is  very  strong  that  a  formula  based 
upon  this  hypothesis  is  correct,  as  it  most  nearly  fits  the  experiments 
so  far  conducted.  Starting  with  this  assumption,  the  equations  for  the 
different  sizes  of  pipe  become: 

14- In.  Pipe: 

Let  H  =■  Friction  head,  in  feet ; 

h  =  Velocity  head,  in  feet  per  1  000  ft. ; 
V  =  Velocity,  in  feet  per  second. 
H^  17.00/^-1-0.0202 
F2 


^9 


64.4 

i^  — 0.0202 


17.00 


V  =  1.9463  s/  H  —  0.0202 (1) 
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44- In.  Pipe: 


54- In.  Pipe, 


72-In.  Pipe: 


11=  4:.731h  +  0.188 

F  =  3. 6895  -/^_  0.188 (2) 

5"=  3.266  A  +  0.08 

V  =  A.U05  ^ B  —  0.08 (3) 

B  =  2.65"  h-{-  0.0313 

V  =  4.9232  -/F— l)T03l3 (4) 
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On  tlio  diagram,  Fig.   11,  the  curveH  for  tlioso  sovoral   cquatious 

(1,  2,  3  aud  4j,  of  tlie  rolatiou  between  rand  //,  have  been  plotted. 

The  curves,  of  courHO,  show  the  same  conformity  to  the  individual 

observationH  as   iu   Fig.    10,    and   will    give   correct   results   for    the 

individual  sizes  of  pipe,  within  the  range  of  the  experiments  on  which 

they  are  based,  and  within  the  limit  of  uc<Mirac.v  of  tiuiHO  cxix'riments. 
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Without  dotiuite  knowledge  to  the  contrary,  and  until  a  more  com- 
plete set  of  experiments  can  be  conducted,  it  is  safer  to  use  these  data 
as  the  basis  for  any  formula  for  wood  pipe. 

These  four  equations  are  applicable  to  the  individual  sizes  of  pipe 
only,  but  they  fit  the  experimental  data  more  nearly  than  any  other 
form  of  equation  possible. 

The  -nriter,  therefore,  would  propose  the  use  of  a  general  formula, 
based  on  these  four  formulas,  of  the  following  general  form: 

r  =  e  V  D  {H—  b) (5) 

For  the  four-  sizes  of  pipe  on  which  there  are  experimental  data, 

the  values  of  e  and  b  are : 

e.  b. 

U-in.  pipe 1.799        0.0313 

44       "       1.916        0.080 

54       "       2.089        0.188 

72       "       2.003        0.020 

Interpolating  for  intermediate  sizes  of  pipes,  for  intervals  of  6  ins. 
in  size,  these  coefficients,  in  the  formula,  V  =  e  y   D  {H —  b),  are: 

e.  b. 

14-in.  pipe 1.80  0.031 

18      "         1.82  0.041 

24      «'         184  0.073 

30      "         1.86  0.114 

36      "         1.88  0.145 

42      "         1.91  0.176 

48      "         1.98  0.146 

54      "         2.09  0.080 

60      "         2.06  0.063 

66      "         2.03  0.047 

72      "         2.00  0.031 

The  values  plotted  from  Formula  5,  with  the  corresponding  coeffi- 
cients, produce  the  curves  shown  in  Fig.  11.  For  the  intermediate  sizes 
of  pipes,  the  values  of  e  and  b  are  proportional. 

The  original  formulas  (1,  2,  3  and  4),  are  of  the  form  proposed  by 
Mr.  Fenkell  in  his  valuable  contribution*  to  the  discussion  on  the 
second  series  of  experiments  on  the  Ogden  pipe  line.     Mr.  Fenkell, 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  xliv,  p.  73. 
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however,  proposes  that  the  smaller  coeflScient,  b,  is  due  to  ei'rors,  and 
should  be  dropped.  The  writer  contends  that  there  are  no  reliable 
data  to  support  this  conclusion,  except  abstract  theory,  and  that  water, 
like  gold,  is  only  where  it  is  found.  It  is  better  to  swear  by  the  values 
that  we  have  been  able  to  measure  by  practical  tests  than  make  allow- 
ances for  errors  that  may  or  may  not  exist. 

The  foregoing  values  of  e  and  h  are  for  pipes  with  smooth 
interiors,  that  have  not  been  in  use  more  than  one  year. 

A  further  factor  of  safety  should  be  allowed,  to  cover  the  increased 
loss  of  head  when  the  pipe  may  be  covered  with  a  growth  that  would 
retard  the  flow. 

.A.:p:PE3sriDi:x: . 


Waste  Weir. — The  24-in.  sluice-gates  for  draining  the  basin  leak 
considerably.  There  is  also  some  leakage  through  the  walls  of  the 
basin.  This  water,  with  the  ground-water  around  the  foundation  of  the 
walls,  which  is  all  collected  into  a  drain  tile  surrounding  the  founda- 
tion of  the  basin,  empties  into  a  concrete-lined  tunnel.  At  the  mouth 
of  this  tunnel  a  weir,  extending  the  width  of  the  tunnel,  was  put  in  for 
measuring  the  amount  of  leakage  from  the  basin.  The  crest  of  the 
weir  was  3.04  ft.  long,  without  end  contractions;  was  18  ins.  above  the 
floor  of  the  tunnel,  and  had  a  perfectly  free  discharge.  The  height 
was  measured  from  a  fixed  point,  1  ft.  back  of  the  weir,  and  carefully 
leveled  to  the  crest  of  the  weir,  with  a  micrometer  caliper,  reading 
direct  to  0.001  in.  The  height  on  the  weir  varied  from  0.1250  to  0.1259 
ft.  The  discharge,  according  to  Bazin's  formiila,  would  be  from  0.4895 
to  0.4'.).'')5  cu.  ft.  per  second;  according  to  Simpson  and  lllack well's 
formula,  0.5115  to  0.5175  cu.  ft.  per  second;  according  to  Francis'  for- 
mula, 0.442  to  0.44G  cu.  ft.  per  second. 

Simi).son  and  Blackwell's  formula  is  probably  most  nearly  correct, 
and  is  used  to  determine  the  amount  of  leakage.  The  leakage  in  the 
case  of  the  lowest  discharge  amounted  to  1.38%',  and  at  the  highest 
discharge  to  1.07  per  cent.  Any  possible  error  in  the  a])plicatiou  of 
this  formula  would  not  result  in  an  error  of  more  than  0. 15,",(,  which 
is  well  within  the  range  of  accuracy  j)ossil)lc  from  other  causes. 

Velocifi/  J  lend  nl  Well. — After  the  first  (>l(!ven  observations  had  been 
taken  on  the  54-in.  pipe,  the  writer  concluded  that,  in  order  to  find 
out  whether  there  was  any  influence  affecting  the  height  of  the  water  in 
the  well  which  could  not  bo  attributed  to  the  friction  head,  he  would 
conduct  two  observaticms,  one  at  tlu^  lowest  and  one  at  the  highest 
velocity,  with  an  additional  piezometer  (I'iezomotor  A),  located  somo 
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distance  back  of,  auil  away  from,  any  possible  influence  from  tlie  con- 
ditions prevailing  at  the  well. 

Observations  12  and  13  were  conducted  for  tMs  ptirpose.  The 
current  meter  was  not  iised.  One  observer  was  located  at  Piezometer 
No.  1  and  one  at  Piezometer  A,  and  also  one  at  the  hook-gauge  in  the 
well.  Sixteen  readings  were  taken  at  each  place  during  each  obser- 
vation, with  1- minute  intervals. 

This  experiment  brought  out  the  siirprising  result  that  the  differ- 
ence between  the  heights  of  water  at  Piezometer  A  and  the  well  was 
less  than  the  amount  due  to  friction  in  the  pipe.  This  increase  of 
head  was  0.002  at  the  lowest,  and  0.033  at  the  highest  velocity.  The 
latter  difference  was  sufficiently  large  to  prechide  any  possibility  of 
error  from  leveling,  as  the  increase  in  difference  would  not  involve 
the  question  of  leveling. 

The  cause  of  this  increase  was  not  discovered  until  the  pipe  was 
emjitied  and  the  diameter  measured,  when  it  was  found  that  the  area 
of  the  end  of  the  pipe  next  the  well  was  16.605  sq.  ft.,  the  average 
area  being  16.050  sq.  ft. 

Assuming  that  this  increase  is  due  to  velocity  head: 

Let  Fj  =:  Velocity  in  the  pipe  where  it  enters  the  well; 
v.,  :=  Average  velocity; 
H^  =  Head  at  the  well  due  to  velocity; 
Ih  =  Head  at  the  average  section  due  to  velocity; 
H  —  Velocity  head  (or  gain  of  head  at  the  well) ; 
Ai  ^=  Area  of  the  pipe  at  the  well; 
A.,  =  Average  area. 
Then: 


i?  = 
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-^, 

H,^ 

2^' 
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A^ 

A' 
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A} 
A^ 

yi 
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2^ 

(^ 

A 
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Applying  this  equation,  in  order  to  find  the  calculated  value  of  the 
gain  in  head  at  the  well  during  Observation  13,  we  have: 

F2=    4.651; 
yl,  =  16.605; 
^2  =  16.055; 
2^  =  64.4. 
From  Equation  (6),  H—  0.024. 
The  observed  value  of  H  was  0.033 
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Taking  into  account  that  this  difference  (0.009  ft.)  may  be  partly 
due  to  errors  in  leveling  and  partly  to  error  in  the  area  of  tlie  pipe  at 
the  well,  which  was  measured  by  two  diameters  only,  the  results  are 
sufficiently  near  to  conclude  that  the  effect  was  due  to  velocity  head. 

This  effect  of  velocity  head,  due  to  a  diverging  pipe  entering  a  res- 
ervoir, was  the  subject  of  a  very  elaborate  series  of  experiments  carried 
on  by  the  late  James  B.  Francis,*  Past-President,  Am.  Soc.  C.  E.,  at 
Lowell. 

He  gives  a  very  clear  account  of  the  experiments  and  results,  and 
shows  that  the  maximum  effect  from  a  submerged  diverging  tube  of 
that  particular  design  was  an  increase  of  the  velocity  in  the  smallest 
section  of  the  tube  of  23i)"o  above  the  theoretical  velocity  due  to  the 
head. 

Mr.  Francis  does  not  account  for  this  increase.  "Whether  the  above 
formula  for  head  on  Venturi,  which  is  the  same  as  given  for  the 
Venturi  meter,  would  apply  to  the  results  of  Francis'  exijeriments, 
would  be  interesting  to  know. 

Resistance  of  Fittings. — As  there  are,  in  the  entire  length  of  the 
gravity  system,  about  ninety-five  manholes,  forty- three  blow-offs, 
twenty-one  3-in.  stand-pipes,  two  36-in.  overflow  stand-jiipes,  thirty- 
two  air-valves  and  three  36-in.  gate-valves,  making  in  all  about  196 
fittings — not  including  elbows  and  T-connections  inside  the  city 
limits — it  was  important  to  find  out  what  influence  these  fittings  have 
on  the  total  loss  of  head  in  the  pipe  line;  it  being  the  original  inten- 
tion to  find  the  loss  of  head  in  each  kind  of  pipe,  in  the  gravity 
system. 

For  this  purpose  a  differential  oil  gauge.  Fig.  6,  was  made  on  much 
the  same  plan  as  described  in  the  jiaperf  by  Messrs.  Williams,  Hub- 
bell  and  Fenkell,  though  the  writer  was  not  at  the  time  aware  of  the 
existence  of  such  a  gauge  in  practical  use.  The  gauge  was  a  rather 
crude  affair,  made  from  such  materials  as  could  be  obtained  in  Seattle 
at  the  time,  and  consisted  of  two  glass  tubes,  g  in.  outside  diameter, 
connected  with  boiler  gauge-glass  fittings,  so  that  the  toi)s  of  the 
glasses  had  free  couimuuicatiou,  and  tlie  bottom  of  each  glass  could 
be  connected  through  two  pieces  of  ^-in.  hose  with  the  main  j)ipe 
above  and  below  the  fitting,  the  resistance  of  which  it  was  desired  to 
obtain.  The  connection  with  the  i)ipe  was  made  in  the  same  manner 
as  described  for  connecting  the  ])iozomoter  tubes. 

Botli  gasoline  and  coal-oil  were  used,  (lasolinc,  wliicii  was  first 
tried,  was  found  to  bo  objectionable  on  account  of  its  volatility  and 
its  i)ower  of  absorption.  ('oal-oil  was  found  to  bo  most  sorvicoablo, 
for  the  reasouH  meutionod  in  the  |>a])or  by  Messrs.  Williams,  Unbholl 
and  Fenkell. 

•  FranclH'  "  Lowell  Hydraulic  ExperlraentB,"  pages  888  to  888. 

t  "  Kxp«rliiientH  at  Detroit,  Mich.,  on  the  Effect  of  C'lirviitiire  upon  the  Flow  of 
Wiiter  ill  I'ljMrH."     TniiiHUcUons,  Am.  Hoc.*C.  E.,  Vol.  xlvii,  p.  1. 
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The  gauge  was  calibrated  by  connecting  eacli  side  with  a  barrel 
filled  with  water.  One  barrel  was  provided  with  a  hook-gauge  for 
measuring  the  height  of  the  surface  of  the  water,  and  the  other  barrel 
with  a  fixed  hook,  so  that  the  level  of  the  surface  would  be  main- 
tained. The  two  barrels  were  first  connected,  and  the  level  of  the 
surface  in  each  barrel  brought  to  the  level  of  the  fixed  hook. 

The  first  readings  were  then  taken  from  the  hook-gauge  and 
differential  gauge,  with  the  level  in  the  two  barrels  the  same.  The 
connection  between  the  two  barrels  was  then  closed  and  the  level  in 
the  barrel  containing  the  hook-gauge  was  repeatedly  lowered,  and 
readings  taken  until  the  full  range  of  the  scales  on  the  differential 
gauge  was  covered. 

The  results  of  this  calibration  made  the  specific  gravity  of  gaso- 
line 0.720  and  coal-oil  0.803.  The  temperature  was  about  40°  during 
both  experiments. 

The  result  of  each  experiment  is  the  average  of  from  15  to  20 
readings,  with  1- minute  intervals. 

TABLE  No.    3. 


44-in.  pipe,  Blow-off  No.  1 

No  2 

'•         ■'      Manhole 

54- in.      '•      Blow-off 


Reading 
of  difference 

gauge 
reduced  to 
water  head. 


0.0212 
0.0149 
0.0070 
0.0104 


Length  of 
pipe. 


14.20 
16.43 
8.36 
17.00 


Friction 
head  in  pipe. 


0.0151 
0.0175 
0.0089 
0.0058 


Friction 

head 
in  fitting. 


+0.0061 
—0.0026 
—0.0019 
+0.0046 


The  apparent  friction  head  at  these  fittings  is  undoubtedly 
influenced  by  the  velocity  head  due  to  the  considerable  differences  in 
area  which  exist  in  this  class  of  pipe,  and  woiild  account  for  the 
minus  quantities  in  the  second  and  third  experiments. 

That  the  differential  oil  gauge,  with  projser  precautions,  is  a  most 
delicate  and  accurate  device  for  measuring  differences  of  pressure,  the 
writer  has  no  doubt.  It  was  some  little  time  before  consistent  results 
could  be  obtained;  any  irregularity  or  inaccuracy  was  readily  detected 
by  reversing  the  hose  connections  so  that  the  difference  of  pressure 
came  on  opposite  sides  of  the  gauge.  It  was  found  tbat  even  a  small 
amount  of  air  suspended  in  the  water  or  oil  columns,  or  lodged  in  the 
fittings,  vitiated  the  value  of  the  results.  This,  however,  could  be 
eliminated  by  reversing  the  connections  and  taking  the  average  of  the 
two  sets  of  readings.  It  was  also  found  that  globules  of  water  would 
cling  to  the  sides  of  the  glass  in  the  oil  column  and  affect  the  results. 

The  writer's  jilan  for  making  any  future  experiments  of  this  nature 
would  be  to  make  the  gauge  in  the  form  of  a  continuous,  inverted, 
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glass  U-tube,  not  less  than  1  in.  in  internal  diameter,  connected  at  the 
top  with  a  small  glass  tube  and  valve  for  letting  out  air  and  putting 
in  oil.  The  gauge  should  be  entirely  free  from  any  iron  or  meta]  fit- 
tings where  they  would  come  in  contact  with  the  oil  column,  as  it  is 
desirable  to  see  the  entire  column  and  be  sure  there  is  no  air  or  water 
to  reduce  or  increase  the  specific  gravity  of  the  oil.  The  connec- 
tions to  the  pipe  should  be  free  from  places  where  aii-  could  lodge, 
and  the  main  pipe  should  be  tapped  at  one  side  of  the  center  to 
prevent  air  from  entering  the  connections  during  the  course  of  the 
experiment. 

In  the  measurement  of  velocity  head  in  the  Venturi  meter,  the 
"writer  believes  that  the  oil  gauge  would  give  much  more  accurate  and 
reliable  results,  though  he  is  not  aware  that  it  has  ever  been  tried.  It 
is  possible  that  fluctuations  might  be  violent,  and  interfere  with  getting 
a  close  average.  Its  effect,  however,  would  be  to  magnify  the  condi- 
tions ijrevailing  -with  the  mercury  gauge,  and  thus  make  the  average 
reading  more  accurate.  Where  very  accurate  readings  are  required 
with  either  the  piezometer  or  the  differential  gauge,  better  results 
could  be  obtained  by  eliminating  the  momentary  fluctuations  of 
pressure  which  exist  in  all  pipe  lines  of  any  considerable  length. 
This  can  be  done  by  connecting  the  pipe  leading  from  the  gauge  to 
the  main  pipe  with  a  reservoir  of. small  capacity;  ordinarily  a  6-in. 
stand-i)ipe  would  be  suflBcieut  where  the  connection  with  the  main 
j)ipe  is  small.  These  momentary  fluctuations  are  of  no  value,  as  far  as 
the  piezometer  heights  are  concerned,  and  are  of  constant  annoyance 
to  the  observer. 

This  subject  also  brings  to  the  mind  of  the  writer  the  possibility 
of  getting  much  more  satisfactory  and  consistent  results  in  pipe  lines 
by  using  the  differential  oil  gauge  to  determine  the  friction  head  in 
the  i)ipe  lines,  by  making  connection  with  a  comparatively  short  length 
of  pipe,  say  100  ft.  This  would  eliminate  many  sources  of  error. 
The  conditions  could  be  more  readily  determined,  and  the  loss  of  head 
per  100  ft.  could  be  read  on  the  differential  gauge  direct.  This  method 
■would  seem  to  be  particularly  appro])riate  where  the  pipes  are  under 
consulerable  pressure,  making  it  possible  to  dispense  with  mercury 
nianometers  and  the  complication  arising  from  necessary  corrections 
for  temperature.  It  would  be  i)ossible  to  select  a  length  of  i>ii)o  that 
would  be  mostly  free  from  influences  outside  of  the  one  influence 
sought.  Take  the  case  of  tlie  lowest  frictioual  resistance  encountered 
in  these  experiments,  viz.,  0.0;342  ft.  in  100  ft. :  The  difference  gauge 
using  coal-oil  would  sliow  a  difl'erence  of  0. 1710  in  JOO  ft.,  which  could 
be  r(!ad  (after  the  momcsntary  fluctuiitions  were  eliminated)  to  O.OOl 
ft.,  bringing  th(^  results  within  a  probable  error  of  l",i,  which  is  better 
than  can  V>e  done  with  ordinary  opcui  tube  i)iczonut('r  readings,  where 
connections  are  made  less  than  half  a  mile  ai)art. 
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Value  of  Coeffu'ierits  iu  Kutter's  Formitht. — The  values  for  c  and  n,  in 
Kutter's  formula,  would  seem  to  conform  to  the  results  from  the 
Ogden  experiments,  but  differ  widely  from  Mr.  Schuyler's  experiment 
on  the  30-in.  pipe  at  Denver,  and  the  experiments  by  Mr.  Adams  on  14 
and  18-iu.  pipes. 


In  Kutter's  formula,  V  = 


«  +  r  + 


«  +  -   +  - 


1  + 


(•'  +  T) 


nVRS. 


V'R 


TABLE  No.  4.-  54-Inch  Pipe. 


Observations. 

V. 

S  X  1  000. 

c. 

n. 

1 

2 

2.282 
2.276 
2.650 
3.067 
3.045 
3.408 
3.724 
3.924 
4.215 
4.419 
4.688 

0.342 
0.342 
0.436 
0.558 
0.5.57 
0.672 
0.783 
0.856 
0.983 
1.076 
1.162 

116.08 
115.77 
119.38 
132.13 
181.36 
123.66 
135.19 
136.10 
126.46 
136.72 
129.21 

0.0130 
0.0131 

3 

4 

5 

6 

0.0127 
0.0125 
0.0126 
0.0124 

0  0133 

8 

9 

10 

11 

0.0122 
0.0122 
0.0122 
0  0120 

TABLE  No.  5.— 44-Inch  Pipe. 


Observations. 

V. 

sxiooo. 

c. 

n. 

1 

3.464 
3.. 522 
3.685 
3.853 
3.964 
3.972 
4.075 
4.415 
4.5H5 
4.635 
4.a31 

1.067 
1.134 
1.191 
1.2G2 
1.380 
1.3U 
1.404 
1.627 
1.757 
1.757 
1.888 

110.12 
1C8  60 
110.88 
112.63 
113.87 
113.05 
112.93 
1)3.67 
113.83 
114.82 
115.45 

0  0134 

2 

0.0136 

3 

0  (1133 

4 

0.0133 

5 

0  0131 

6 

0.0131 

7 

0.0131 

11 

10 

0.0130 
0.0130 

9 

0  0)29 

8 

0.0129 

The  writer  can  offer  no  suggestion  as  to  why  the  value  of  c  should 
be  less  and  n  greater  in  the  44- in.  than  in  the  54-in.  pijie,  when,  to 
conform  to  the  results  of  other  experiments,  it  should  be  the  reverse. 
The  same  discrepancy  will  be  noticed  in  the  value  e  in  the  formula, 
V  —  e  \/  D  [H —  b),  proposed  by  the  writer. 
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The  value  of  n,  as  in  previoiis  experiments,  decreases  with  the 
velocity,  while  c  increases;  whereas  the  value  of  e,  in  the  formula, 
V  =  e '\/ D  (H  —  b),  remains  constant  for  all  velocities  in  the  same 
size  of  pipe,  within  the  range  of  the  exj^eriments  thus  far  conducted. 

The  writer  is  indebted  to  Mr.  Reginald  H.  Thomson,  Citv  Engineer 
of  Seattle,  without  whose  moral  and  financial  assistance  the  experi- 
ments could  not  have  been  undertaken  ;  to  Mr.  H.  W.  Scott,  Assistant 
City  Engineer,  for  his  assistance  as  an  observer,  and  for  maps  and 
other  information  regarding  the  gravity  system  ;  to  Mr.  E.  McCulloh, 
for  his  valuable  assistance;  to  A.  H.  Fuller,  Assoc.  Am.  Soc.  C  E., 
Professor  of  Civil  Engineering,  Washington  University,  and^  to 
Messrs.  W.  H.  Plachy  and  J.  C.  Atwood,  who  assisted  in  taking  the 
observations. 
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DISCU  SSION. 


E.  W.  ScHODEK,  Juu.  Am.  Soc.  C.  E.  (by  letter). — So  much  has  ap-  Mr.  Schoiler. 
pefti-ed  in  recent  hyclranlie  literature*  about  the  use  of  logarithms  and 
logarithmic  cross-section  paper  iu  plotting  the  results  of  experiments 
on  loss  of  head  in  pipes,  that  it  seems  remarkable  that  the  author 
apparently  did  not  avail  himself  of  this  most  efficient  means  of  exam- 
ining his  results.  If  the  loss  of  head  varies  as  any  power  of  the  velocity, 
then  a  logarithmic  plotting  will  yield  a  straight  line,  and  if  the  "  fric- 
tion head"  varies  approximately  as  the  velocity  head,  then  the  slope 
of  this  line  will  be  approximately  2.  Had  the  author  plotted  his 
results  in  this  manner  it  seems  extremely  doubtful  if  he  would  have 
projjosed  the  formulas  which  he  did. 

The  writer  presents  in  Fig.  12  a  logarithmic  plotting  of  the  data  by 
the  author,  by  Messrs.  Marx,  Wing  and  Hoskins,  and  by  Arthur  L. 
Adams,  M.  Am.  Soc.  C.  E.,  all  i-eferred  to  in  the  paper. 

It  is  evident  at  a  glance  that  the  slope  of  the  lines  for  the  44-in. 
and  the  54:-in.  jiipes  is  less  than  2.  As  nearly  as  it  can  be  scaled  the 
slope  for  both  these  lines  has  the  same  value,  1.73.  In  other  words, 
the  loss  of  head  in  the  author's  experiments  varies,  not  as  the  square, 
but  as  the  1.73ths  power  of  the  velocity. 

An  examination  of  Fig.  12  will  show  that  the  points  fit  the  lines 
much  better  than  in  the  author's  plotting  in  Fig.  10.  This  is  to  be 
expected,  in  view  of  the  fact  just  stated  concerning  the  actual  law  of 
variation.  The  author  has  carried  on  a  more  consistent  set  of  experi- 
ments than  he  himself  was  led  to  beUeve — a  most  unusual  occurrence. 

The  data  for  the  14-in.  pipe  give  the  same  slope,  1.73,  as  nearly  as 
can  be  judged,  the  number  of  observations  being  too  few  to  render  an 
accurate  determination  possible. 

Upon  plotting  the  data  of  Messrs.  Marx,  Wing  and  Hoskins' 
experiments  on  the  Ogden  72-in.  pipe  the  writer  was  puzzled  by  the 
lack  of  harmony  in  the  results.  Considering  first  the  1897  experi- 
ments on  a  2  710-ft.  section,  the  slope  of  the  line  best  representing  the 
points  is  almost  the  same  as  for  the  14-in.,  44-in.  and  54-in.  pipes,  but 
the  centers  of  gravity  of  the  five  general  groups  of  points  do  not  even 
approximate  to  a  straight-line  effect.     Exercising  his  best  judgment, 

*  Osborne  Reynolds,  F.  R.  S.,  in  Transactions,  Royal  Society,  Vol.  35. 

W.  E.  Foss,  Member,  Boston  Soc.  C.  E.,  in  Join-nai,  Association  of  Engineering 
Societies,  June.  1h94. 

Desmond  FitzGerald,  Past-President,  Am.  Soc.  C.  E.,  in  Transactions,  Am.  Soc.  C. 
E.,  Vol.  XXXV.  p.  241: 

Gardner  S.  Williams,  M.  Am.  Soc.  C.  E.,  in  Journal,  Association  of  Engineering 
Societies.  Mar.,  VMl,  pp.  170-174: 

C.  W.  Sherman,  Assoc.  M.  Am.  Soc.  C.  E.,  in  Transactions,  Am.  Soc.  C.  E.,  Vol. 
xliv,  p.  84; 

Messrs.  Williams,  Hubbell  and  Fenkell,  in  Transactions,  Am.  Soc.  C.  E.,  Vol.  xlvii, 
p.  180; 

Messrs.  Sapb  and  Schoder,  in  Transactions,  Am.  Soc.  C.  E.,  Vol.  xlvii,  p.  314. 

Undoubt«»aly  there  are  many  others  which  have  not  come  to  the  writer's  attention- 
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Mr.  Sohoder.  the  writer  has  drawn  the  clashed  line  in  Fig.  12.  This  line  is  parallel 
to  the  lines  for  the  three  smaller  pipes.  However,  if  equal  weight  be 
given  to  all  the  1897  observations,  the  slope  of  the  line  would  be 
appreciably  less  than  1.73. 

The  experiments  of  1899  on  the  long  section  (22  710  ft.)  give  a 
much  better  line,  the  slope  of  which,  however,  is  1.94  !  The  1899  ex- 
periments on  the  short  section  do  not  give  a  straight  line,  but  the 
points,  in  a  general  way,  check  roughly  the  evidence  of  the  long  sec- 
tion just  mentioned. 

How  is  this  condition  of  affairs  to  be  explained'?  The  same  experi- 
menters on  the  same  pipe  line,  in  1897,  find  that  the  loss  of  head  varies 
about  as  the  1.73ths  power  of  the  velocity  and  in  1899  find  that  the 
variation  is  as  the  1. 94ths  power  of  the  velocity !  In  other  words,  for  the 
designed  capacity  of  the  pipe  line,  or  a  velocity  of  8f  ft.  per  second, 
the  1899  experiments  indicate  a  loss  of  head  about  40)5^  greater  than 
the  1897  experiments! 

Had  the  pipe  deteriorated  in  the  two  years?  The  author  states  that 
there  was  considerable  growth  in  the  54-in.  pipe  of  the  Seattle  water- 
supply  system  as  the  result  of  one  year's  service.  There  was  not 
enough,  however,  to  make  any  appreciable  difference  apparent  be- 
tween the  slopes  of  the  lines  for  the  44-in.  and  the  54-in.  Hnes.  It  is 
quite  certain  that  any  considerable  increase  of  roughness  of  the  in- 
terior wall  of  a  pipe  will  cause  the  loss  of  head  to  vary  with  an 
increased  power  of  the  velocity. 

The  writer  hopes  that  the  question  as  to  whether  there  was  any 
difference  in  the  interior  of  the  Ogden  line  at  the  two  times  of  experi- 
mentation, in  1897  and  1899,  may  be  answered,  either  by  careful 
examination  in  the  future,  or  another  set  of  experiments.  If  the 
latter  should  be  undertaken  it  is  hoped  that  some  additional  device 
for  measuring  velocity  will  be  used  as  a  check  on  the  Venturi  meters, 
which  are  placed  just  beyond  curves  which  in  turn  follow  a 
breeches  pipe  or  Y-*  The  result  is  that  the  Avater  reaches  the  meters 
in  a  very  much  disturbed  condition,  and,  as  a  consequence,  the  read- 
ings of  the  up-stream  2)iezomoter  of  the  meter  are  far  more  unreliable 
than  if  a  long  stretch  of  straight  ])ipo  led  to  it.  The  higher  the 
velocity,  the  more  unreliable  do  the  indications  become,  so  that  at  a 
liigh  velocity,  where  measurements  are  generally  considered  most 
reliable,  tliey  are  here  most  unreliable. 

The  assumption  that  the  loss  of  head  varies  as  the  velocity  head, 
or  as  the  scjuare  of  the  velocity,  is  uudoubtodly  sufficiently  accurate 
for  most  cases  which  occur  in  designing  wHter-KUi)ply  systems,  espe- 
cially wh(!n  the  range  of  velocity  is  within  the  range  obtained  in 
r(!lial)]e  experiments,  and  when,  as  is  usually  the  caK(>,  the  l)ipe  line  in 
(luestion  is  of  cast  iron  or  of  riveted  steel,  and,  jjcrhaps,  in  addition,  is  a 

♦8«se  (loHcrlptlon  by  Menry  Goltlmiirk,  M.  Am.  Soc.  C.  E.,  Tniit.iticlinns,  .\ni.  Soi-. 
C.  E.,  Vol.  xxxviii.,  |).  271t. 
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Mr.  Schoder. 
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Mr.  Schoder.  feeder  for  numerous  branch  lines.  lu  the  case  of  long  wood  stave 
pipe  lines,  however,  which  are  perfectly  continuous,  as  in  the  case  of 
the  Ogden  and  Seattle  lines,  it  woiild  seem  that  such  an  approxima- 
tion should  be  replaced  by  a  formula  which  more  nearly  expresses  the 
conditions.  The  only  question,  as  already  hinted,  is  as  to  the  de- 
terioration of  the  pipe  owing  to  spongy  or  slimy  groAvths,  but,  cer- 
tainly, if  it  be  found  that  these  occur,  the  engineer  will  meet  the 
situation  by  devising  effective  means  for  cleaning  the  pipe  and  keej)- 
ing  it  in  the  condition  for  best  service. 

The  experiments  jjlotted  in  Fig.  12,  together  with  more  than  300 
experiments*  recently  performed  by  A.  V.  Saph,  Assoc.  Am.  Soc.  C.  E., 
and  the  writer,  on  fifteen  seamless  drawn-brass  pijjes  varying  in  diam- 
eter from  ro  in.  to  2  ins.,  with  every  laboratory  facility  for  extreme 
accuracy,  furnish  some  remarkably  harmonious  evidence  concerning 
the  loss  of  head  in  smooth,  continuous  jjipes. 

The  simplest  formula,  as  well  as  the  most  exact  one  for  such  pipes,, 
is  of  the  form  ///•=  in  V,  where  Hj^  is  the  loss  of  head  and  V  is  the 
velocity.  The  value  of  in  is  obtained  directly  from  the  logarithmic 
plotting  by  noticing  the  intercept  on  the  line  for  V=  1.  The  value  of 
n  is  equal  to  the  slope  of  the  line  drawn  through  the  plotted  points. 

The  formulas,  of  the  form  Hj.  =  m  V",  for  the  four  pipes,  the  data 
of  which  are  plotted  in  Fig.  12,  are: 


14-in.             H^  per 

1000 

ft.  ==  0.300     F'-" 

44    "               ""    " 

•* 

"  =0.125   r'-" 

54   "              "    " 

ti 

"    =0.0815  F'-" 

72    "   (1897)  "    " 

" 

"  =0.062    r'-" 

72    "   (1899)  "    " 

" 

"    =  0.048    F'-^^ 

To  thesef  may  be  added  the  formula  givqn  by  Mr.  Saph  and  the 
writer  J  for  2.09-in.  seamless  drawn-brass  pipe: 

//^.per  1  000  ft.  =  2.62  F '•'•''' 

At  the  present  time  the  writer  does  not  desire  to  comment  in  detail 
upon  these  formulas.  However,  he  would  again  point  out  the  dis- 
parity between  the  formula  for  the  1899  Ogden  series  and  the  formulas 
for  the  other  five  jnpes.  Considering  the  variation  in  the  value  of  m 
in  these  formulas,  the  evidence  of  the  five  sets  of  experiments,  for 
which  the  exponents  of  F  are  practically  the  same,  shows  that  m 
varies  inversely  as  the  1.05ths  power  of  the  diameter.  This  power  is 
the  slope  of  a  line  obtained  from  a  logarithmic  plotting  of  the  diam- 

♦  Mr.  Saph  and  the  writer  hope  to  bo  able  to  present  in  the  near  future  their  e.vperi- 
inenta!  data,  (ojfetlier  willi  a  discussion  of  tlie  worli  of  others. 

+  Attention  sliould  be  called  also  to  the  results  of  Messrs.  Williams,  llubbell  and 
Fenkell  on  h  new  l!i-in.  east-iron  i)ipe,  jjiveii  on  pa^es  IH')  and  IHI,  ■rniusdctinns.  Am. 
Soc.  C.  E.,  Vol.  xlvii.  This  line  was  laid  with  >;reat  care,  and  the  two  I  (HH)  ft.  experimental 
nectioiiH  were  preiieded  and  follow(Ml  l)y  loiiK  stretclu's  (if  tanirciil.  The  values  of  ii> 
and  ;i,  in  the  eipiation  which  (Its  this  pipe,  fall  with  remarkable  precision  where  they 
would  be  expected  in  the  logarithmic!  j)lottin>;s.  The  ecpiation  us  K'veu  is 
///•per  1  iKHift.      o.!ta:«  V  '••"' 

;  TranmctioHH,  Am.  Soc.  0.  E..  Vol.  xlvii.,  p.  HM. 
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t?ter  and  the  values  of  m.  It  appears  from  such  a  plotting  tliat,  for  the  Mr.  Schoder. 
44-in.  pipe,  either  the  losses  of  head  are  about  IS^^;"  higher  or  the 
velocities  are  about  \\%  lower  than  would  be  expected  from  the  indi- 
cations for  the  other  four  pipes.  The  author  himself  has  expressed 
surprise  at  the  non-conformity  of  the  results  of  the  44-in.  pipe  with 
those  of  the  54-iu.  and  72-in.  pipes.  It  may  be  said,  however,  that 
the  data  for  the  44-in.  pipe  are  consistent  among  themselves,  and  the 
error,  if  any,  is  in  the  nature  of  a  constant  factor.  Indeed,  the 
author's  results  plot  up  on  logarithmic  paper  in  a  way  which  compels 
admiration  and  gives  strong  evidence  of  careful  work. 

In  couclusion,  the  Avriter  would  say  that  in  laboratory  work,  even 
when  the  utmost  care  is  exercised,  ajDi^arent  inconsistencies  are  often 
found,  but  it  is  nearly  always  j^ossible  either  to  find  the  cause  or  else 
by  many  repeated  experiments  to  obtain  convincing  evidence  that 
unknown,  abnormal  causes  affected  certain  results.  Unfortunately, 
the  practicing  engineer  has  not  the  time,  nor  do  conditions  generally 
allow  such  procedure,  in  the  case  of  large  pipes  in  use.  But  the  evi- 
dence was  never  stronger  than  now  that  there  are  numerous  cases 
where  a  hydraulic  engineer  can  estimate  closely  the  performance  of  a 
pipe  line.  On  the  other  hand,  the  number  of  cases  is  legion  where 
only  rough  approximation  is  justified.  The  writer  feels  that  it  is  in 
the  hope  that  the  dividing  line  may  be  more  clearly  marked  that  the 
civil  engineer  reads  with  more  than  passing  interest  each  description 
of  new  experiments. 

A.  y.  Saph,  Assoc.  Am.  Soc.  C.  E.  (by  letter). — The  writer  has  been  Mr.  Saph. 

informed  by   Mr.  E.    W.  Schoder  as  to  the  nature  of  his  discussion 

on  this  paper,  so  that  thei-e  will  be  no  need  of  attempting  a  com- 

2>lete  discussion  of  the  results  of  observations  on  wood  stave  pipe  by 

plotting  them  logarithmically  and  obtaining  expressions  for  the  values 

of  m  and  n  in  the  general  formula  Hj=^m  V".     For  these  quantities, 

Tc 
Mr.  Schoder  obtained  n  ^=  1. 73  for  most  of  the  experiments,  and  ?w= — r— • 

The  last  result  was  quite  a  surprise,  as  the  writer  would  have  predicted 
that  the  loss  of  head  should  depend  on  about  the  1.30ths  power  of  the 
diameter  instead  of  on  the  1.05ths.  One  would  naturally  be  led  to  • 
think  that  this  would  be  so,  as  all  discussions  in  regard  to  cast-iron 
pipe  would  have  shown  this  value,  as  may  be  seen  from  the  numerous 
formulas  of  the  form  Hj-=m  V",  which  have  been  proiwsed  in  late 
years. 

The  writer,  therefore,  has  jllotted  the  observations  on  wood  pipes  and 
has  almost  checked  Mr.  Schoder,  as  far  as  the  value  of  n  is  concerned, 
but  would  extend  the  discussion  in  regard  to  the  manner  in  which  the 
values  of  m  depend  ujion  the  values  of  the  pipe  diameter.  In  order  to 
obtain  this  relation,  the  values  of  m,  as  taken  from  a  direct  logarithmic 
plotting  of  the  observed  results,  are  themselves  i^lotted  on  a  logarith- 
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Mr.  Saph.  mic  slieet  as  ordinates  with  the  corresijonding  diameters  as  abscissas. 
The  slope  of  the  resulting  straight  line  is  the  required  power  of  D,  and 
its  interce])t  on  the  axis  {D  =  1)  is  the  valne  of  the  constant  k.  If,  on 
such  a  plotting,  all  the  values  of  mare  considered,  without  any  attempt 
at  classifying,  the  mean  line  would  have  a  slope  of  1.05,  but,  in  draiv- 
ing  such  a  line,  it  will  be  noticed  that  a  number  of  points  are  situated 
at  quite  a  distance  from  it.  Assuming,  however,  that  the  n  for  the 
experiment  on  18-in.  i>ipe  is  1.74,  we  get  a  value  of  m  which,  taken  in 
connection  with  the  m  for  14-in.  pipe,  gives  a  line  having  a  slope  of 
1.29 — more  nearly  what  the  writer  believes  it  shoiild  be.  The  exj^eri- 
ments  by  Mr.  Noble  considered  alone  would  lead  to  a  higher  value,, 
but,  including  with  them  the  experiments  by  Messrs.  Marx,  Wing  and 
Hoskins,  and  taking  a  mean  line,  we  have  here  also  a  slope  of  about 
1.30.  The  two  lines,  however,  are  widely  separated,  indicating  a  large 
difference  in  the  values  of  the  constant  k,  which  is  about  0.360  for  the 
smaller  jupes  and  0.610  for  the  larger  ones.  These  values  apply  for 
losses  of  head  in  feet  per  1  000  ft.  of  length,  velocities  in  feet  per 
second,  and  diameters  in  feet. 

We  may  mention  in  addition,  the  experiment  on  24-in.  pipe  by  Mr. 
D.  C.  Henny,*  M.  Am.  Soc.  C.  E.,  which  is  usually  accredited  to  Mr. 
Gutillius.f  Mr.  Henny  says  that  the  experiment  is  not  reliable,  on 
account  of  the  manner  of  measuring  velocities,  but  it  may  be  intro- 
duced here  in  order  to  assist  in  justifying  the  classification  we  have 
made.  For  a  velocity  of  1.147  ft.  per  second  the  value  of  c,  in 
V  —  c  \/  r  a,  was  127  (Kutter  n  =  0.0103).  Upon  determining  the 
corresijonding  m  (under  the  assumption  ii  =  1.74),  we  find  the  expei'i- 
ment  to  be  much  farther  removed  from  those  on  the  large  pipes  than 
were  the  experiments  by  Mr.  A.  L.  Adams,  and  if  proper  corrections 
were  made  it  would  probably  correspond  closely  with  those  on  smaller 
pipes.  The  writer  does  not  believe  that  these  corrections  could 
possibly  })e  large  enoiigh  to  bring  it  into  the  same  class  with  the 
experiments  by  Mr.  Noble  and  Messrs.  Marx,  Wing,  and  Hoskins. 
Judging  by  the  value  of  the  Kutter  >/,  the  exi)eriment  by  Mr.  Schuyler 
would  also  fall  into  the  same  class  with  those  on  smaller  pipes. 

The  writer,  therefore,  believes  that  all  available  experiments  on 
wood  pipe  fall  into  two  groups,  both  following  the  same  law  as  to  their 
dependence  on  the  velocity  and  the  \n\to.  diameter,  but  differing  con- 
siderably in  the  values  of  the  constant,  /.-.  Even  from  a  considerution 
of  the  values  of  the  Kutter  //,  this  division  into  groups  is  made  neces- 
sary, and  tlie  huiiw  grouping  is  reached  as  by  the  method  used.  The 
cause  of  the  differences  found  is  hard  to  determine.  Messrs.  Marx, 
Wing  and  Hoskins  have  said  that  the  diflFerences  in  the  value  of  the 
Kutter  n   can  hardly  be   accounted    for  through   a   diflference  in  the 

*./ourniil,  AH8()cllitir)ii  of  KliKinc^eriiiK  SouietioH.  Vol.  xxi,  18!I8. 
iTrnnHdctimiH,  Am.  Hoc.  (-'.  K..  Vol.  xl,  IH'.IH,  p.  WW,  footnote. 
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roughness  of  the  pipe  surface,  and  the  same  statement  applies  to  the  Mr.  Sapb. 
difl'erenoes  in  the  values  of  the  constant,  k.  Curvature  suggests  itself, 
then,  as  a  possible  cause.  The  investigations  by  Messrs.  Williams, 
Hubbell,  and  Feukell*  show  that  the  long,  easy  curves  cause  greater 
excess  losses  of  head  than  sharp  ones,  beyond  a  limiting  radius,  which 
would  not  occur  in  wood  pipe  lines,  a  fact  which  has  a  particular 
bearing  on  large  wood  pipe  investigations.  The  curvature  effects, 
besides  depending  on  the  degree  of  curvature,  would  also,  in  a  long 
line  of  pipe,  depend  on  the  ratio  of  total  curved  length  to  total  true 
tangent  length.  Therefore,  in  the  experiments  by  Mr.  Noble,  as  well 
as  in  all  others  on  wood  pipe,  it  would  have  been  interesting  to  have 
had  some  data  in  regard  to  the  excess  loss  due  to  the  curves,  in  order 
to  account,  if  possible,  for  the  great  difference  in  experimental 
results,  and  also  to  afford  general  information  in  regard  to  curvature 
effects. 

It  will  also  be  noticed  in  connection  with  the  values  given  for  the 
velocities,  that  the  velocity  in  the  center  ring  is  always  less  than  that 
in  the  adjacent  ring.  Upon  plotting  these  velocities,  a  very  flat  curve 
results,  which  bears  but  little  resemblance  to  cycloids  or  ellipses.  This 
may  be  due  to  the  enlargement  at  the  well,  but  it  seems  hardly  prob- 
able that  it  can  be  wholly  accounted  for  in  this  way.  If  it  can  be, 
however,  it  would  lead  to  the  conclusion  that  velocity  curves,  for  both 
enlargements  and  contractions,  are  similar,  because  similar  curves  were 
obtained  by  John  K.  Freeman,  M.  Am.  Soc.  C.  E.,  for  nozzles,  f 

Reference  to  the  jjlan  of  the  54-in.  pipe  shows  that  Piezometer  A 
was  situated  at  the  point  of  tangency  of  a  curve,  and  that  there  was 
only  a  short  length  of  tangent  between  Piezometer  A  and  the  well. 
Therefore,  it  would  be  interesting  to  know  if  the  individual  velocities 
as  measured  showed  any  appreciable  effect  due  to  the  curve  above. 
The  flattened  velocity  curves  might  be  accounted  for  in  this  way,  as 
similar  velocity  curves  are  obtained  by  taking  corresponding  points 
from  the  velocity  contour  map  :|:  presented  by  Mr.  Schoder  and  the 
writer  in  connection  with  their  discussion  of  the  paper  by  Messrs. 
"Williams,  Hubbell  and  Fenkell.  If  curvature  effects  are  shown  at  the 
well,  the  averaging  of  observation  to  get  the  velocities  in  the  rings 
would  lead  to  results  somewhat  in  error.  For  the  same  reason. 
Piezometer  A  would  read  low  and  account  for  that  part  of  the 
difference  between  the  water  heights  at  Piezometer  A  and  the  well 
which  has  not  already  been  accounted  for  except  through  possible 
errors.  However,  the  full  natural  effect  of  the  curve  might  not  have 
shown  itself  on  account  of  the  reversal  of  curvature  above. 

Mr.  Noble's  experiments  show  careful  and  intelligent  work,  and 
have  advanced  materially  our  knowledge  of  the  resistances  to  the  flow 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  xlvii,  1902. 
+  Transactions,  Am.  Soc.  C.  E.,  Vol.  xxl,  1889. 
t  Transactions,  Am.  Soc.  C.  E.,  Vol.  xlvii,  p.  301. 
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r.  Merriman. 


Mr.  Saph.  of  water  in  ■wood  stave  ijipes.  There  is  a  need,  liowever,  for  more  ex- 
l)eriments  of  the  same  kind,  especially  on  diameters  between  18  ins. 
and  44  ins.,  and,  when  these  are  performed,  it  is  hoped  that  the  eflfects 
of  the  curves  will  be  investigated. 

Mansfield  Merriman,  M.  Am.  Soc.  C.  E.  (by  letter). — The  quantity, 
b,  which  is  found  in  the  formulas  on  pages  136-137,  does  not  appear 
to  be  due  to  accidental  errors  of  observation,  but  probably  results 
from  some  constant  cause.  From  an  inspection  of  the  results  given  in 
Fig.  11,  it  is  seen  that  the  highest  velocities  occurred  in  the  44-in.  pipe, 
for  which  the  value  of  b  is  0. 188,  and  that  the  lowest  velocities  occurred 
in  the  14-in.  jjipe,  for  which  the  value  of  h  is  0.020,  while  for  the  other 
pi  lies  both  the  velocities  and  the  values  of  b  lie  between  these  limits. 
This  is  more  clearly  shown  by  Table  No.  6. 


TABLE  No.  6. 


Diameter  of  pipe  (inches) 

Greatest  velocity , 

Least  velocity 

Average  velocity  

Value  of  6 


4 

1.6  ft.  per  second. 
0.7 


These  values  of  b,  at  first  sight,  appear  to  have  little  relation  to  the 
diameter  of  the  pipe,  but  it  is  plain  that  they  increase  with  the  average 
velocity  under  which  the  observations  were  made. 

Roughly,  the  four  values  of  b  deduced  by  the  author  are  propor- 
tional to  the  squares  of  the  foregoing  average  velocities  in  the  four 
sets  of  observations,  as  shown  in  Table  No.  7. 


TABLE  No. 

7. 

( Average  V)- 

1(5.8 
O.lfW 
0.188 

11.6 
0.116 
0.080 

6.2 

0.062 

0.031 

1.0 

0.010 

Value  of  h 

0.020 

Now,  as  the  square  of  a  velocity  is  closely  proijortional  to  the  lost 
head,  it  is  clear  that  b,  for  any  set  of  observations,  should  be  approxi- 
mately proportional  to  the  average  head,  //,  under  which  that  set  was 
made.  Several  experimc^nts  made  under  high  heads  should  give  a 
higher  value  of  b  than  several  made  under  low  heads.  Tliis  is  seen  to 
])e  the  case  with  the  four  series  represented  griij>hically  in  Fig.  10. 

A  i)robablc  reason  has  occurred  to  the  writer  why  the  systematic 
errors  represented  by  b  ap])ear  in  the  formulas  deduced.  It  is  that  the 
piezomciter  readings  do  not  give  the  exact  hydraulic  gradient  which 
corr(!Si)ouds  to  the  mean  velocity  of  flow  in  the  i)ipe.  The  ])iezoincters 
measure  the  pressures  at  the  circuinfcnMicc  of  tlie   pipe  wlicre  losses 


DISCUSSION    ON    FLOW    OF    WATER   IN    WOOD    PIPES. 


]53 


oce\ir  by  both  slidiug  autl  eild ying  friction.     These  frictional  losses  are  Mr.  Merriman 

probably  greater  than  those  Avhich  prevail   for  a  filament  where  the 

velocity  is  equal  to  the  mean  velocity.     If  so,  the  hydraulic  gradient 

obtained  by  taking  differences   of  piezometer  readings  has  a  steeper 

slope  than  that  corresponding  to  the  mean  velocity  of  flow.     Hence 

the  losses  of  head  per  thousand  feet,  represented  by  H,  are  too  great, 

and  it  has  been  shown  that  they  are  greater  for  large  friction  heads  than 

for  small  ones.     The  quantity,  h,  from  this  point  of  view,  is  a  correction 

to  be  applied  to  the  observed  friction  head,  H,  in  order  to  give  the  true 

friction  head,  H  —  b,  which  corresponds  to  the  mean  velocity,   V. 

The  writer  jiuts  forth  this  hypothesis  as  a  tentative  one,  only,  trust- 
ing that  it  may  lead  to  further  discussion.  He  is  not  fully  convinced 
that  the  hypothesis  gives  the  true  reason  why  h  appears  in  the  for- 
mulas, but,  that  the  values  of  b  vary  with  the  average  velocity  head  in 
the  different  sets  of  observations,  ajipears  to  be  fully  established  by  the 
data  of  the  jjaper. 

Using  the  author's  notation,  the  formula  for  the  mean  velocity,  V, 
in  a  pipe  of  diameter  D,  due  to  a  loss  of  head  of  H  feet  per  thousand,  is 

V^eV  I>{H—b). 
Xow,  as  h-  is  small  compared  with  H,  an  approximate  value  of    F^  is 
e"  D  H,  and  as  it  has  been    shown  that  b,  for  these  wood  pipes,  is 
closely  proportional  to  V^,  an  algebraic  expression  for  it  is, 

b  :=  constant  X  e^  I)  H. 
The  quantity  b,  therefore,  turns  out  to  be  proijortional,  both  to  the 
friction  head,  as  deduced  from  the  jjiezometer  readings,  and  to  the 
diameter  of  the  pipe. 

The  values  of  b  computed  from  this  expression,  taking  the  constant 
as  0.009,  are  shown  in  Table  No.  8.  A  comjjarison  of  these  with  the 
values  deduced  by  the  author  shows  an  agreement  which  is  perhaps 
sufficiently  close  to  give  some  support  to  the  hypothesis  advanced  by 
the  writer. 

TABLE  No.  8. 


Substituting  the  algebraic  expression  for  b  in  the  foregoing  velocity 
formula,  it  becomes, 

V=e  V 1^  (i/  — 0.009  e^  DH), 
in  which  the  quantity,  0.009  d-  Jj  H,  may  be  regarded  as  a  correction  to 
be  subtracted  from  the  observed  friction  head,  B,  in  order  to  reduce 
it  to  the  friction  head  which  corresponds  with  the  mean  velocity,  V. 
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Merriman.  The  single  observation  made  by  Mr.  A.  L.  Adams  on  an  18-in.  wood 
pipe  furnishes  the  data  for  computing  e  by  the  help  of  the  foregoing- 
formula,  as  all  the  other  quantities  are  known.  Thus,  from  V=  3.63  ft. 
per  second,  H  =  1.97  ft.  per  thousand,  and  I)  =  1.50  ft.,  there  is  found 
e  =  2.18,  and  then  0.009  e-  I)  H  ^  0.128,  whereas, 

V=  2.18  V B{H  -  0.128)  =  2.67  \///— 0.128 
is  the  formula  for  this  wood  pipe  under  the  given  data.  Had  the 
observation  been  taken  under  a  smaller  head,  the  value  of  b  would  have 
been  smaller.  The  interpolated  values  for  this  case  given  by  the  author 
on  page  137,  are  e  =  1.82  and  b  =  0.041.  The  above  discussion  indi- 
cates, however,  that  interpolation  in  this  case  is  not  fully  justified,  for, 
although  18  ins.  lies  between  14  and  44  ins.,  the  mean  velocity  and  the 
friction  head  for  the  18-in.  pipe  are  outside  of  the  limits  of  those 
observed  on  the  other  two  pipes,  as  is  seen  by  Fig.  11. 

The  values  of  the  coefficient,  e,  deduced  by  the  author,  generally 
increase  with  the  diameter  of  the  pipe.  This  is  in  agreement  with  the 
law  usually  found  to  hold  for  pipes  and  conduits.  How  e  varies 
with  H,  however,  is  not  apparent  from  the  data.  According  to  Kut- 
ter's  formula,  e  should  increase  with  //  when  the  hydraulic  radius  of 
the  pipe  is  less  than  one  meter,  and  this  is  the  case  w^ith  all  these  wood 
pipes.  According  to  Bazin's  formula,  e  should  be  independent  of  H. 
It  is  clear  that  the  influence  of  H  upon  e  will  be  much  less  than  that 
of  D.  The  writer  has  made  several  attempts  to  deduce  a  formula  for 
e  in  terms  of  //and  D,  from  the  author's  data,  but  they  have  not  been 
sufficiently  successful  to  record  here.  Probably  the  different  degrees 
of  roughness  of  the  pipes  obscure  the  influence  of  the  differeut  heads. 
For  the  present  and  immediate  future  the  values  of  e  dediiced  by  the 
author  in  his  interesting  and  valuable  paper  must  be  used  for  wood 
pipes,  but  the  present  discussion  indicates  that  the  probable  value  of 
the  quantity,  b,  may  advantageously  be  computed  from 
b  =z  0.009  e^  DH. 

v.  Hering.  KuDOLPH  Heuino,  M.  Am.  Soc.  C.  E. — The  speaker  believes  this 
pajier  to  be  a  useful  contribution  to  knowledge,  but  regrets  that  the 
author  has  presented  a  new  formula  which  he  says  fits  his  experiments 
very  well,  because  the  more  formulas  of  this  kind  we  get,  the  greater 
the  confusion  becomes  in  their  application.  If  the  application  were 
always  limited  to  exactly  the  conditions  which  the  author  had  before 
him,  tlu!  formula  would  be  good,  without  (luc^stiou.  But,  when  getting 
into  textbooks,  and  when  ai)pli(Ml  in  g(Ui(>ral  practice,  Ihey  arc  often 
disconnected  from  the  original  data  from  which  the  formulas  are  devel- 
oped, and  unless  we  are  within  the  original  range  of  experiments  tiieir 
use  becomes  dangerous. 

The  sp(!aker  was  once  very  forcibly  struck  with  the  importance  of 
this  fact  by  a  formula  HUgg(isted  for  ])ile-driving  l)y  one  of  our  most 
l)roiriin(!iit  engineers,  and  t'ouiid  hi  at  least  one  textbook.    Wlicii  api>ly- 


DISCUSSION  ON  FLOW  OF  WATER  IN  WOOD  PIPES.  155 

ingit.  it  gave  negative  results  in  connection  with  the  case  in  hand,  Mr.  Hering. 
which  was  qnite  an  ordinary  one;  that  is,  the  harder  the  pile  was 
pounded,  the  less  its  firmness — according  to  the  formula.  When  any 
one  produces  a  new  formula,  the  fact  that  it  applies  only  to  his  own 
experiments  or  investigations  should  be  emphasized,  and  the  limits 
should  be  given  as  a  part  of  the  formula,  just  as  limits  are  given  when 
the  iutegi-al  calculus  is  used. 

Gardxer  S.  Williams,  M.  Am.  Soc.  C.  E.— To  judge  from  the  lim- 
ited number  of  discussions  presented,  it  seems  that  the  merits  of  the 
paper  under  consideration  have  been  but  lightly  appreciated. 

Anyone  who  studies  the  literature  upon  the  flow  of  water  in  pipes 
will  be  impressed  first  of  all  by  the  wide  gaps  existing  between 
the  sizes  used  in  the  several  experiments,  the  data  of  which  are  avail- 
able, and  then  by  the  number  of  experiments  that  must  be  rejected 
from  a  classification  intended  to  include  only  the  thoroughly 
reliable. 

On  wooden  stave  pipe,  naturally,  from  its  comparatively  recent 
introduction,  only  a  very  limited  number  of  experiments  has  been 
thiis  far  conducted,  and  of  these,  the  most  extensive  series  appears  to 
have  been  influenced  by  conditions  beyond  the  control  or  conception 
of  the  observers,  to  such  an  extent  as  to  render  the  results  obtained,  if 
not  erratic,  at  least  so  variable  and  unconformable  to  any  apparent 
law  that  their  critical  study  leaves  one  in  very  great  doubt  as  to  their 
general  applicability.  It  is  doubtful  if  anyone,  outside  of  the  experi- 
menters themselves,  has  spent  more  study  than  the  speaker  upon 
those  experiments,  and  certainly  no  one  has  striven  more  faithfully 
to  glean  from  them  some  measure  of  information  generally  applica- 
ble to  the  flow  of  water  in  pipes,  but  thus  far  the  Ogden  ExiJeriments* 
have  stood  at  the  extreme  end  of  a  series,  far  removed  from  all  others, 
and  presenting  results  widely  different  from  everything  ajiproaching 
them;  and  the  only  way  to  explain  them  has  been  to  say  that 
somewhere  between  the  conditions  of  ordinary-sized  pipe  and  those 
of  a  6-ft.  conduit  the  laws  of  flow  are  subject  to  a  marked  change. 

The  experiments  described  in  Mr.  Noble's  paper  bring  the  data 
much  nearer  to  the  Ogden  size,  and  it  is  important  to  notice  that  there 
is  in  them  no  indication  of  an  approach  to  the  Ogden  eccentricities, 
but  they  conform  to  the  indications  of  other  standard  experiments  and 
show  that  the  carrying  capacity  of  wooden  stave  pipe  is  considerably 
higher  than  the  Ogden  results  would  lead  one  to  expect. 

But,  aside  from  this,  one  of  the  most  interesting  features  of  the 
investigation  is  the  light  it  throws  upon  the  inapijlicability  of  the 
long-honored  law  that  loss  of  head  varies  as  the  square  of  the  velocity. 
Ever  since  the  days  of  Du  Buat,  Eytehvein  and  Frony,  many  investi- 
gators have,  from  time  to  time,  pointed  out  that  this  law  is  not  strictly 

*  Trnnsactions,  Am.  Soc.  C.  E.,  Vol.  xl,  p.  471,  and  Vol.  xliv,  p.  34. 
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Hr.  Williams,  applicable  to  the  flow  of  water  in  jjipes.  In  1808,  Dr.  Thomas  Young 
suggested,  in  an  address  to  the  Royal  Society,*  that  this  exponent  was 
more  nearly  1.8,  although  he  inclined  decidedly  to  the  view  that  there 
were  two  functions  of  the  velocity  involved,  one  varying  as  the  square 
and  one  as  the  first  power.  Later,  in  1855, f  Thomas  Hawksley  made 
an  extended  exijosition  of  the  same  view,  and  in  1873  Dr.  LampeJ 
presented  his  experiments  on  the  Danzig  pii)e  line,  with  his  well- 
known  formula,  V  =  203.3  r"-*"^*  §0.55.')  p^^j-i^g  the  last  ten  years  numerous 
investigators  have  suggested  various  exponents  other  than  2  for  V, 
and  some  time  ago  the  speaker  himself  presented,  to  the  Detroit  En- 
gineering Society,  a  discussion  of  the  past  experiments  on  small  pipes 
bearing  upon  this  question. g  Starting  with  the  formula  H^=  mV^, 
which  is  about  the  simplest  expression  for  the  flow  of  water,  m  and  n 
being  constants  for  any  given  pipe  line,  he  attempted  to  discover  what 
effect,  if  any,  there  was  upon  the  exponent  )i  due  to  changes  of 
diameter,  alignment  and  character  of  interior  surface.  From  an  inves- 
tigation of  more  than  eighty  difi'erent  series  of  experiments  by  thirteen 
different  observers,  certain  conclusions  were  drawn  regarding  the 
variation  of  71  which  seemed  clearly  established  by  these  data,  and  the 
principal  ones  were: 

That  /t  increases  as  the  diameter  increases,  from  about  1  in  ca]iillary 
tubes  to  about  2  in  large  i^ipes,  being  from  1.80  to  2  in  those  ordinarily 
used  by  the  engineer. 

That  n  increases  as  roughness  increases. 

That  n  decreases  as  curvature  increases. 

That  n  is  different  for  different  materials,  being  lowest  for  tin  and 
brass. 

This  investigation  having  shown  the  desirability^  of  a  series  of  ex- 
periments upon  pipes  of  the  same  material  and  different  diameters 
under  similar  conditions,  such  a  series  was  begun  at  the  Hydraulic 
Laboratory  of  Cornell  University  by  A.  V.  Saph,  Assoc.  Am.  Soc. 
C.  E.,  and  E.  W.  Schoder,  Jun.  Am.  Soc.  C.  E.,  and,  to  date,  obser- 
vations have  been  made  upon  ijijjes  of  seamless  brass  tubing,  ranging 
from  -j'lr  in.  to  2-,'o  ins-  diameter.  As  stated  in  the  discussions  by 
those  gentlemen,  these  experiments  show  n  to  be  practically  constant 
for  all  of  the  series  and  a])proximately  1.75. 

The  experiments  of  tlie  author,  when  discussed  logarithmically 
by  the  formula  /// =  mV",  also  give  for  the  value  of  //  about  1.75,  a 
result  which,  taken  with  that  of  the  Cornell  Experiments,  seems  to 
eBtablish  this  value  pretty  clearly  as  the  correct  one  for  smooth  pipe, 
and  proves  in  error  the  sj)eaker'B  conclusions,  [)reviously  menti(med, 
that  n  changes  with  tlie  diameter,  as  it  shows  that  as  long  as  tlie  pii)e 

*  I'hiliiHophical  Trannarli<>nK,  ISOH. 

f  MinuleM  of  Proci-edini/s,  Itmtitution  of  Civil  EnglneerB,  1856. 

t  Der  Civiliiii/cnicur,  Vol.  xix,  1878. 

i  Journal,  AsHOclatlou  of  EiiKlueerlnR  Socletlefl,  Miucli,  I'.Hll,  p.  1011. 


DISCUSSION  ON  FLOW  OF  WATER  IN  WOOD  PIPES.  157 

remains  smooth  n  does  not  cliange.     Wheo,  therefore,  starting  with  a  Mr.  Williams, 
diameter  of  -po   in-  aii*l  going  to  a  diameter  of  54  ins.,  including  the 
Adams  experiments  on  14-in.  stave  pipe,  the  exponent  is  found  to  re- 
main constant  at  about  1.75.  what  is  to  be  said  for  an  exponent  of  196, 
when  a  7'2-in.  pipe  is  reached? 

Some  two  years  ago  a  series  of  exijeriments  was  made  at  Detroit* 
upon  a  very  perfect  line  of  12-in.  pipe.  There  was  a  tangent  of  about 
3  200  ft.  that  was  as  straight  and  true  to  grade  as  pipe  can  be  laid, 
and.  when  this  formula  was  applied  to  the  experiments  upon  it,  the 
exjionont  of  n  was  found  to  be  1.78.  The  cast-iron  pipe  experimented 
upon  bv  Darcy  gave  n  =  r.93  to  1.97,  and  it  will  be  recalled  that,  in 
the  experiments  iipon  the  Rosemary  Syphonf,  Desmond  FitzGerald,  M. 
Am.  Soc.  C.  E.,  found  n  to  be  1.91  for  the  cleaned  48-in.  pipe,  and  2.03 
while  the  pipe  was  roughened  by  tubercles. 

It  is  evident  that  in  measuring  lengths  in  diameters  there  are 
more  joints,  and,  hence,  greater  roughness,  in  large  than  in  small  cast- 
iron  pipe,  and  from  the  fact  that  the  ordinary  experiments  upon  it 
give  II  a  value  of  about  1.90,  the  eftect  of  careful  laying  is  shown  in 
the  Detroit  pipe,  and  the  cause  of  the  speaker's  misconceiation  of  the 
true  law  is  at  once  apparent,  for,  in  drawing  the  conclusions  above 
stated,  the  most  complete  series  used  was  of  cast-iron  pipe,  and  in 
this,  for  the  above  reason,  the  exponent  does  increase  with  the 
diameter,  though,  as  it  now  appears,  not  by  reason  of  the  diameter, 
but  by  reason  of  the  joints  and  consequent  roughening  of  the  walls. 

The  experiments  of  the  author  show  a  high  degree  of  consistency 
when  examined  carefully,  and  indicate  very  good  experimental  work. 
If  there  were  an  error  in  the  rating  of  the  meter  the  error  is  carried 
consistently  through  each  series,  and  if  there  were  errors  of  levels  or 
obsers-atious  they  were  consistent  errors,  for  there  are  no  erratic  results 
to  be  accounted  for,  and  it  seems  unlikely  that  the  relations  indicated 
between  H  and  V,  so  far  at  least  as  n  is  concerned,  are  misleading  by 
more  than  a  very  small  jjercentage.  It  is  unfortunate,  however,  that 
the  author  himself  did  not  apply  the  formula  Il^—m  V"-  to  his  results, 
for,  had  he  done  so,  he  would  not  have  presented  the  complicated  ex- 
pressions on  pages  135  and  136,  or  the  table  on  page  137  in  which  the 
value  of  his  own  experiments  is  to  a  considerable  extent  masked  by  an 
attempt  to  make  them  conform  to  the  less  reliable  results  obtained  at 
Ogden.  The  presence  of  the  intercept  or  subtractive  term  in  these 
formulas  indicates  that  the  exponent  of  Fis  not  2,  as  has  been  shown 
by  the  sjieaker  in  the  discussion  already  referred  to.  J 

The  speaker  would  call  attention  to  Table  No.  3,  and  offer  a  word 
of  caution  as  to  the  ajiijlicability  of  the  results  therein  presented. 
While  these  data  undoubtedly  give  a  correct   representation  of  the 

*  Trannactions,  Am.  Soc.  C.  E.,  Vol.  xlvii,  p.  159. 
t  Transact ums,  Am.  Soc.  C.  E.,  Vol.  xxxv,  p.  258. 
t  Journal,  Association  of  Engineering  Societies,  March,  1901,  p.  170. 
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losses  of  head  observed  from  one  side  to  another  of  the  specials  in 
question,  those  results  come  far  short  of  indicating  correctly  the  resist- 
ances actually  caused  by  them.  The  actual  losses  may  be  either 
greater  or  less  than  shown  by  the  figures  given,  for  the  reason  that  the 
disturbances  of  flow  thus  generated  extend  with  corresponding- 
losses  of  head  for  many  diameters  beyond  the  special  causing  them; 
and  piezometric  indications  within  the  region  of  disturbance  are  not 
comparable  with  those  taken  before  disturbance  has  begun.  The  only 
method  thus  far  known  to  the  speaker  of  determining  correctly  such 
resistances  is  by  comparing  the  losses  in  sections  of  straight  jjipe 
without  siich  specials  with  those  of  other  sections  containing  them. 
The  speaker  and  his  associates  in  the  Detroit  Experiments  were  led  to 
the  same  attempt  at  the  determination  of  tliese  losses  as  the  author 
has  made,  but  they  found  the  results  thus  obtained  anomalous,  and 
the  experiments  described  by  Messrs.  Saph  and  Schoder*  threw  such 
additional  light  upon  the  matter  that  in  their  final  discussion  of  the 
Detroit  Experiments  the  authors  went  to  considerable  pains  to  re-com- 
pute the  various  losses  of  head,  according  to  the  plan  proposed  above, 
the  results  being  presented  in  tabular  form,f  and  showing  quite  de- 
cided differences  from  those  obtained  by  direct  observation. 
Mr.  Noble  Theron  A.  NoBLE,  M.  Am.  Soc.  C.  E.  (by  letter). — In  the  experi- 
ments on  "The  Flow  of  Water  in  Wood  Pipes  "  the  main  effort  was 
exijended  in  eliminating  sources  of  error  and  in  making  the  experi- 
ments as  complete  as  the  time  and  facilities  available  would  jjermit. 
That  sufficient  study  was  not  given  to  the  results  was  due  to  lack  of 
time.  It  is  rather  a  serious  loss  of  time  to  a  practicing  engineer  to 
undertake  such  an  extended  series  of  experiments. 

The  writer  believes,  with  Mr.  Hering,  that  an  excess  of  formulas, 
like  an  excess  of  advice,  is  apt  to  lead  to  wrong  c-onclusions.  It  is 
very  bad  practice,  however,  to  cling  to  old  methods  when  they  have 
been  found  to  be  cumbersome  and  inaccurate.  If  the  innumerable 
experiments  are  to  teach  us  nothing  of  the  laws  of  motion  of  water  in 
pipes,  we  are  losing  their  main  value.  By  a  caref\il  study  of  these 
experiments  the  writer  believes  that  a  reliable  formula  is  to  be  had 
for  each  jiarticular  kind  of  pipe,  within  certain  ranges  of  velocity  and 
diameter. 

In  the  case  of  wood  ^jipes,  the  number  of  experiments  available  is 
not  all  that  could  be  desired  to  determine  the  relation  between 
velocity,  friction  head  and  diameter,  but  a  formula  can  be  determined 
which  will  fit  three  out  of  four  of  the  experiments,  and  determine  the 
values  of  V,  11^  or  J),  well  within  the  limits  of  ordinary  ])ractice. 
This  formula  applies  to  wood  pii)eH  from  14  to  72  ins.  in  diameter,  and 
friction  heads  frf)m  0.2  fi .  to  2  ft.  per  1  0(10  ft.  This  is  ccrfaiuly  a 
step  in  advance. 

•  TranHUctiDiiH,  Am.  Hoc.  C.  E.,  Vol.  xlvll,  p.  817. 
+  Transactions,  Am.  8oc.  C.  E.,  Vol.  xlvli.  p.  a«(). 
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A  similar  st\idy  of  the  experiments  on  cast-irou  and  other  piijes,  Mr.  Noble, 
the  writer  believes,  woiild  give  similar  results,  with  a  somewhat  dif- 
ferent relation  between  D  and  the  constant  coefficient  e'. 

Kutter's  formula,  which  was  particularly  designed  for  the  flow  in 
open  channels,  is  wholly  inadequate  for  use  in  calculating  the  flow  m 
oirctilar  pipes,  for  the  following  reasons: 

The  coefficients,  c  or  n,  are  found  to  change  very  radically  with 
both  the  diameter  and  velocity,  thus  making  it  necessary  to  consult 
tabulated  values  of  these  constants  for  difterent  diameters  and  veloc- 
ities in  oi'der  to  get  resiilts  at  all  satisfactory.  It  involves  a  wholly 
unnecessary  determination  of  the  mean  hydraulic  radius,  R,  since  R 
is  the  diameter  times  a  constant  multiplier,  which  could  just  as  well 
appear  in  the  coefficient. 

Iq  a  jjaper*  by  George  H.  Fenkell,  Jun.  Am.  Soc.  C.  E.,  he  shows 
by  diagrams  the  results  of  all  the  more  reliable  experiments  conducted 
on  various  kinds  of  pipes  showing  any  considerable  range  of  velocities. 
All  these  observations,  in  each  exjaeriment,  he  has  plotted  on  cross- 
section  paper,  showing  the  relation  between  velocity  head  and  fric- 
tion head.  In  all  these  diagrams  this  relation  conforms  very  closely 
to  a  straight  line  for  the  observations  on  any  single  size  or  kind  of 
pipe.  The  deviation  of  any  one  of  these  observations  is  probably 
within  the  limit  of  error  due  to  taking  observations  or  making  calcu- 
lations. The  same  is  true  of  the  two  experiments  conducted  by  the 
writer.  This  relation  between  i7,.  and  H,-  gives  a  reliable  basis  for 
determining  the  relation  between  D,  in  the  formula,  and  the  value  of 
the  constant. 

Starting  with  INIi-.  Fenkell's  general  formula  for  the  relation  between 
if,  and  Hf : 

H^  =  aH^.±b (7) 

In  which       ^  =  Friction  head,  in  feet  per  1  000  ft. ; 

H..  =  Velocitv  head  ==  -^ — ; 
2g 

a  =:  A  constant,  which  remains  constant  for  different 
velocities,  but  is  different  for  different  values  of 
the  diameter,  D  ; 

b  =  A  constant  of  small   value,   which   Mr.    Fenkell 
attributes  to  some  error,  but  which  is  more  prob- 
ably due  to  the  causes   mentioned   by  Professor 
Merriman. 
Substituting  the  value  of  F, 

a         ■ 


^->J^>^ 


,(8j 
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:\Ir.  Noble. 


The   value   of 
follows  : 


^  — -,  as  shown  in   Formulas  1,  2,  3  and  4,  is 


Size  of  pipe,  in  feet. 

1.171 

3.708 

■  4.5156 

6.042 


J 


1.9463 
3.6895 
4.4405 
4.9232 


2.^ 


For  wood  pipe  of  any  given  size,  ^ —     is  constant,  and,  therefore, 

is  indei^eudent  of  the  value  of  //, ,  or  F,  but  increases  by  some  unknown 
relation  with  D. 
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Lot?aritliiii  of  the  Diameter,  in  Feet. 
Fia.  18. 

I  2  „ 
It  will  be  He(!n   (page  137)  tliat  the  assumijtiou  that  ...        "     varies 

as  s/  ]>,  is  not  correct,  as  the  resulting  values  of  <■  arc  not  constant 

for  different  sizes  of  pipes. 

Is  there  any  other  jjowcr  of   l>,  wliicli,  nmltiplied  bv  a  i-oiistaiit, 

I  2  V 
will  giv(!  tlie  (correct  values  of  .  for  the  diflerent  sizes  ot   wood 

^  (I 
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I  2  fi  Mr.  Nobte. 

pipes  experimented  upon  ?    If  so,  the  values  of       — ~  and  D,  plotted 

on  logarithiuic   paper,  would  appear  in  one  straight  line.     In  the  dia- 
gram. Fig.  13.  these  quantities  have  been  thus  plotted. 

As  will  be  seen,  in  three  out  of  four  of  these  experiments,  the 

plotted  values  of     I  -'-  and  -v/D  conform  to  a  straight  line  \ery  closely. 

Drawing  the  line  through  the  points  for  the  14-in.  pipe,  and  the  center 
of  gravity  for  the  other  three  sizes,  the  value  of  the  exponent  of  D 

becomes  j-^,  and  Formula  (8)  becomes 

1         

V=e'  D^'^'  s/Hj.±  b (^) 

To  determine  the  value  of  e': 


r=  e'  D^"*"  s/Hj.±b-  J— -^    s/Hj.  ±  b 


a 


jyX.U 


(10) 


The  values  of  e,  as  used  in  Formula  (5),  and  e'  in  Formula  (9),  for 
pipes  of  different  sizes,  are : 


Diameter  of  pipe, 
in  feet. 

e 

1 
e 

Deviation  of 
e'  from  1.76 

1.171 

1.799 

1.777 

-|-  1  per  cent 

3.708 

1.916 

1.742 

—  1 

4.5156 

2.089 

1.873 

+  6.4    " 

6.042 

2.003 

1.758 

—  0.01  " 

With  the  exception  of  the  54-in.  pipe,  the  value  of  e'  does  not  vary 
more  than  would  be  expected,  from  errors  in  taking  observations,  etc. 
Better  results  could  not  be  obtained  without  more  perfect  similarity 
of  conditions  and  more  accurate  methods  of  measurement,  and  these 
are  quite  close  enough  for  general  engineering  practice. 

The  writer  feels  satisfied  that  there  is  some  error  either  in  the 
measurements  or  the  conditions  in  the  54-in.  pipe  experiments,  and, 
some  time  in  the  future,  hopes  to  conduct  a  series  of  observations  on 
that  portion  of  the  pipe  which  is  comparatively  free  from  distortions, 
and  by  methods  which  will  give  more  accurate  measurements  of 
piezometer  heights. 

In  Fig.  14  the  curves  for  Formula  (9),  with  e'  =  1.76,  are  drawn 
for  the  four  sizes  of  pipe  experimented  upon.  The  greatest  variation 
from  this  curve  is  in  the  54-in.  pipe.     In  the  case  of  the  other  three 
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Mr.  Noble,  the  observations  are  close  enough  for  ordinary  engineering  practice, 
thus  proving  that  the  formiila  could  be  used  (within  the  limits  here- 
inafter mentioned),  and  be  within  a  probable  ei-ror  of  not  more  than 
2  per  cent. 


0  1.00  1.50  2.00  2.50  3.00  3.50  4.00  4.50 

Average  Velocity  of  Discharge,  in  feet  per  second. 

Fig.  14. 

In  Mr.  Sehodcr's  discussion,  in  plotting  the  velocity  mid  friction 
head  on  logarithmic  i)aper,  the  observations  at  the  higher  velocities 
are  l)unched  together  in  such  a  manner  that  it  is  not  jjossible  to  deter- 
mine tlie  slope  of  the  line  with  much  ac(niracy.  In  tlie  writer's 
o])iiiion,  Mr.  Fenkeli's  disigrains  i)rove,  beyond  iiucstioii,  tliat  Ifj 
vari(!s  as  the  square  of  tlie  velocity. 

Tliis  would  seem  to  be  a  natural  concdusion,  from  the  laws  of 
gravity.  Whatever  other  influence  there  is  on  the  friction  head  would 
be  due  to  the  diameter,  or  to  the  nature  of  the  surface  of  contact.  Tho 
effect  of  friction   in  the  pijjc  is  to  redu(U>  its  effective  diatiu'ter,  which 
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is  accounted  for  in  the  value  of  the  exponent  j-^^.      The  difference  Mr.  Noble, 
between    Mr.  Schoder's   conclusion,  as  to  the  exponent  of  i/,  (1.73), 
and    the   writer's   is   perhaps   d\ie   to   the   fact   that  the   writer   has 
accounted  for  this  variation  in  the  diameter  rather  than  in  the  velocity. 

In  answer  to  Mr.  Saph's  contention  that  the  height  of  Piezometer 
A  is  probably  influenced,  by  the  curves  just  preceding:  Any  influ- 
ence of  this  nature  would  be  felt  m  the  well  and  ;.t  Piezometer  A 
equally.  There  are  no  means  of  detecting  any  influence  of  this 
nature  without  taking  observations  on  straight  and  curved  jjortions  of 
the  pipe  simultaneously.  It  is  possible  that  this  influence  may 
account  for  the  lack  of  conformity  of  the  54-in.  pipe  experiments  with 
the  others,  though  the  writer  does  not  believe  that  such  an  effect 
exists,  as  the  eflect  of  curves  should  be  to  increase  rather  than  decrease 
the  friction  head;  and  it  seems  hardly  possible  that  long  easy  curves 
could  increase  the  velocity  6  per  cent. 

As  will  be  seen  in  Fig.  14,  the  single  observation  of  the  flow  in 
18-in.  pipe  shows  a  very  serious  difference  from  tbe  results  obtained 
for  other  pipes,  showing  again  higher  velocities. 

As  the  result  of  careful  study  of  these  experiments,  the  writer 
feels  justified  in  drawing  the  following  conclusions  : 

1. — That  within  the  range  of  these  experiments,  from  14  in.  to  72-m. 
pijies,  and  between  friction  heads  of  0.2  ft.  and  2  ft.  per  1  000  ft., 
the  friction  head,  IIj,  varies  as  the  square  of  the  velocity. 

2. — That  the  velocity  varies  as  some  odd  exj^onent  of  the  diameter. 
In  three  out  of  four  experiments  this  exi^onent  is  very  nearly 
1 

1.75' 

3. — That  it  would  require  a  series  of  experiments  on  pipes  of 
different  diameters,  and  velocities  covering  a  wide  range,  made 
under  identical  conditions,  to  determine  this  exponent 
accurately. 

4. — After  this  exponent  has  been  determined,  the  flow  in  perfect!}' 
straight  and  smooth  pipes  follows  a  definite  law.  That  the 
general  expression  for  this  law,  as  determined  by  the  writer,  is 

V=e'  D    "V'liy±b. 
5. — That  the  formula  which  conforms  very  closely  to  three  out  of 
four  of  the  experiments  is 


6. — That  the  use  of  this  formula  will  probably  give  results  within 
2%  of  true  values. 

It  is  probable  that,  by  a  set  of  very  accurate  experiments  made  at 
low  velocities,  the  value  of  b  may  be  zero,  and  that  the  constant  e'  and 
the  exponent  of  D  may  be  changed  somewhat  to  make  the  formula 
conform  to  the  experiments. 
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Mr.  Noble.  The  amount  of  thought  and  attention  that  Mr.  Williams  has  given 
the  subject  of  the  flow  of  water  in  pij^es  makes  his  discussion  a  valu- 
able addition  to  the  paper.  The  writer  has  had  neither  the  time  nor  the 
facilities  to  go  as  deeply  into  the  subject,  from  the  standpoint  of  what 
has  been  done  with  other  kinds  of  pipe,  and,  in  the  paper  and  discus- 
sion, has  confined  his  attention  exclusively  to  the  kind  of  pipe  and 
within  the  range  of  sizes  which  these  experiments  covered.  His  object 
has  been  two-fold:  To  furnish  the  data  in  its  original  form,  with  all 
steps  in  the  calculations,  so  that  it  could  be  fully  discussed  and 
utilized;  and  to  put  the  results  of  the  only  experiments  conducted  on 
wood  pipe  in  such  form  that  the  practicing  engineer  who  has  use  for 
data  of  this  nature  could  calculate  the  flow  for  any  intermediate  size 
or  slope  and  feel  satisfied  that  the  results  of  his  calculations  would 
conform  to  the  reliable  experiments  extant. 

Whether  the  velocity  varies  as  an  odd  exponent  of  the  diameter  or 
of  the  friction  head  is  a  question  as  to  the  manner  in  which  the  formula 
is  derived.  That  the  velocity  should  vary  as  the  i  power  of  the 
head,  and  that  the  diameter  should  vary  as  some  odd  exponent  with 
the  velocity,  would  seem  to  the  writer  to  be  most  conformable. 

What  Mr.  Williams  says  in  regard  to  the  experiments  on  loss  of 
head  in  specials  is  undoubtedly  true.  The  original  data  were  given 
to  demonstrate  that  there  could  not  have  been  in  these  specials  any 
resistance  that  would  aflfect  materially  the  total  friction  head  in  the 
lengths  of  pipe  experimented  upon,  the  object  being  to  eliminate  a 
probable  source  of  error. 
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Paper  No.  939. 

THE  FOOTBRIDGE  FOR   BUILDING   THE  CABLES 
OF  THE  NEW  EAST  RIVER  BRIDGE.* 

By  Isaac  Hakby,  Jnn.  Am.  Soc.  C.  E. 


With  Discrssiox  by  W.  Hildenbkand,  M.  Am.  Soc.  C.  E. 


The  erection  of  one  suspension  bridge  from  ■whicli  to  build  the  cables 
of  another  has  introduced  new  ideas  and  instituted  a  new  procedure 
in  the  methods  of  constructing  bridges  of  this  type.  The  cables  of  the 
New  East  Eiver  Bridge  No.  2,  also  designated  as  "  The  Williamsburg 
Bridge,"  are  novel  in  other  respects.  They  are  the  largest  suspension 
bridge  cables  ever  attempted,  and  are  suspended  from  towers  taller  than 
those  in  use  in  any  other  bridge.  These  towers  are  also  distinguished 
by  being  the  first  large  ones  of  steel  to  be  used  for  this  purpose. 

It  is  not  unnatural,  then,  that  new  methods  shoiild  characterize  the 
■work  of  building  such  cables. 

The  engineer  in  charge  of  the  contract  for  constructing  these  cables, 
Wilhelm  Hildenbrand,  M.  Am.  Soc.  C.  E.,  whose  assistant  the  writer 
is,  has  invented  a  method  of  doing  better  work  of  this  class  in  a  shorter 
time  than  has  previously  been  accomplished  on  any  other  similar  un- 
dertaking. 

Before  entering  into  the  main  subject  of  this  paper,  a  more  com- 
prehensive idea  of  the  situation  may  be  given  by  a  brief  description 
of  the  main  cables  themselves,  the  erection  of  which  was  the  reason 
for  the  existence  of  the  footbridge.  The  conditions  encountered  at 
the  beginning  of  the  undertaking  will  also  be  stated  briefly. 
*  Presented  at  the  meeting  of  November  Stta,  1902. 
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There  are  to  be  four  main  cables,  each  composed  of  37  strands  of 
208,  No.  6,  steel  wires,  laid  straight ;  all  of  which  are  finally  to  be 
squeezed  into  one  cylindrical  cable  measuring  about  19  ins.  in  diam- 
eter. 

The  distance  between  the  centers  of  the  towers  is  1  GOO  ft.  The 
cables  are  to  be  passed  over  the  tops  of  these,  where  each  one  is  to 
rest  in  a  saddle  mounted  on  a  roller  bed  which  permits  the  saddle  to 
move  3  ft.  in  the  direction  of  the  cable. 

The  weight  of  the  main  span  of  the  bridge  is  to  be  carried  directly 
by  the  cables,  but  the  parts  of  the  bridge  between  the  towers  and  the 
anchorages  are  to  be  otherwise  supported.  Thus  the  back  stays,  or 
shore  spans,  of  the  cables  will  have  no  load  suspended  from  them. 
In  order  to  eqiialize  the  tensions  in  the  shore  spans  and  the  main  span 
of  the  cables  during  their  construction,  the  saddles  are  moved  back  on 
their  roller  beds  3  ft.  toward  the  anchorages  and  held  there.  This  po- 
sition has  been  determined  by  calculation  as  the  proper  one  to  balance 
the  forces  caused  by  the  tension  in  tlie  unloaded  cable.  The  saddles 
will  move  forward  gradually  during  the  erection  of  the  superstructure 
of  the  main  span. 

The  elevation  of  the  center  of  the  cable  where  it  will  rest  in  the 
saddle  is  to  be  332.708  ft.  above  mean  high  water,  and  the  elevation  at 
its  lowest  point  in  the  main  span  is  to  be  161.027  ft.  The  cables  will 
be  anchored  617  ft.  (measured  horizontally)  from  the  center  of  each 
tower,  at  an  elevation  of  76.627  ft.  The  end  of  each  strand  will  be 
looped  around  a  cast-steel  shoe,  held  by  a  pin  passed  through  the  end 
of  a  chain  of  eye-bars  built  in  a  masonry  anchorage. 

During  the  spinning  of  the  wires  it  is  necessary  to  support  each 
strand  on  sheaves  a  little  above  the  position  it  will  finally  occupy 
in  the  saddle,  and  also  to  hold  each  end  of  the  strand  a  little  back 
of  its  final  position  in  the  anchorage.  The  combined  result  of  this 
condition  will  cause  the  center  of  the  main  span  of  each  strand  to 
hang  about  14  ft.  higher  while  it  is  being  made  than  it  will  after  it  is 
lowered  into  its  final  positiou. 

Reasons  fou  Consthuotino  a  Foothkhxik. 
On  previous  work  of  this  kind  a  so-called  footbridge  was  used,  but 
it  consisted  merely  of  a  single  i)!itli  from  anchorage  to  anchorage,  used 
only  as  a  means  of  passage,  and  not  iutendcul  as  a  working  ])latform. 
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Fig.  1.— New  East  River  Bridge  No.  2:   Towers  and  End  Spans  Ready  for  Cables. 
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In  the  case  of  the  New  York  and  Brooklyn  Bridge,  this  footwalk  was 
suspended  on  two  2§-in.  wire  ropes.  When  the  Cincinnati  and  Coving- 
ton Bridge  (the  second  largest  suspension  bridge  now  in  use)  was 
recently  rebuilt  by  Mr.  Hildenbrand,  by  the  addition  of  extra  cables 
above  the  old  ones,  the  footbridge  there  in  use  was  laid  on  top  of  one 
of  the  old  cables. 

The  wrapping  of  the  strands  and  of  the  finished  cable  has  previously 
been  done  from  travelers  suspended  fi-om  the  cable  itself.  The  regu- 
lation or  adjustment  of  the  wires  has  been  accomplished  by  the  assist- 
ance of  cradles,  suspended  at  several  points  along  the  line,  from  which 
men  could  reach  the  wires  during  regulation. 

These  methods  left  much  room  for  improvement,  and  it  became 
quite  evident  that  if  some  sort  of  a  working  platform  could  be  devised, 
extending  the  full  length  of  the  cables  to  be  built,  and  from  which  the 
cables  could  be  reached  at  all  points  and  at  all  times,  a  much  better 
cable  could  be  built  in  a  much  shorter  time. 

Thus  the  demand  for  such  a  working  platform  called  into  active 
service  the  inventive  mind  of  the  engineer  in  charge  of  the  execution 
of  the  contract,  and  he  has  designed  an  original  as  well  as  an  ingenious 
method  of  building  large  cables. 

Desckiption  of  the  Footbkidge. 

This  footbridge  is  more  than  an  ordinary  footwalk  from  tower  to 
tower.  In  the  main  or  river  span  it  is  a  double-deck  bridge,  and  con- 
sists of  eight  continuous  footways,  four  above  and  four  below.  The 
four  upper  footwalks  are  about  4  ft.  below  the  line  which  will  be  occu- 
pied by  the  strands  of  the  main  cable  during  the  time  of  spinning. 
The  four  lower  walks  are  just  below  the  line  to  be  occupied  by  the 
cable  when  the  strands  have  been  placed  in  their  permanent  position. 

These  different  footwalks  are  connected  by  cross-bridges  at  numer- 
ous points,  so  that  an  easy  communication  is  afforded  from  all  parts  of 
the  structure. 

The  two  land  spans  are  placed  directly  below  the  line  of  the  cables, 
and  have  only  a  single  deck  of  four  walks. 

The  whole  structure  is  supported  by  sixteen  wire  rojies  assembled 
into  four  groups  of  three  ropes  each,  with  a  single  rope  suspended  above 
each  group.  These  ropes  are  stretched  from  anchorage  to  anchorage, 
and  passed  over  the  tops  of  the  towers  in  saddles  especially  provided 
for  them. 
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The  three  ropes  composing  a  cable  are  clamioed  together  with  iron 
bands  every  5ft.,  so  as  to  keep  the  three  together  throughout  their 
entire  length.  They  are  2J  ins.  in  diameter,  and  are  made  of  seven 
strands  of  galvanized  steel  "wires,  twisted  together.  The  ultimate 
strength  of  each  is  208  tons,  and  the  weight  9  lbs.  per  foot.  Each 
rope  was  made  long  enough  to  extend  the  entire  distance  from  anchor- 
age to  anchorage,  about  3  020  ft. 

The  ends  of  these  cables  were  made  fast  to  a  30  in.  box-girder  span- 
ning an  opening  in  the  face  of  an  inner  wall  of  the  anchorage,  the  girder 
being  set  at  such  an  inclination  that  the  end  of  each  wire  rope  could 
pass  through  it  parallel  to  its  web.  The  ropes  thus  passed  through 
are  secured  by  means  of  button  sockets  which  bear  against  the  back  of 
the  girder. 

In  order  to  permit  of  some  adjustment  in  the  lengths  of  the  differ- 
ent ropes  forming  the  cables,  and  also  for  convenience  in  erecting, 
each  is  pieced,  about  100  ft.  from  each  end,  and  reunited  by  means  of 
sockets  with  screw  rods  passing  through  them.  These  rods  are  3^  ins. 
in  diameter,  6^  ft.  long,  and  are  threaded  at  each  end.  They  permit  of 
an  adjustment  of  4  ft. 

The  ends  of  the  four  ropes  are  spaced  along  the  anchorage  girder 
about  1  ft.  apart,  and  the  ropes  converge  to  a  point  on  the  front  wall  of 
the  anchorage  where  they  pass  over  a  cast-iron  saddle,  l^etween  this 
saddle  and  the  saddle  on  the  main  tower  they  are  clamped  into  one 
cable,  and  form  the  support  for  the  land  span  of  the  footbridge. 

The  clamps  are  spaced  every  5  ft.,  measured  horizontally,  and  from 
each  hangs  a  suspender  rod  of  f-in.  round  iron  and  an  inclined  1-in. 
suspender  reaching  sideways.  Between  each  pair  of  cables  is  a  |-in. 
tie-rod.  The  lower  ends  of  the  siisjjenders  pass  through  3  x  8-in.  yellow 
pine  beams,  upon  which  the  2x  6in.  flooring  is  laid.  As  the  slope  of 
the  land  span  becomes  steeper  as  the  towers  are  approached,  it  was 
found  necessary  to  break  the  grade  with  a  step  at  each  beam  for  about 
two-thirds  of  the  distance,  and  the  rise  of  these  steps  increases  with 
the  elevation.  Spruce  posts  bolted  to  eadi  beam  su])port  a  g-in.  gal- 
vanized wire  ropc^  liaudrail  stretched  tiglit.  Frame  towers  at  the 
middle  of  tlu;  laud  Hpaii  carry  sheaves  for  Hupi)()rtiiig  a  triivclini.,'  rope 
at  tliat  [)(>iut. 

The;  inuiu  span,  1  (iOO  ft.  in  Icngtli,  is  supported  for  a  distanc(>  of 
400  ft.  out  from  ea(;h  towr^r  l)y  iiK^aiis  of  1-iii.  HUS)>('nilor  rods;  and  the 
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remaining  800  ft.,  at  the  center  of  the  span,  rests  directly  on  top  of 
the  cables,  and  is  clamped  to  them  bv  means  of  U-^^olts  passing  be- 
tween two  3x  8-in.  yellow  pine  floor  beams  bolted  together.  The  sus- 
pender rods  are  hung  to  the  clamps  which  bind  the  three  ropes 
together.  The  lower  end's  of  the  suspenders  are  passed  between  the 
two  floor  beams  at  each  point.  The  suspenders  decrease  in  length  as 
the  distance  from  the  tower  increases,  until  they  are  discontinued, 
about  400  ft.  out,  where  the  beams  rest  directJy  on  top  of  the  cables, 
and  are  secured  with  IJ-^^olts.  Planking,  2x6-in.,  with  2-in.  spaces 
between,  laid  across  the  floor  beams,  forms  a  footwalk.  Cleats  nailed 
crossways  add  to  the  security  of  the  foothold. 

The  upper  deck  of  the  main  span  is  supported  on  posts  which  rest 
directly  upon  the  beams  of  the  lower  deck.  These  posts  are  capped 
with  stringers  which  in  turn  carry  beams  to  which  is  nailed  the  floor- 
ing similar  to  that  on  the  lower  deck.  Handrails  of  |-in.  galvanized 
wire  ropes  are  stretched  on  both  sides  of  each  walk. 

The  bridge  is  stiff"ened  laterally  by  a  cross-bracing  of  |-in.  rods. 

Four  '2i-in.  storm  cables  are  suspended  below  the  main  span  in  the 
form  of  parabolas,  the  vertices  of  which  are  about  4  ft.  below  the 
vertices  of  the  four  footbridge  cables.  The  storm  cables  cross  each 
other  between  the  center  and  the  point  where  they  are  secured  to  the 
columns  of  the  main  tower  about  50  ft.  above  high-water  mark. 

The  land  spans  are  held  by  guys  attached  to  the  steelwork  of  the 
truss  forming  the  end  spans  of  the  main  bridge. 

Calculations  Necessaby  for  Design  and  Erection. 

In  considering  the  design  of  the  footbridge,  the  following  conditions- 
and  requirements  were  known: 

(1)  Length  of  center  span,   i.  e.,   horizontal   distance  between 

towers; 

(2)  Length  of   land   spans,    i.  e.,  horizontal  distance    between 

towers  and  anchorages; 

(3)  The  exact  position  of  the  main  cables  when  finished,  and 

the  exact  position  of  each  strand  while  being  spun; 

(4)  The  lower  deck  of  the  footbridge,  when  finished,  must  be 

about  4  ft.  below  the  line  of  the  main  cable; 

(5)  The  upper  deck  of  the  finished  footbridge  must  be  about 

4  ft.  below  the  line  of  a  strand  being  sjjun; 
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(6)  The  floors  of  tlie  two  land  spans  wlaen  finished    must  be 

about  4  ft.  below  the  line  of  the  cable  when  in  position; 

(7)  Each  cable  must  be  accessible  from  the  footbridge  at  every 

point  along  its  length. 
The  general  design  of  the  structure  bein*  decided  upon,  the  pre- 
liminary step  in  the  calculations  was  the  location  of  the  saddles  on 
the  towers  and  anchorages,  in  order  to  determine  the  exact  span  and 
deflection  of  the  curves. 

The  cable  passes  over  two  saddles  on  each  tower,  i^laced  6  ft.  Sins, 
on  each  side  of  the  center  of  the  tower. 

Therefore:  Length  of  main  span  =  1  600 — 2  x  distance  from  center 
of  tower  to  tangent  of  curve  on  saddle. 

The  position  of  the  tangent  point  was  found  approximately  by 
scaling  the  drawing  of  the  saddle  after  the  line  of  the  cable  was  laid 
off  on  it  approximately  at  the  correct  angle. 

The  span  being  thus  determined,  the  versed  sine  of  the  curve  had 
to  be  found.  The  elevation  of  the  tangent  point  on  the  saddle  was 
known.  The  elevation  of  the  center  of  the  main  cable  at  the  middle 
of  the  span  was  also  known.  The  distance  below  the  center  of  the 
main  cable  to  the  bottom  of  the  footbridge  cable  =  4  ft.  -|-  the  thick- 
ness of  the  flooring,  floor  beams  and  footbridge  cable.  The  versed 
sine  of  the  loaded  footbridge  cable  was  thus  determined. 

The  curve  of  this  cable,  after  the  footbridge  had  been  built  upon 
it,  would  approximate  a  parabola,  and  it  had  been  found  by  expe- 
rience that  the  formula  of  the  parabola  might  be  used  here  with 
practically  correct  results. 

The  load  upon  the  bridge,  while  not  exactly  uniform  per  horizontal 
foot,  is  nearly  so.  The  load  due  to  the  weight  of  the  cables  them- 
selves is  greater  near  the  towers  where  the  slope  is  steeper,  but  this  is 
partially  balanced  by  the  additional  weight  of  the  timber  work  at  the 
•center  of  the  span  due  to  the  increased  distance  between  the  upper 
and  lower  decks  at  that  point. 

The  total  load  on  the  main  span  is  made  up  as  follows: 

Timber  work 718  000  lbs. 

Rods,  bolts,  clamps,  etc H7  SOO     '« 

Cables 2->.^2  000     " 

Storm-cables 55  500     " 

Guys  and  storm-cable  suspenders 10  500     " 

Traveling  rope 7  200     " 

Total 1  1 1(»  000    " 
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Fig.  1.— Erecting  Main  Span  of  Footdridge  from  Traveler. 
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TV     1      ]  e     J.       Total  Load        ,  ^,  ,.  „     , 

ine  load  per  foot  =  — ^ ;  and  the  equation   of   the  curve 

couhl  thus  be  determined. 

Next,  it  became  necessary  to  find  the  equation  of  the  curve  of  the 
main  cable  hanging  unloaded.  This  cable,  being  of  uniform  section 
throughout  its  length,  will  hang  in  the  curve  of  the  catenary,  the 
formula  for  -which  may  be  determined  from  the  given  position  in 
which  the  cable  is  required  to  be  suspended. 

By  computing  an  ordinate  of  the  main  cable  and  an  ordinate  of 
the  footbridge  cable  at  the  same  point,  the  position  of  the  foot- 
bridge floor  in  reference  to  the  footbridge  cable  was  determined,  and 
the  operation  was  repeated  at  as  many  points  as  desirable.  These 
ordinates  were  computed  for  every  50  ft.,  and  the  curve  plotted  on  a 
scale  of  4  in.  =  1  ft.  After  the  two  curves  were  laid  out,  the  line  of 
the  floor  of  the  lower  deck  was  drawn,  it  being  a  constant  vertical 
distance  below  the  main  cable. 

After  plotting  these  curves  it  was  found  that  the  line  of  the  lower 
deck  floor  of  the  footbridge  nearly  coincided  with  the  curve  of  the 
footbridge  calile  for  a  distance  of  400  ft.  on  each  side  of  the  center  of 
the  span.  The  beams  of  the  lower  deck  floor,  therefore,  were  attached 
directly  to  the  footbridge  cables  for  that  distance.  The  lengths  of 
the  suspenders  for  the  remaining  4C0  ft.  to  each  tower  were  computed 
from  the  known  ordinates  at  every  50  ft.,  and  the  intermediate  ones 
were  found  by  interpolation. 

The  next  step  was  to  locate  the  position  of  the  upper  deck.  The 
floor  of  the  upper  deck  had  to  be  a  constant  distance  below  the  strand 
while  it  was  being  made,  this  position  of  the  strand  being  due  to  its 
temporary  support  in  a  position  somewhat  higher  than  that  which  it 
will  occupy  ultimately.  Supporting  the  strand  on  sheaves  over  the 
saddles  and  holding  the  end  of  it  back  of  its  final  position  in  the 
anchorage  causes  this  condition. 

This  temporary  suspension  of  the  strand  will  allow  it  to  assume  the 
form  of  the  catenary,  the  formula  for  which  can  be  found,  and  the 
«nrve  plotted  on  the  same  sheet  with  the  other  curves.  The  position 
of  the  upper  deck  floor  may  then  be  plotted  also.  Comparing  the 
ordinates  of  the  curve  of  the  upper  deck  floor  with  those  of  the  lower 
deck  floor,  the  lengths  of  the  posts  supporting  the  upper  deck  may  be 
determined. 

On  the  land  spans  the  diff^erence  in  elevation  between  the  cable  in 
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position  and  the  strand  being  made  was  so  small  tliat  a  double  deck 
■was  not  necessary,  as  the  strand  in  either  position  would  be  easily 
accessible  from  the  same  footwalk.  The  lengths  of  the  suspenders  in 
this  span  were  readily  computed  by  a  comparison  of  the  ordiuates  of 
the  footbridge  cable  and  the  main  cable  in  position. 

Having  settled  upon  the  exact  position  and  design  of  the  finished 
footbridge,  it  became  necessary  to  know  in  what  position  to  suspend 
the  unloaded  cables,  so  that  they  might  hang  at  the  desired  elevation 
after  the  weight  of  the  structure  had  been  placed  upon  them. 

To  arrive  at  this  knowledge  an  inverse  process  of  reasoning  was 
necessary.  It  was  assumed  that  the  bridge  was  standing  complete, 
with  its  cables  in  a  known  position  and  under  a  known  tension.  The 
length  of  the  cable,  under  these  known  conditions,  was  computed 
from  the  equation  of  the  parabola.  Then  it  was  assumed  that  all  the 
load  had  been  removed.  The  cables  then  would  hang  in  the  curve  of 
the  catenai-y.  The  average  tension  was  then  computed  from  the  equa- 
tion of  that  ciirve.  The  modulus  of  elasticity  of  the  rope  having  been 
previously  determined  by  tests  to  be  about  17  000  000,  the  difference 
in  length  of  the  cable  for  this  known  difference  in  tension  was  then 
found.  The  new  length  being  determined,  and  the  curve  known  to  be 
a  catenary,  its  versed  sine  was  readily  computed.  The  elevation  of  the 
jjoints  of  support  being  known,  the  elevation  of  the  vertex  of  the  curve 
was  found. 

To  suspend  the  cable  at  the  correct  elevation  a  leveling  instrument 
was  set  up  in  one  of  the  towers  at  exactly  the  elevation  at  which  the 
lowest  point  of  the  cable  should  hang. 

For  the  adjustment  of  the  cables  in  the  two  laud  s^jans  a  similar 
process  of  reasoning  was  used  to  find  the  curve  in  which  the  unloaded 
cables  would  hang;  but,  as  the  vertex  of  the  curve  lies  outside  of  the 
points  of  support  of  the  catenary,  the  method  of  adjusting  the  cable  by 
means  of  the  level  could  not  be  used.  In  this  case  the  transit  had  to 
be  used.  It  was  set  up  at  a  known  point  between  the  two  supports  and 
in  such  a  position  that  a  line  of  sight  could  be  taken  tangent  to  the 
curve  of  the  cable. 

The  equation  of  the  tangent  whicdi  jjaHses  through  the  point  at 
whi(!li  the  instrument  was  to  l)e  stationed  was  found  by  previous  cal- 
culation. Tli(!  inclination  of  this  line  being  known,  the  transit  was  set 
up  and  the  tcl(>H<!op(!  inclined  ut  the  correct  angle  of  the  tangent.     In 
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Fig.  1.— Taking  Tension  on  Tackle  for  Final  Pull  on  Footbridge  Cable. 


Kio.  2.— Land  Span  of  Footuiiiuge  ah  hkkn  from  Hiiodki.vn  Ani:iioiiaoe. 
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acljusting  the  cable  it  was  only  necessary  to  hang  it  so  that  its  under- 
side was  tangent  to  the  line  of  sight  of  the  transit. 

These  calculations  were  all  based  upon  a  mean  temperature.  How- 
ever, as  the  temperature  plays  an  important  part  in  the  position  of  a 
cable  of  such  length,  it  became  necessary  to  make  due  allowance  for 
such  changes.  The  specified  position  of  the  main  cable  unloaded 
formed  the  basis  for  all  calculations  as  to  the  position  of  the  foot- 
bridge.    This  position  is  given  for  a  mean  temperature  of  60°  Fahr. 

The  first  figures  obtained  for  adjusting  the  cables  of  the  footbridge, 
therefore,  had  to  be  tabulated  for  a  temj^erature  of  60°  Fahr. 

The  elevation  for  which  to  adjust  the  cable  in  the  main  span  for 
this  temperature  had  already  been  determined.  If  it  is  assumed  that 
the  temperature  on  the  day  the  cable  was  to  be  adjusted  would  be 
1^  higher,  the  increase  in  temperature  would  cause  an  increase  in 
length,  but  the  increase  in  length  would  also  cause  a  decrease  in  ten- 
sion. This  decrease  in  tension  had  to  be  taken  into  account  in  deter- 
mining: the  amount  of  stretch  due  to  tension.  The  true  length  was 
thus  found  for  the  new  temperature,  and  the  deflection  computed  and 
tabulated.  This  was  done  for  all  temperatures  which  were  likely  to 
occur  during  the  time  of  making  the  adjustment.  In  the  case  of  the 
land  spans  a  different  tangent  was  found  for  the  various  temperatures, 
and  its  angle  tabulated,  to  be  used  as  required. 

Erection  of  the  Cables. 
The  footbridge  cable  ropes  were  shipped  by  rail  from  Trenton,  N.  J. , 
where  they  were  made  in  the  shops  of  John  A.  Eoebling's  Sons 
Company.  They  were  transferred  to  the  foot  of  the  Manhattan  tower 
on  the  deck  of  the  largest  tug  of  the  Merritt,  Chapman  Wrecking  Com- 
pany. Each  rope  was  2^  ins.  in  diameter,  and  about  3  020  ft.  long. 
It  came  on  a  reel  7  ft.  in  diameter  and  4  ft.  wide,  the  whole  weighing 
about  14  tons.  A  float,  180  ft.  long  and  25  ft.  wide,  previously  used  for 
the  transfer  of  freight  cars,  was  moored  at  the  foot  of  the  Manhattan 
tower.  Three  reels  at  a  time  were  placed  upon  this  float,  mounted  on 
stands  bolted  to  the  deck  and  placed  so  that  the  ropes  could  be  reeled 
oflf  over  the  side.  Each  reel  was  provided  with  a  cast-iron  brake  rim 
over  one  flange  of  the  drum,  around  which  was  passed  two  turns  of 
IJ-in.  manila  line,  one  end  being  secured  to  the  deck  and  the  other 
held  by  hand. 
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The  end  of  each  rope  was  imfasteued  from  the  reel,  raised  over  the 
tower,  drawn  back  to  the  anchorage  and  secured  there.  This  was 
accomplished  in  the  following  manner.  The  fall  line  from  a  derrick 
on  top  of  the  tower,  operated  by  a  hoisting  engine  on  the  float,  was 
attached  to  the  rope  by  means  of  a  clamp  about  60  ft.  from  its  end. 
The  end  of  the  rope  was  then  hoisted  to  the  top  of  the  tower.  As  the 
rope  unwound  from  the  reel,  the  loose  part  passed  over  the  saddles 
and  was  placed  in  temporary  rollers  mounted  on  them.  Plate  V, 
Fig.  1,  shows  the  saddles  for  the  main  cable  and  for  the  foot- 
bridge cables,  one  footbridge  rope  being  in  position  and  the  other  in 
the  rollers  ready  to  be  pulled  over.  Another  clamp  was  now  attached 
about  10  ft.  from  the  end  of  the  rope,  to  which  was  connected  a  long 
line  running  back  to  the  anchorage  and  operated  by  means  of  another 
hoisting  engine  located  on  the  end-span  truss  about  half  way  between 
the  anchorage  and  the  tower.  After  the  tension  had  been  taken  on 
this  "runner  "  the  fall  line  on  the  derrick  was  relieved  of  its  load,  and 
the  clamp  loosened  on  the  rope  so  that  it  would  slide  down  easily 
to  the  bottom  of  the  tower.  There  it  was  once  more  clamped  to  the 
rope,  and  both  engines  were  operated,  one  lifting  it  and  the  other  pul- 
ling the  end  back  to  the  anchorage.  It  was  necessary  to  readjust  the 
lifting  clamp  each  time  it  reached  the  top  of  the  tower,  until  the  end 
of  the  rope  had  arrived  at  tlie  anchorage. 

The  socket  was  next  j)ut  on  and  the  connection  made  to  the  short 
piece  of  rope  previously  secured  to  the  anchorage  girder.  Tliis  opera- 
tion was  repeated  until  all  three  rojjes  forming  a  cable  were  siuiilurly 
placed  Each  in  turn  was  removed  from  the  rollers  on  tojj  of  the  sad- 
dles and  lowered  into  place  in  the  saddle. 

The  next  o])eratiou  was  to  get  these  roi)eB  across  the  river.  This 
was  accomplished  with  the  assistance  of  three  i)owerful  tugboats, 
which  towed  the  float  across  the  river  at  slack  tide.  This  time  was 
Bele(!ted  because  the  course  could  be  more  easily  controlled  and  be- 
cause at  that  time  vessels  could  be  more  easily  handled  and  kept  out 
of  the  way.  The  float  was  towed  sideways,  with  a  tug  at  each  end 
and  one  aliead  to  i)ull.  The  operation  of  towing  the  float  across  the 
river  is  shown  in  Plate  IV,  Fig.  2.  The  course  was  kejjt  as  nearly 
as  poHsihle  iu  a  straiglit  line  between  the  two  towers,  and,  as  it  was 
traversed,  the  reels  were  alk)W('d  to  pay  ofl'thc;  roj)e,  which  sank  and 
lay  u])on  the  bed  of  tlic  river,  tlic  rojx^s  Iiaving  been  previously  lashed 
to  the  bottom  of  the  Mauliattau  tower. 


PLATE  VIII. 

TRANS.   AM.   SOC.   CIV.   ENGRS. 

VOL.    XLIX,   No.  939. 

HARBY  ON    FOOTBRIDGE    FOR   BUILDING 

CABLES  OF  SUSPENSION   BRIDGE. 


Fig.  1.— Land  Span  of  Footbridge  during  Construction. 


Fig.  2.-  ViK,w  OF  Main  Span  of  Footukidgk,  fkom  Thavklkh. 
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The  trip  across  the  river  occupied  about  14  minutes,  during  which 
time  great  care  had  to  be  exercised  that  the  reels  did  not  pay  off  too 
rapidly.  "When  the  Brooklyn  side  was  reached,  the  float  was  moored 
to  the  tower.  It  was  then  found  that  about  400  ft.  of  rope  remained 
on  each  reel.  This  was  unreeled,  one  reel  at  a  time,  and  laid  along  the 
full  length  of  the  deck  of  the  float.  About  60  ft.  from  the  end  of  the 
rope  a  clamp  was  secured,  to  which  the  fall  line  from  a  derrick  on  the 
tower  was  attached.  The  engine  on  the  float  operated  the  line  and 
hoisted  the  end  of  the  rope  to  the  top  of  the  tower.  The  loose  end 
was  next  passed  over  the  tower  and  placed  on  the  rollers  on  top  of  the 
footbridge  saddles.  Another  clamp  was  placed  near  the  end  of  the 
rope,  to  which  was  attached  one  end  of  a  three-part.  |-in.,  wire-rope 
tackle,  which  reached  to  the  Brooklyn  anchorage,  and  was  operated 
by  a  60-H.-P.  hoisting  engine.  The  clamp  was  removed  from  the 
river  side  of  the  rope  as  it  lay  over  the  saddles.  The  lashings  which 
held  it  near  to  the  foot  of  the  Manhattan  tower  were  cut,  and  every- 
thing was  then  in  readiness  to  raise  the  rope  from  the  bed  of  the  river, 
and  stretch  it  from  tower  to  tower.  Two  government  patrol  boats 
guarded  the  river  to  prevent  passing  craft  from  interfering  with  the 
operation,  which  was  performed  at  slack  tide. 

At  a  signal  from  a  steam  whistle  on  the  float  (the  signal  also  serv- 
ing as  a  warning  to  passing  boats),  the  engine  on  the  Brooklyn 
anchorage  began  to  pull  the  rope  over  the  tower,  and  gradually  drew 
it  from  the  river  bed  until  it  had  been  raised  nearly  to  its  correct 
position.  This  operation  consumed  from  4  to  6  minutes.  By  this 
time  the  upper  block  of  the  tackle  had  traveled  to  the  Brooklyn 
anchorage.  The  main  span  was  now  so  nearly  balanced  with  the  Man- 
hattan land  span  that  workmen  on  tojD  of  the  Manhattan  tower, 
were  able,  by  means  of  a  set  of  hand  tackle,  to  pull  the  rope  over  the 
tower  until  it  was  correctly  adjusted. 

A  man  with  a  transit  stationed  at  the  correct  point  below  the  curve 
fixed  the  position  of  the  rope  according  to  the  temperature.  Once 
adjusted,  the  men  on  the  tower  marked  the  rope  in  its  correct  position, 
and  secured  it  against  future  movement. 

At  the  same  time  an  additional  clamp  was  being  placed  on  the  end 
of  the  rope  which  had  been  pulled  down  to  the  Brooklyn  anchorage. 
This  was  placed  a  little  above  the  other  clamp,  and,  attached  to  the 
former,  was  a  nine-part  manila  tackle  with  its  other  end  secured  to 
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the  short  rope  fastened  to  the  anchoi'age  girder.  A  tension  was  now 
taken  on  the  manila  line  by  the  engine,  and  the  tension  on  the  wire- 
rope  tackle  relaxed  and  the  clamp  removed.  The  operation  of  taking 
the  tension  on  the  nine-part  tackle  for  the  final  pull  on  the  footbridge 
cable  rope  is  shown  in  Plate  VII,  Fig.  1.  In  the  meantime  the  rope 
was  lowered  into  the  saddle  on  the  Brooklyn  tower,  and  everything 
was  made  ready  for  the  final  pull. 

A  man  with  a  level  stationed  in  the  Brooklyn  tower  at  the  correct 
elevation  according  to  the  temperature,  gave  the  signals  to  raise  or 
lower  the  rope  until  it  hung  at  the  correct  height  over  the  middle  of 
the  river.  When  this  was  adjusted,  the  position  of  the  rojae  was 
marked  on  the  Brooklyn  tower,  and  secured  against  future  dis- 
turbance. 

The  next  step  was  to  adjust  the  Brooklyn  land  span.  This  was 
done,  as  on  the  Manhattan  side,  by  means  of  a  transit  set  at  the  correct 
angle.  The  rope  was  lowered  or  raised  to  the  correct  po.sition,  which 
was  marked  on  the  saddle  at  the  face  of  the  anchorage  as  soon  as 
adjusted.  The  rope  was  then  measured  and  cut  off,  the  socket  put 
on,  and  connected  to  the  short  rope  fastened  to  the  anchorage  girder. 
See  Fig.  2,  Plate  V. 

This  completed  the  stretching  of  one  of  the  footbridge  cable 
ropes.  The  operation  was  repeated  until  twelve  ropes,  assembled 
into  four  cables,  were  similarly  suspended.  The  adjustment  of  the 
subsequent  ropes  was  made  by  comparison  with  those  previously 
adjusted,  but  all  were  finally  checked  independently. 

Erection  of  the  Supeestkuctube. 
The  placing  of  the  timber  work  was  begun  at  each  tower,  and 
worked  downward  toward  the  center  on  the  main  span,  and  toward 
the  anchorages  on  the  land  sijans.  Each  piece  was  framed  and 
marked  as  to  its  location  in  the  structure  before  being  hoisted  from 
the  ground.  Two  travelers  for  the  main  si)an  wei-e  first  erected  at 
each  tower,  and  two  for  au-.h  land  span.  In  each  case  a  traveler 
ran  on  two  cables  by  means  of  grooved  wheels  connected  by  an  axle 
to  whicih  was  suH])euded  a  platform  large  enough  to  accomniodato 
four  or  five  ukui.  The  (rablo  bauds,  suspender  rods  and  Hoor  beams 
w(!re  utta(;hod  to  t\w  (rable  by  the  men  on  the  traveler.  Tlie  traveler 
was  allowed   to   run  down  the   cable  in   advance  of  the  work.     The 
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Fig.  1.— Lower  Deck  of  Main  Span  of  Footbridge. 


Fig.  2.  — Main  Hpan  ok  Kootuuiuok  with  Htohm  Cables  and  (Juyh  in  ruAOic. 
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traveler  is  shown  in  Plate  VI,  Fig.  1.  Anotlier  gang  followed  up 
the  traveler  and  laid  planks  across  the  floor  beams  as  fast  as  they 
were  swung  into  place.  Plate  VIII,  Fig.  2,  is  a  view  from  the 
traveler  on  the  mam  span,  looking  back  at  the  work  just  placed.  In 
the  main  span  the  material  was  carried  down  from  the  towers  by 
hand,  but  on  the  land  span  each  bent  was  framed  complete  on  the 
truss  below  and  hoisted,  and  the  men  on  the  traveler  connected  it 
to  the  cables.  Plate  VLLI,  Fig.  1,  is  a  view  of  one  of  the  land 
spans  during  construction,  in  which  the  travelers  have  advanced 
about  half  way  to  the  anchorage.  It  was  necessary  to  keep  the  work 
on  the  two  sides  of  the  tower  well  balanced,  so  as  not  to  cause 
the  cables  to  slip  over  the  saddles  from  undue  loading  in  one 
span. 

The  travelers  advanced  toward  the  center  of  the  main  span  simul- 
taneously from  each  tower,  so  that  the  meeting  point  was  at  the  center. 
"When  this  point  was  reached  the  travelers  were  taken  apart  and  carried 
back  over  the  footwalk  to  the  towers. 

A  view  of  the  main  span  from  below,  at  the  level  of  the  roadway  in 
the  tower,  is  shown  in  Plate  IX,  Fig.  1. 

The  land-span  travelers  were  run  down  to  the  anchorages,  and  taken 
apart  there.  Handrail  posts  were  next  bolted  to  the  floor  beams,  and 
a  |-in.  galvanized  wire  rope  for  a  handrail  was  stretched  along  the  full 
length  of  each  footwalk. 

Before  commencing  to  erect  the  upper  deck  of  the  main  span  four 
additional  2J-in.  ropes  were  suspended.  These  ropes  were  drawn 
across  the  bridge  from  the  Manhattan  tower,  the  reel  being  placed 
at  the  foot  of  the  tower.  This  pulling  was  done  by  an  engine  on  the 
Brooklyn  anchorage  with  a  |-in.  plough-steel  line,  passing  over  the 
Brooklyn  tower  and  running  on  the  sheaves  on  top  of  the  footbridge 
saddles.  Each  of  the  four  ropes  was  hung  just  above  one  of  the  foot- 
bridge cables,  and  rested  in  the  same  saddle  at  the  top  of  the  tower. 
These  ropes  were  suspended  at  a  certain  elevation,  so  as  to  be  just 
below  the  floor  beams  of  the  upper  deck,  and  carry  their  proportion 
of  the  load  of  the  bridge.  In  each  land  span  they  were  drawn 
down  and  clami^ed  to  the  other  three  ropes  forming  a  cable.  Plate 
VII,  Fig.  2,  is  a  view  of  the  land  span  of  the  footbridge,  as  seen  from 
the  Brooklyn  anchorage,  as  it  passes  through  the  steelwork  of  the 
end  span. 
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The  erection  of  the  framework  for  the  upper  deck  was  begun  at  the 
center  of  the  main  span  and  carried  toward  the  towers.  Plate  X,  Fig. 
1,  is  a  view  of  the  main  sjjan,  showing  the  erection  of  the  ui>i3er 
deck.  The  material  was  run  down  on  top  of  the  cable  by  bridgemen 
who  held  each  end  with  a  line  and  ran  along  the  footwalk  with  each 
piece,  as  shown  in  Plate  VI,  Fig.  2.  When  the  posts,  stringers  and 
floor  beams  were  in  place,  the  2  x  6-in.  flooring  was  laid  over  the 
beams,  beginning  at  the  towers  and  working  toward  the  center.  The 
flooring  on  the  land  spans  was  similarly  laid.  Handrails  of  |-in. 
galvanized  wire  rope  were  stretched  on  each  side  of  every  footwalk, 
and  secured  to  the  handrail  posts  with  staples. 

Half  way  between  each  anchorage  and  tower  and  at  three  points 
along  the  main  sjian  were  erected  frame  towers  about  12  ft.  high. 
On  these  were  supporting  sheaves  over  which  ran  a  traveling  rope. 

Storm  Cables. 

The  four  2J-in.  storm  cables  previously  described,  each  about  1  700 
ft.  long,  were  delivered  on  reels  at  the  foot  of  the  Manhattan  tower. 
The  free  end  was  taken  to  the  top  of  the  tower,  passing  up  the  land 
side  and  crossing  over  the  toj)  toward  the  river  on  the  sheaves  on 
top  of  the  footbridge  saddles.  The  rojie  was  now  drawn  across  the 
footbridge  in  the  same  way  as  were  the  cables  for  the  upper  deck. 
They  were  laid  across  the  lower  deck  beams  and  in  such  a  manner  that 
they  could  be  easily  pushed  overboard.  "While  in  this  position  a  suspen- 
der of  4-iu.  galvanized  wire  rojje  was  fastened  every  40  ft.  Tlie  other  end 
of  the  snsi)ender  Avas  attached  to  the  foot-bridge  cables.  The  length 
of  each  ha  I  been  regulated  by  previous  calculations,  so  that  when  the 
storm  cal)le  became  susjjended  by  them  it  would  hang  in  the  form  of 
a  parabola. 

When  all  the  suspenders  were  properly  connected  the  cable  was 
lowered  overboard  by  means  of  blocks  and  falls  at  numerous  points 
until  it  was  hung  on  the  suspenders.  The  two  ends  were  then  pulled 
in  to  each  tower,  and  sockets  placed  upon  them.  Each  was  secured  to 
one  of  the  main  posts  of  the  tower  and  screwed  up  to  the  proper 
tension  by  means  of  long  U-^^olts.  A  view  of  the  main  sjjau,  with 
the  storm  cables  and  guys  in  place,  is  shown  in  Plate  IX,  Fig.  2.  The 
footbridge  was  secured  additionally  by  means  of  long  guy  ropes  wliich 
ran  from  tlie  main  s|)aii  down  to  the  towers. 
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Plate  X,  Fig.  2,  is  a  view  of  the  completed  footbridge  as  seen 
from  Brooklyn,  just  back  of  the  anchorage.  When  the  strnctnre 
was  completed,  observations  were  made  to  determine  how  near  the 
bridge  came  to  occupying  the  position  for  which  it  was  finally 
intended.  The  result  of  the  observations  showed  it  to  be  within  a 
very  few  inches  of  the  calculated  position,  which  was  a  great  source  of 
gratification  to  the  engineers  in  charge,  as  it  proved  the  correctness 
of  the  assumptions,  the  exactness  of  the  intricate  calculations 
involved,  and  the  accuracy  of  the  instrument  work. 

When  the  last  wire  in  each  main  cable  had  been  laid  and  the  last 
strand  adjusted,  the  usefulness  of  the  upper  deck  of  the  footbridge 
was  at  an  end.  The  whole  of  the  upper  deck  work  was  then  removed, 
the  flooring  being  transferred  to  the  low^er  deck  and  the  other  timber 
work  being  kept  on  the  span,  so  as  not  to  change  the  loading  and 
consequently  the  position  of  the  bridge.  The  upper  cables  were  tied 
to  the  lower  ones  by  long  Unbolts,  so  as  to  make  each  carry  a  propor- 
tion of  the  load. 

The  work  of  putting  on  the  cable  bands  and  cable  covering,  and 
hanging  the  suspenders,  can  now  be  completed  from  the  lower  deck  of 
the  bridge. 

The  expectations  of  what  the  footbridge  would  accomplish  have 
not  been  over-estimated,  for  it  has  permitted  a  saving  of  much  time, 
made  the  work  safer,  and  aflfoi'ded  a  means  of  building  the  cables  as 
nearly  perfect  as  it  is  within  human  possibility  to  do.  The  erection 
of  such  a  bridge  may  be  usually  considered  a  very  hazardous  occupa- 
tion, but  in  this  case  not  a  single  accident  occurred. 

Reference  to  cable  making,  except  in  explanation  of  the  functions 
of  the  footbridge,  has  been  purposely  omitted  in  this  paper,  as  that  is 
a  subject  in  itself. 
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DISCUSSION. 


W.  HiiiDENBRAND,  M.  Am.  Soc.  C.  E. — Mr.  Harby  has  given  a  very- 
clear  and  interesting  description  of  the  building  of  that  airy  structure 
known  as  the  temporary  footbridge  over  the  East  River,  which  has 
been  in  position  for  almost  two  years,  and  during  this  time,  in  spite  of 
its  apparent  unsafety,  has  braved  many  storms.  It  has  now  nearly 
fulfilled  its  purposes,  and  soon  will  be  an  object  of  the  past ;  in  fact, 
the  work  of  dismantling  it  commenced  several  weeks  ago. 

This  footbridge  was  a  structure  of  considerable  magnitude,  i^re- 
senting  some  novel  and  unique  features,  and  it  is  hoped  that  the 
presentation  of  this  paper  may  have  contributed  at  least  a  mite  to  the 
knowledge  of  all  members  of  this  Society. 

It  is  ijresumed  that  many  will  feel  partially  disappointed  at  a 
certain  seeming  incompleteness  of  Mr.  Harby 's  paper,  and  may  ask 
why  the  means  to  accomplish  a  certain  object  has  been  presented  and 
not  the  object  itself.  If  it  were  necessary  to  erect  such  a  large  and 
expensive  structure  merely  to  be  used  as  a  convenience  for  doing  some 
other  engineering  work,  it  would  be  natural  to  suppose  that  the  latter 
must  be  of  great  magnitude  or  of  more  importance ;  and  if  it  were  worth 
while  to  describe  the  scaffold,  so  to  speak,  why  not  the  work  to  be 
created  with  the  help  of  this  scaffold. 

In  other  words,  it  may  be  asked  why  this  paper  is  not  extended  so 
as  to  go  on  with  the  description  of  the  big  cables,  and  of  the  method 
of  making  them. 

In  answer  to  these  questions,  the  speaker  wishes  to  say  that  Mr. 
Harby's  paper  is  the  introduction  to  another  paper:  "On  the  Making 
of  the  Cables  of  the  New  East  River  Bridge,"  which  is  now  in  course 
of  preparation  by  the  speaker,  and  which  he  will  have  the  honor  to 
submit  as  soon  as  it  can  be  finished. 

The  footbridge  is  really  a  i)art  of  the  cable  making,  but  in  this 
particular  case  it  was  of  such  proniineucethat  it  was  arranged  between 
Mr.  Harby  and  tliti  si)eaker  to  divide  the  labors,  and  that  the  latter's 
paper  should  be  an  immediate  sequel  to  the  -present  discourse;  but, 
unfortunately,  the  preparation  of  this  paper  has  been  delayed,  and  it 
will  be  several  weeks  before  it  can  be  presented. 

The  speaker  thinks  that  tlie  paper  on  the  footbridge  is  appre- 
ciated, and  feels  pcn-soually  indebted  to  the  author,  because  his 
illustrations  have  lightened  considerably  the  labors  still  before  the 
speaker. 

On  page  171,  Mr.  Harby  says: 

"After  ])h)tting  these  curves  it  was  found  that  tlie  line  of  th(>h)wer 
deck  fl<»()r  of  the  footliridgc  ncMirly  coincided  with  the  curve  of  the 
footbridge  cable  for  a  distance  of  4UU  ft.  on  each  side  of  the  center  of 
the  span." 
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This  sentence  gives  the  impression  that  the  calculations  had  been  Mr.  Hilden- 
made  and  plotted,  and,  in  conseqiieuce  of  having  found  a  certain 
result,  the  conclusion  had  been  reached  that  the  flooring  should  be 
put  on  top  of  the  cable.  The  fact  is  that  the  bridge  was  designed 
first  and  then  the  calculations  were  made  for  finding  a  cable  curve, 
which,  for  '2(X1  ft.  on  each  side  of  the  center  of  the  si^an,  would 
touch  the  underside  of  the  floor  platform,  exactly  as  it  had  been 
desired. 

On  page  172,  in  giving  a  description  of  the  different  calculations, 
Mr.  Harbv  says  several  times  that  the  ordinates  and  the  length  of  the 
suspenders,  etc.,  were  "readily"  computed.  The  sjieaker  likes  Mr. 
Harby's  optimistic  way  of  expressing  himself.  The  fact  is,  it  took  a 
good  many  weeks  and  months  of  diligent  labor  for  the  preparation  of 
long  and  intricate  formulas ;  and  when  it  came  to  the  actual  numerical 
calculations,  Mr.  Harby  and  the  speaker  were  obliged  to  spend  many 
days,  working  until  after  midnight,  to  come  to  the  results  ;  so  that  if 
he  calls  this  "readily  computed,"  the  speaker  would  like  to  see  those 
comjiutatious  that  are  not  "readily  computed." 

Later  on,  Mr.  Harby  says:  "  A  man  with  a  transit  stationed  at  the 
correct  point  below  the  curve  fixed  the  position  of  the  rope  according 
to  the  temperature." 

The  speaker  desires  to  state  that  Mr.  Harby,  himself,  was  that 
man,  and  it  was  not  a  very  enviable  position.  He  had  to  stand  on  an 
improvised  jdatform  erected  on  the  beams  of  the  side  spans,  with  no 
floor  under  it,  and  he  had  just  enough  room  to  take  half  a  step  back 
and  look  through  the  telescope,  otherwise  he  looked  down  100  ft.  on 
either  side  of  him;  and  this  he  had  to  do  in  a  temperature  of  18  or  20*^, 
sometimes  in  a  cold  drenching  rain.  His  work  was  accurate.  After 
the  footbridge  was  corppleted  it  occupied  precisely  the  position  which 
was  fixed  bv  calculation. 
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Since  the  impetus  given  to  improved  road  making,  tbrongh  the 
genius  of  Macadam  and  Telford,  nothing  has  quickened  the  interest  or 
added  more  to  satisfactory  results  in  highway  construction  than  the 
introduction  of  natural  bituminous  concrete  or  asjibalt  as  a  surfacing 
material.  Appearing  as  a  practical  utility  simultaneously  in  Berlin 
and  in  Washington,  about  1876,  its  remarkable  popularity  is  attested 
by  a  bulletin  issued  by  the  United  States  Department  of  Labor  in 
1900,  reporting  30  203  94G  sq.  yds.  of  asphalt  laid  in  12i)  cities  in  this 
country  liaving  jiopulations  of  30  000  inhabitants.  When  it  is  recol- 
lected that  this  represents  an  outlay  of  approximately  f  75  GOO  000,  in 
initial  cost  and  expended  during  the  last  '25  years,  the  enormous 
proportions  of  this  industry  are  apparent. 

Notwitlistanding  the  great  iK)pularity  of  this  class  of  i)avement, 
both  in  this  country  and  abroad,  its  introduction  has  been  attended 
with  many  expensive  and  disastrous  failures,  as  a  reason  for  which,  E. 
Kuicliliug,  M.  Am.  Soc.  C.  E. ,  in  a  recent  article,  cites  the  following: 

"  It  may  also  be  mentioned  that  rock  usjjhalt  for  street  paving  piir- 
poses  was  first  introduced  in  Paris  in  1854,  and  that  its  advantages 

•  Presented  lit  tli(^  iiiwitiiiK  of  S('|)tciiil)cr  I7tli,  llHia. 


MAINTENANCE   OF    ASPHALT    STREETS.  183 

•were  promptly  recognized  by  Baron  Haiismann,  Napoleon  Ill's  famous 
Minister  of  Public  Works.  Not  only  did  it  aflford  the  means  of  secur- 
ing a  handsome,  sanitary  and  comparatively  noiseless  pavement,  but 
its  continuity  and  difficulty  of  removal  made  it  of  little  use  for  the 
formation  of  barricades  by  the  turbulent  element  of  the  poi3ulation, 
and  thus  contributed  greatly  to  the  preservation  of  law  and  order  by 
the  municipal  authorities.  Its  use  in  most  of  the  principal  streets 
and  aveniies  soon  followed,  but  with  the  increased  demand  came  com- 
petition and  numerous  attempts  to  reduce  the  cost  by  the  substitution 
of  inferior  materials  and  methods,  until  finally  the  qiiality  became  so 
poor  as  to  lead  to  early  disintegration.  This  resialt  became  generally 
noticeable  in  Paris  aboiit  18S0,  and  in  conseqxxence  of  the  inability  of 
the  contractors  to  make  proj^er  repairs,  asphalt  pavements  fell  into 
serious  disrepiite. 

"In  relation  thereto,  M.  Leon  Malo,  the  well-known  French  leaving 
expert,  and  director  of  the  rock  asphalt  mines  at  Seyssel,  which  are 
controlled  by  the  General  Asphalt  Company  of  France,  states  that  xip 
to  1876,  all  the  asphalt  pavements  of  Paris  were  built  and  maintained  by 
said  comi^any  under  contract,  and  gave  entire  satisfaction.  In  that  year, 
however,  the  contracts  expired,  and  the  municipal  authorities  yielded 
to  the  pressure  brought  by  rival  paving  corporations  to  open  the 
work  of  construction  and  maintenance  to  general  competition,  and 
award  the  contracts  to  the  lowest  bidder.  The  consequence  was  that 
the  work  was  taken  at  low  prices  by  inexperienced  firms,  and  per- 
formed improperly,  as  mentioned  above.  In  the  coiirse  of  five  years 
over  210  000  sq.  yds.  of  the  inferior  asphalt  pavement  crumbled,  and 
the  contractors  went  into  bankruptcy,  leaving  repairs  of  enormous 
extent  undone  and  creating  widesjaread  prejudice  against  this  kind  of 
pavement.  The  authorities  then  realized  that  such  work  could  not  be 
done  in  a  haphazard  manner,  and  thereafter  gave  contracts  only  to  the 
most  experienced  and  resjionsible  firms,  under  strict  inspection,  and 
limiting  the  source  of  the  bituminous  rock  to  a  few  quarries  of  estab- 
lished reputation. " 

The  experience  of  the  French  capital  is  not  an  isolated  case,  many 
cities  on  both  sides  of  the  Atlantic  having  successively  faced  and  de- 
cided, each  for  itself,  the  advisability  of  restricted  competition  or 
untried  materials. 

In  engineering  works,  "what  is  wanted"  is  generally  so  clearly 
•understood  that  there  is  no  difficulty  either  in  readily  specifying  or 
exactly  following  the  requirements.  The  strength,  durability  and 
comi^osition  of  the  great  mass  of  materials  entering  into  constructive 
engineering  works  have,  for  the  most  part,  been  long  and  well  under- 
stood, and  their  exact  values  determined  experimentally  and  prac- 
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ticaUy  undei-a  wide  range  of  conditions  and  tests,  but  to  this  rule  there 
are  certain  notable  exceptions,  where  materials  are  used  singly  or  in 
combination  with  others  for  certain  important  work,  but  where  the 
individual  character  and  resulting  combination  is  made  without  suffi- 
cient scientific  knowledge  to  make  certain  prediction  of  successful 
use. 

Such  a  material  is  bitumen,  the  essential  base  of  all  asphalt  pave- 
ments. Bitumen,  in  mineralogy,  is  defined  as  "a  hydrocarbon  mixt- 
ure, of  mineral  occurrence,  whether  solid,  liquid  or  gaseoiis,"  and,  in 
line  with  this,  the  Supreme  Court  of  the  United  States  has  ruled  that 
natural  gas  is  a  true  bitumen;  other  chemists  and  mineralogists  are 
inclined  to  include  "any  and  all  hydrocarbons,  whether  natural  or 
artificial,  provided  they  be  soluble  in  carbon  bisulphide;  hence,  in 
specifications  where  the  percentage  of  bitumen  is  a  ruling  considera- 
tion, either  natural  gas  or  coal-tar  would  be  equally  suitable  for  the 
production  of  an  asphalt  pavement. 

Asphalt  is  a  hard,  natural  bitumen,  antl  is  found  in  Nature  in  great 
deposits,  such  as  the  pitch  lake  at  Trinidad,  or  imjiregnating  both  lime 
and  sand  rock.  Not  only  does  uncertainty  exist  in  the  classification  of 
bitumens,  but,  in  analytical  chemistry  and  physical  test,  the  difieren- 
tiation  of  asphalt  and  coal-tar  is  most  uncertain.  To  the  chemist,  the 
diamond  and  the  lump  of  coal  are  both  carbon,  while  coal-tar  and 
natural  asphalt  are  bitumens,  almost  impossible  to  determine,  the  one 
from  the  other,  except  by  the  smell. 

The  wearing  surface  of  the  asphalt  street  should  be  a  true  concrete, 
in  which  sand  is  the  aggregate,  while  carbonate  of  lime  dust  and  the 
asphalt  form  the  matrix.  As  with  hydraulic  concrete,  it  is  important 
that  all  voids  in  the  mass  be  filled,  and  that  as])halt,  the  cementing 
ingredient,  shall  be  of  proper  composition  and  quality,  to  the  end  that 
the  concrete  thus  formed  is  durable,  tenacious  and  elastic.  ^Yhilc  all 
asphalt  is  bitumen,  all  bitumen  is  not  suitable  for  an  asphalt  pavement; 
it  may  be  too  lirittlo  or  may  lack  the  requisite  cementing  ])roporties, 
in  whicli  case  the  pavement  necessarily  disintegrates  and  fails. 
Again,  oven  witli  the  best  of  materials,  the  composition  may  be  spoiled 
in  the  making,  too  much  of  the  limestone  dust  making  the  ])av(Mnent 
hard  and  brittle,  wliile  too  great  a  (piantity  of  aHi)halt  cenioni  will 
make  a  soft  and  yielding  surface  in  summer,  Homctimes  being  so  soft 
as  to  miro  teams,  in  either  case  making  a  renewal  of  the  wearing  sur- 
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face  of  the  pavement  a  necessity;  so  that  it  would  seem  that  the  surest 
way  of  securing  satisfactory  results  and  determining  the  merits  of  an 
asphalt  pavement  is  to  give  it  a  trial,  requiring  considerable  time,  and 
to  award  the  execution  of  the  work  to  experienced  asphalt  contractors 
and  road  builders. 

In  view  of  the  negative  value  of  tests,  except  that  of  long  experience, 
the  only  specifications  likely  to  produce  reliable  and  exact  results, 
are  those  which  incorporate  in  their  requirements  formiilas  and  meth- 
ods a<lapted  to  materials  which  have  previously  been  used  successfully, 
as  made  evident  by  from  fifteen  to  twenty  years  of  steady  use  under 
ordinary  street  traffic;  but  even  the  adojition  of  such  well-tried  and 
successful  materials  and  methods  is  not  a  positive  guaranty  of  the 
merit  of  the  asphalt  jiroposed  to  be  laid,  for  careless  manipulation 
and  unaccustomed  climatic  conditions  may  make  an  inferior  jDavement 
of  materials  which  have  been  used  successfully  elsewhere,  while  re- 
stricting competition  to  those  materials  the  fitness  of  which  has  been 
established  by  long  use  necessarily  reduces  competition,  offering  in- 
ducement to  collusion,  combination  and  fraud;  besides,  there  is  lost 
the  possibility  of  introducing  through  experiment  a  material  superior 
to  any  so  far  presented  for  service. 

Such  considerations  suggest  the  necessity  for  the  broadest  comi^e- 
tition,  and  the  free  exercise  of  this  principle  by  municipalities  is  most 
commendable  and,  in  general,  is  certainly  the  true  public  policy. 
However,  it  is  equally  true  that  the  taxpayer  should  be  at  all  times 
protected  against  the  possibility  of  expensive  failure,  where  inferior 
or  untried  materials  and  methods  are  permitted  to  comi)ete  upon  the 
same  basis  with  those  which  from  long  exjjerience  have  fully  demon- 
strated their  fitness  for  particular  use ;  and  it  is  obvious  that  the  safe 
course,  under  such  conditions,  is  to  insist  that  the  burden  of  respon- 
sibility and  the  cost  of  full  and  free  experiment  be  placed  where  it 
properly  belongs,  upon  the  promoter  of  the  new  material. 

Were  it  not  for  a  legal  obstacle,  to  be  hereinafter  discussed,  it 
would  be  a  simple  solution  of  the  difficulty  to  require  a  solvent  bond 
for  performance  and  a  long  period  of  maintenance. 

Unfortunately,  any  long-term  guaranty  is  likely  to  be  subject  to 
sharp  and  repeated  attacks  before  legal  tribunals,  with  every  chance 
of  having  assessments  defeated  or  declared  invalid  because  of  the 
incorporation,   in  paving  contracts,   of   a  clause  requiring   the  con- 
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tractor  to  giiarantee  and  keep  in  repair,  for  a  long-term  i)eriod,  the 
work  executed  by  liim. 

The  contention  has  frequently  been  sustained  by  the  highest  courts 
of  the  land  that  such  a  requirement,  unless  clearly  set  forth  and  in- 
tended by  the  act  proAnding  for  paving  assessments,  works  an  unex- 
pected hardship  upon  the  abutting  i^roperty  owner,  who  is  not  only 
compelled  to  pay  for  all  or  a  i^roportion  of  the  cost  of  paving  in  front 
of  his  property,  but  is  charged  besides  with  the  maintenance  of  the 
street  in  good  order  for  a  definite  period  of  years  under  the  so-called 
'*  guaranty"  clause  of  the  contract,  which  is,  in  fact,  only  a  mainte- 
nance charge  in  disguise;  an  expense  which  should  clearly  be  assessed 
against  the  taxpayer  at  large,  resjaonsible  for  the  proper  care  and 
repair  of  all  streets  and  public  places,  there  being  no  sanction  in  the 
statute  or  act  for  putting  this  expense  upon  the  property  owner. 

The  Supreme  Court  of  the  State  of  Louisiana,  on  May  29th,  1899, 
handed  down  a  far-reaching  decision,  which,  in  part,  held  that: 

"  The  maintenance  clause  in  the  contract,  by  which  plaintiff  com- 
pany binds  itself  to  keep  the  street  in  good  order  and  condition  for  a 
term  of  five  years,  must  be  construed  with  reference  to  the  specifica- 
tions for  the  work,  and  the,  bid  of  the  plaintiff  thereon." 

The  latter  contained  the  guaranty : 

•'That  the  work  would  be  constructed  in  such  manner  that  the 
same  would  endure  without  requiring  repairs  for  five  years,  but  that, 
if  repairs  should  become  necessary,  plaintiff"  company  would  make 
same  at  its  expense.  It  thus  ajipears  that  plaintiff's  undertaking  was 
to  lay  paving  consisting  of  such  materials,  and  jjut  down  in  such 
manner,  as  to  endure  for  five  years  without  repair,  and  it  guaranteed 
its  work  to  be  of  such  character.  If  not  of  such  character,  the  loss 
would  fall  on  the  company,  at  whose  expense  the  repairing  needed 
within  five  years  would  be  done.  This  clause  is  not  legally  objection- 
able. It  is  regarded  as  simply  a  guaranty  of  the  quality  of  the  work 
contracted  to  be  done,  and  does  not  render  the  contract  void,  as  in- 
creasing the  burden  of  abutting  property  owners  by  requiring  them 
to  pay  for  kticping  tlic  pavement  in  rei)air  for  the  period  of  five  years 
after  its  com])leti()U.  It  is  an  incident  of  the  contract,  not  an  inde- 
pendent undertaking. " 

There  must  be  some  point,  however,  where  such  an  obligation  for 
maintenance  does  become  an  "independent  undertaking,"  and  that 
point  is  conceived  to  be  that  period  of  time  within  which  the  well-laid 
asplialt  ijavement  should  continue  without  rocjuiriug  repairs  incident 
to  the  wear  of  ordinary  traffic. 
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A  cousiileratiou  of  the  department  reports  of  some  of  the  larger 
cities  shows  that  iu  the  great  majority  of  cases  the  maintenance  of 
asphalt  pavements  is  provided  for  by  the  contractor  under  the 
'•giiarauty"  clanse  for  a  period  of  abont  live  years,  hence  the  im- 
possibility of  obtaining  from  the  records  an  api^roximation  of  the  cost 
of  providing  for  necessary  repairs  during  such  time,  but,  from  reliable 
authority,  it  seems  certain  that  the  contractor  never  anticipates  the 
necessity  of  repair  of  asphalt  pavements,  except  for  accidental  cause, 
during  a  live-year  term;  hence  that  period  might  properly  represent 
that  sijecitic  time  -when  maintenance  becomes  more  than  "  an  incident  " 
of  the  contract  cost  of  paving. 

Referring  to  the  experience  of  Paris,  it  would  appear  that  abo^^t 
the  same  period  was  required  before  inferior  pavements  disintegrated 
to  a  point  necessitating  removal;  hence  it  is  questionable  whether  that 
period  of  time  taken  to  represent  a  reasonable  guaranty  is  sufficient 
to  test  fully  the  life  expectancy  of  the  asphalt  pavement.  If  this  con- 
tention is  accepted  as  true,  the  wisdom  of  the  German  municipalities 
is  untiuestioned.  Their  contract  requirements  for  asphalt  pavements 
being  that  the  new  pavement  shall  be  kept  in  perfect  repair  for  a 
period  of  nineteen  years,  beginning  on  April  1st  of  the  year  following 
the  completion  of  the  work.  During  the  first  four  years  the  con- 
tractor receives  no  comijensation  whatever  for  necessary  repairs,  but 
for  the  remaining  term  of  fifteen  years  he  is  j^aid  at  the  rate  of  10 
cents  per  square  yard  for  the  entire  area  under  contract. 

While  the  practice  in  the  United  States  is  to  omit  altogether  any 
provision  for  long-term  guaranties  by  the  original  contractor  for 
asphalt  pavements,  in  a  few  instances,  subsequent  and  sujjplemental 
contracts  for  such  repairs  have  been  entered  into  by  municipalities, 
and  include  periods  ranging  from  five  to  ten  years  in  addition  to  the 
time  of  the  original  guaranty. 

The  City  of  Omaha,  Neb. ,  has  made  such  a  contract,  for  ten  years, 
at  the  rate  of  8  cents  per  square  yard  per  annum;  Denver  pays  10  cents 
per  square  yard  for  a  like  arrangement,  while  Cincinnati,  subdividing 
the  term  into  two  periods  of  five  years,  has  contracted  for  the  repair 
of  its  asphalt  pavements  at  7J  cents  for  the  first  five  years  and  14  cents 
per  square  yard  for  the  last  five  years,  in  all,  fifteen  years  of  guaranty 
or  maintenance. 

Under  the  European   system,    providing  for  the  maintenance  of 
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asphalt  streets  at  a  fixed  sum  per  square  yard  per  year,  such  bonus, 
payable  annually,  depends  only  upon  the  extent  of  the  area  under 
contract  and  not  upon  its  legitimate  and  natural  repairs,  the  effect 
being  that  the  contractor  receives  a  sum  for  repairs  whether  he  earns  it 
or  not,  the  sum  paid  representing  the  premium  upon  an  insurance 
policy  rather  than  an  expenditure  for  a  real  necessity. 

The  practice  of  a  few  American  cities,  in  providing  for  the  main- 
tenance of  streets  by  subsequent  additional  and  supplemental  con- 
tracts, not  necessarily  with  the  original  contractor  or  for  identical 
material,  might  be  so  amended  as  to  provide  that  the  first  contractor 
should  continue  to  keep  his  work  in  repair,  with  materials  previously 
used,  the  payment  for  which  being  based  upon  original  prices,  and 
due  only  where  there  is  a  real  demand  for  repairs  and  a  consequent 
outlay. 

From  the  department  reports  of  Washington  and  Buffalo,  the  cost 
of  repairs  and  maintenance  was  guaranteed  by  the  contractors  for  five 
years.     The  subsequent  exiJense  to  each  city  is  averaged  as  follows: 

Washington. 
First  i^eriod  of  five  years.  ...  0      cents  per  square  yard  per  year. 
Second      "  "         ....   2.9      " 

Third        "  "         ....  7.3      " 

Buffalo. 
First  period  of  five  years ....   0     cents  per  square  yard  per  year. 

Second    "         "         "         6 

Third       "         "         "         4.8     "  "  ♦' 

Accepting  the  figures  showing  the  cost  of  maintaining  pavements 
in  Washington  as  a  basis,  and  rounding  them  out  to  3  cents  and 
8  cents,  respectively,  and  accepting  the  logical  (iousequeuce  of  tlie 
preceding  argument,  it  would  seem  perfectly  possible  and  proper  to 
draft  specifications  so  as  to  permit  open  and  broad  comj)etitiou, 
under  a  sufficient  and  proper  guaranty,  and  in  such  manner  as  to 
comply  with  the  rulings  of  the  courts  in  the  matter  of  maintenance, 
by  stipulating  that  the  contractor  should  lay  the  pavement  at  a  price 
to  be  agreed  upon  and  to  be  assessed  against  the  responsibh^  parties 
under  tlie  act  j)r()viding  for  ))av(Mn<'nt  assesKUKUits,  J)ut  rcfiuiring  tlie 
contractor  to   provide  u  solvciut  bond,  not  only  for  pcrfoniuince,   but 
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for  the  maintenance  of  the  work  in  good  condition  for  a  term  of  years, 
and  for  compensation  wbich,  from  the  record  of  other  cities,  might 
seem  proper  and  reasonable.  The  cost  of  maintenance,  thus  deter- 
mined and  agreed  upon  in  advance,  should  he  paid  annually,  only 
when  earned,  to  the  contractor,  out  of  the  general  city  funds,  for  all 
legitimate  repairs,  and  at  the  price  previously  agreed  upon,  but  any 
excess  of  cost,  greater  than  that  which  the  record  of  other  cities  has 
shown  to  be  a  proper  and  just  amount  of  repair  work  for  well-laid 
asphalt  pavement,  should  be  assessed  against,  and  paid  for,  by  the 
original  contractor. 

For  the  reason  that  neither  the  chemist,  mineralogist  nor  engineer 
can  specify  with  certainty  the  character,  amount  or  composition  of 
an  asphalt  pavement,  and  as  results  and  not  precise  methods  are 
sought,  it  would  seem  reasonable  to  relieve  the  contractor  of  specific 
limitations,  while  requiring  that  the  entire  responsibility  for  the 
success  or  failure  of  the  pavement  be  borne  by  him,  through  stipula- 
tion with  security  that  the  particular  pavement  shall  last  as  long  and 
require  as  few  repairs  as  other  well-laid  asphalt  pavements;  and  that 
the  reasonable  cost  of  legitimate  and  necessary  repairs  should  be  paid 
annually,  after  five  years,  to  the  contractor,  by  the  city  at  large; 
while  any  sum  expended  in  excess  for  necessary  repairs  should  be  a 
charge  against  the  contractor. 

In  line  with  the  j)recediug  argument,  the  writer  drafted  for  the 
Department  of  Public  Works,  of  Mobile,  Ala.,  a  set  of  specifications 
from  which  the  following  is  taken : 

Specifications  for  Asphalt  Pavements. 

"  Wearing  Surface. — Upon  a  concrete  foundation,  or  'binder 
course,'  previously  prepared,  there  shall  be  laid  a  wearing  surface  of 
asphaltic  concrete,  composed  of  natural  bitumen,  silica  and  car- 
bonate of  lime,  of  such  proportions  and  composition,  and  mixed 
according  to  such  formula,  as  may  be  recommended  by  the  contractor, 
who  shall  furnish,  with  his  projiosal,  the  chemical  analysis  of  the 
asphalt  to  be  used  on  tbe  work;  also,  a  statement  of  the  ingredients 
and  jjroportions  thereof,  and  the  method  of  mixing  and  laying.  This 
material  shall  be  spread  and  rolled  to  a  finished  depth  or  thickness  of 
not  less  than  IJ  ins.  where  a  binder  course  is  used,  and  not  less  than 
2  ins.  where  such  course  is  omitted,  and  in  such  manner  and  by  such 
means  as  the  contractor  may  deem  exjjedient  or  likely  to  produce  the 
best  results. 


190  MAINTENANCE    OF    ASPHALT   STREETS. 

"Concrete  made  of  asplialtic  cement  and  clean  gravel  may  be 
used  to  form  the  binder  course;  its  thickness  shall  be  considered  as 
part  of  the  depth  specified  for  cement  concrete,  and  will  be  paid  for 
as  such. 

"  For  a  period  of  fifteen  years,  immediately  following  the  acceptance 
of  the  work  contemplated  under  these  specifications,  the  cost  of  main- 
taining the  pavement  in  good  condition  shall  be  guaranteed  by  the 
contractor,  not  to  exceed  the  following  rate  for  each  square  yard  of 
pavement  for  the  following  periods: 

"  For  the  first  five  years,  cost  per  yard  for  each  year 0  cents. 

" For  the  second  five  years,  cost  per  yard  for  each  year.  . .   3     " 

"  For  the  third  five  years,  cost  per  yard  for  eachyear. ...    8      " 

"  The  maintenance  of  the  pavement  in  good  condition  during  the 
guaranty  period  contemplates,  and  is  intended  to  provide  only  for, 
repairs  which  may  be  necessary  by  reason  of  defects  in  the  wearing 
surface  of  the  pavement,  made  apparent  by  conditions  of  weather  and 
traffic.  Noticeable  irregularities  of  the  wearing  surface;  cracks 
exceeding  ^  in.,  and  ajjparent  disintegration,  all  extending  over  more 
than  1  sq.  ft.  of  surface,  shall  be  considered  cause  and  necessity  for 
rei^air,  which  shall  be  made  and  estimated  as  follows : 

"  Guaranteed  Annual  Cost  of  Maiutemince  of  Pavements. — After  a 
pavement  has  been  laid  and  accepted,  and  the  cost  of  maintenance 
guaranteed,  at  any  time  during  the  term  of  such  guaranty,  when,  in 
the  opinion  of  the  Board  of  Public  Works,  and  in  accordance  with  the 
foregoing  requirements  as  to  maintenance,  the  necessity  exists  for 
repairing  any  portion  of  the  pavement,  upon  notice  from  the  Board, 
and  within  fifteen  days  thereafter,  the  contractor  shall  take  up,  relay 
or  repair  such  portion  of  the  pavement  as  may  have  been  designated, 
and  shali  repair  or  relay  the  same  with  materials  and  according  to 
methods  prescribed  for  the  original  work,  and  to  the  satisfaction  and 
accei^tance  oi  the  Board  of  Pul)lic  Works. 

"For  the  purpose  of  estimating  the  value  of  such  repair  work,  in 
addition  to  the  contract  price  per  yard  as  established  by  the  original 
bid,  there  shall  be  allowed  an  extra  amount  for  such  repairs,  as 
follows : 

For  each  separate  amount,  as  ordered,  less  than  20  yds.,  20  per 

cent. 
For  eacli   sej)arate  amount,  as  ordered,  more  tliuu  20  and  less 

than  50  yds.,  15  per  c(!ut. 
For  each  separate  amount,  as  ordered,  in  excess  of  50  yds.,  10 
per  cent. 

"  Should  the  cost  of  repairs,  as  estimated  above,  exceed  in  any  one 
year  tlie  sum  for  which  tlie  ccmtractor  has  guaranteed  that  such  jiave- 
moot  could  be  maintaiuc^d,  any  additional  work,  ordered  by  the  Jioard 
of  Public,  Works,  shall  be  done*  l»y  the  contractor,  uiidrr  the  terms  of 
the  Hpecilications,  and  without  cost  to  the  city. 
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"If.  in  the  opinion  of  the  Board  of  Public  Works,  there  should 
arise  the  necessity  for  removing,  repairing  and  replacing  any  section 
of  the  pavement  for  the  laying  of  water,  gas  or  other  mains,  or 
for  the  repair  of  the  same,  or  for  any  purpose  whatsoever,  upon  the 
•written  order  of  the  President  of  the  Board  of  Public  Works,  the  pave- 
ment shall  be  opened,  replaced  or  repaired  by  the  contractor,  in  the 
manner  and  under  the  terms  provided  for  repair  work,  but  the  cost 
of  such  work  shall  not  be  charged  to  the  contractor,  or  considered  as 
a  pai-t  of  his  guaranty." 

Under  the  provisions  of  the  foregoing  specifications  and  the  penalty 
expressed  in  a  bond  in  the  sum  of  $15  000,  contractors  for  asphalt 
paving  have  recently  undertaken  some  17  000  sq.  yds.  in  the  City  of 
Mobile,  Ala. ,  for  the  following  prices : 

A. — Construction  of  6-in.  concrete  founda- 
tions, including  grading $0.65   per  square  yard. 

B. — Paving  with  asjjhalt 1.15     "  " 
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DISCUSSION. 


S.  Whtsery.  M.  Am.  Soc.  C.  E. — The  questioa  of  the  wisdom  of 
requiring  a  long-time  guaranty  on  public  work,  and  particularly  on 
street  pavements,  has  not  received  the  attention  its  imjiortance  war- 
rants. Whether  such  guaranties,  on  the  whole,  are  beneficial  to  the 
interests  of  a  city,  or  otherwise,  certainly  admits  of  arguments  on  both 
sides.  The  arguments  on  the  negative  side,  apparentlj^  have  not  been 
worked  out  carefully  or  jiursued  to  ultimate  consequences  or  conclu- 
sions. 

The  speaker  does  not  include  in  this  discussion  those  short-period 
guaranties  to  the  effect  that  any  defective  materials  or  workmanship 
appearing  within  a  jseriod  of  six  months  or  one  year  shall  be  made 
good  by  the  contractor,  nor  to  those  which  require  that  machinery  or 
plant  shall  accomplish  certain  stipulated  results.  There  can  be  no 
question  about  the  propriety  and  the  advantage  of  such  guaranties. 
Nor  is  it  intended  to  discuss  that  class  of  guaranties  which  require 
that  work  constructed  with  comparatively  unknown  materials  or  per- 
formed by  unusual  methods  shall  fulfill  the  requirements  stipulated. 
Without  attemjiting  at  this  time  to  enter  upon  a  full  discussion  ofthe 
wisdom  of  requiring  long-period  guaranties  upon  street  pavements, 
reference  may  be  made  to  some  of  the  more  important  argitments 
against  the  i)ractice. 

The  general  theory  upon  which  such  guaranties  are  based  is  that 
the  responsibility  for  the  good  and  sufficient  quality  of  the  materials 
used,  and  of  the  workmanship  and  skill,  is  thrown  upon  the  contractor 
under  conditions  which  he  cannot  afford  to  disregard.  In  short,  the 
object  is  to  shift  resi)onsibility  for  the  character  of  the  work  from  the 
city  authorities  to  the  contractor.  No  one  can  object  to  this  as  a 
principle.  The  city  is  undoubtedly  justified  in  taking  any  reasonable 
measures  that  will  compel  the  contractor  to  comply  fairly  and  fiilly 
with  the  requirements  of  his  contract.  The  only  question,  therefore, 
that  may  be  raised,  is,  whether,  on  the  whole,  such  guaranties,  in  their 
I)ractical  workings,  result,  or  can  be  made  to  result,  to  the  advantage 
of  the  city.  This  embraces  the  question  whether  such  giiarauties,  as 
tluiy  arc  usually  framed,  (uxu  be  legally  enforced,  under  the  conditions 
that  usually  prevail  in  strect-])aving  contracts. 

In  tlic  first  plu(!(),  assuming  tliat  such  guaranties  are  entirely  legal, 
their  value  must  dei)end  upon  the  ability  of  the  city  to  enforce  them. 
Sufficient  surety  must  be  required  from  the  contractor,  and  the  ques- 
tion at  once  arises:  What  amount  of  surety  is  sufficient?  It  is  a  well- 
known  fact,  well-known,  at  least,  to  contractors,  thai  the  cost  of 
maintaining  a  i)avenu'nt  und(!r  conditions  to  winch  it  may  be  subjected 
for  tun  or  '(V(in  for  five  years  may  vary  from  T*  to  10()"„  of  its  original 
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cost.  The  oases  are  quite  frequent  where  the  cost  of  maintenance  will  Mr.  Whinery. 
equal  50%'  of  the  original  cost,  even  where  the  work  has  been  faith- 
fully and  skilfully  done.  In  those  cases  where  the  work  has  been  done 
by  an  unskilful  or  dishonest  contractor  it  is  not  safe  to  figure  that  less 
than  one-half  of  the  original  cost  may  have  to  be  expended  to  make 
good  the  guaranty  for  a  period  of  even  five  years,  particularly  if  the 
streets  paved  are  subjected  to  heavy  travel.  Consequently,  it  may  be 
stated  as  a  general  proposition  that  the  surety  required  from  contract- 
ors, in  the  case  of  asphalt  pavements,  wull  not  insure  the  city  against 
loss  unless  it  is  equal  in  amount  to  one-half  the  cost  of  construction. 
It  will  at  OQce  be  replied  to  this  statement  that  enormous  areas  of 
asphalt  pavement  have  been  constructed  in  American  cities  under 
guaranties  running  from  five  to  thirty  years,  where  the  amount  of 
surety  required  has  varied  from  only  10  to  S0%  of  the  contract  price, 
and  that  defaiilts  by  the  contractor  have  been  rare  and  unimportant. 
But  it  must  be  remembered  that  the  asphalt  pavements  of  this  country 
have  been  constructed  under  a  peculiar  set  of  conditions.  The  work 
has  been  done  largely  by  a  few  large  companies  whose  business  interest 
in  the  promotion  and  extension  of  asphalt  pavements  was  such  that 
they  could  not  aflford  to  default  on  these  guaranties,  even  if  their  busi- 
ness responsibility  and  honor  had  not  impelled  them  to  comply  with 
obligations  incurred. 

There  have  been  a  great  many  cases  in  every  large  city  having  a 
considerable  area  of  asphalt  pavements  where  the  surety  in  possession 
of  the  city  has  been  less  than  one-third  of  the  amount  expended  by 
the  contractor  to  maintain  the  guaranty.  There  are  many  contracts 
involving  a  fifteen-year  guaranty  in  existence  in  the  City  of  New  York, 
where  the  tangible  surety  in  possession  of  the  city  does  not  equal  one- 
half  the  amount  it  will  cost  the  contractor  to  comply  with  the  guaranty. 
It  will  dejjend  entirely  ujion  the  honor  and  integrity  of  the  original 
contractors  or  their  successors,  whether  or  not  these  contracts  are 
lived  up  to  until  the  end  of  the  guaranty  period.  Sufficient  examples 
have  occurred  to  show  what  may  be  expected  in  cases  where  an  irre- 
sponsible or  dishonest  contractor  has  been  awarded  work.  The 
history  of  the  asphalt  pavement  on  Eighth  Avenue,  New  York  City, 
is  a  good  illustration.  How  long  the  conditions  prevailing  in  the 
past  will  continue,  no  one  can  say,  but  it  may  be  safely  predicted 
that,  if  the  time  ever  comes  when  competition  is  as  open  in  the  asphalt- 
paving  business  as  in  other  work,  and  when  cities  shall  award  con- 
tracts to  the  lowest  bidder  regardless  of  other  considerations,  it  will 
be  found  necessary  to  require  an  amount  of  surety  equal  to  at  least 
half  the  original  contract  price. 

There  are  two  usual  methods  of  providing  surety  for  the  integrity 
of  such  guaranties.  In  the  one,  a  part  of  the  money  that  would 
otherwi.se  be  due  the  contractor  upon  the  completion  of  his  work,  is 
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Mr.  whinery.  withheld  from  him  until  the  expiration  of  the  guaranty  period.  Now, 
if  it  be  true  that  surety  to  the  amount  of  one-half  the  contract  price 
must  be  provided  in  order  to  make  the  city  safe,  the  contractor  would 
receive,  under  this  plan,  only  50%  of  the  value  of  the  work  at  his  con- 
tract price.  Knowing  this,  he  must  do  one  of  two  things.  He  may 
bid  prices  that  will  be  sufficient,  when  50%  is  retained,  to  pay  the 
actual  outlay  for  the  work,  or  he  may,  if  he  possesses  the  capital  or 
can  command  it,  bid  prices  that  will  enable  him  to  carry  the  retained 
balance  during  the  period  of  the  guaranty,  as  well  as  to  pay  the 
expenses  of  sustaining  the  guaranty.  In  the  first  case  the  work  will 
be  open  to  contractors  of  moderate  or  large  means,  alike,  but  the  city 
must  pay  double  the  actual  cost  of  the  work.  In  the  second  case  the 
contractor  of  moderate  means  will  be  shut  out  entirely,  and  a  very 
few,  of  the  wealthiest  only,  will  be  able  to  comijete,  and  even  then 
these  wealthy  contractors  must  bid  prices  that  will  compensate  them 
for  cari'ying  the  unpaid  balance  over  a  long  period.  In  either  case 
the  city  must  ]jay  the  cost  of  the  surety  it  requires.  And,  since  con- 
tractors will  usually  bid  prices  that  they  think  are  on  the  safe  side, 
particularly  where  conditions  are  such  that  exact  cost  cannot  be 
determined,  the  city  must  usually  pay  a  very  high  price  for  its 
security. 

In  lieu  of  retaining  a  part  of  the  contract  price,  many  cities  require 
the  contractor  to  give  a  bond  with  sureties  deemed  sufficient  to  make 
the  bond  good.  These  sureties  may  be  either  private  persons  or 
surety  companies.  Personal  surety  is  notoriously  unreliable.  Even 
if  the  persons  signing  a  bond  are  perfectly  responsible  at  the  time, 
they  may  be  paupers  before  the  end  of  five  years.  Whatever  may  be 
the  cause  or  causes,  it  is  a  notorious  fact  that  not  in  one  case  out  of 
twenty,  in  our  American  cities,  where  the  bond  is  forfeited  is  recovery 
actually  made  from  personal  sureties.  It  results  that  most  cities  now 
require  contractor's  bonds  to  be  under- written  by  surety  companies 
in  good  standing.  But  these  surety  companies  are  naturally  averse  to 
signing  the  bonds,  of  even  the  most  responsible  contractors,  where 
they  extend  over  a  considerable  period  of  years,  and  if  they  consent 
to  do  so  they  charge  high  rates  for  the  service,  and  usiially  require 
collateral  security  from  the  contractor.  The  contractor  must  meet 
the  expenses  thus  incurred,  and  must  bid  prices  that  will  cover  them, 
and  the  city  must  in  the  end  pay  lilxu-ally  for  the  surety  it  exacts. 

Without  any  int(!ntion  of  ini]»ugiiing  the  honor  or  the  integrity  of 
sunsty  companies,  it  must  be  r(uneml)er(Hl  that,  corporations  being 
without  souls,  they  may  i)ossibly  avail  themselves  of  legal  techni- 
calities to  escape  the  i)aymeut  of  large  sums  of  money  for  wliich  they 
are  Vjound.  Therefore,  it  is  exceedingly  important  that  no  possible 
grounds  of  invalidity  exist  in  contracts  thus  secured.  In  very  few 
instances,   the  K])eak<M-  bcdieves,   have  surety    (^()mi)anies  been   called 
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■upon  to  make  trooil  for  ilefaultiug  paving  contractors ;  biit  it  is  not  Mr.  Whinery. 
impossible  that,  if  called  upon  to  pay  large  sums  on  account  of  such 
ilefault,   it  would  be  discovered  that  even  this  class  of  surety  is  not 
always  to  be  relied  upon  implicitly. 

It  has  been  claimed  that  contractors,  in  framing  their  bids,  do  not 
add  much,  if  anything,  to  their  prices  to  cover  the  expenses  of  a. 
guaranty,  but  such  a  claim  is  too  absurd  to  be  considered  seriously. 
The  contractor,  usually,  is  not  a  blockhead,  and  he  is  not  in  the  busi- 
ness simplv  for  benevolence  or  amusement.  It  is  true,  he  cannot  esti- 
mate exactly  what  it  will  cost  him  to  maintain  the  guaranty,  and  if  he 
is  new  to  the  business  he  may  very  greatly  imder-estimate  that  cost, 
but,  whatever  he  thinks  it  may  be,  he  adds  it  to  the  price  he  would 
otherwise  bid.  unless,  indeed,  he  counts  upon  repudiating  or  escaping 
the  guaranty  entirely. 

It  may  be  that  sharp  comiietition,  and  a  desire  to  control  the 
business,  will  cause  him  to  bid  prices  which  he  knows  will  not  cover 
the  cost  of  the  work,  but,  if  he  has  had  any  experience  in  the  business, 
he  knows  that  the  cost  of  the  guaranty  is  as  palpable  a  quantity  as  is 
that  of  the  pavement  itself. 

It  must  be  evident,  therefore,  that  the  city  must  pay  very  liberally 
for  the  benefit  the  guaranty  is  supposed  to  confer. 

In  the  second  place,  the  question  of  the  legality  of  long-time 
guaranties  demands  more  consideration  than  it  has  received.  Where 
pavements  are  paid  for  by  special  assessments  upon  the  property 
benefited  by  the  imjjrovement,  the  courts  have  held,  almost  univer- 
sally, that  while  the  original  cost  of  the  improvement  may  be  assessed 
against  benefited  property,  the  subsequent  cost  of  maintaining  the 
work  cannot  be  thus  assessed.  Tn  those  decisions  which  ixphold  the 
validity  of  time  guaranties,  this  principle  is  not  denied,  but  an 
attempt  is  made  to  evade  it.  They  set  up  the  plea  that  the  terms  of 
the  guaranty  do  not  necessarily  require  the  maintenance,  in  the  proper 
sense  of  the  word,  of  the  jjavement,  but  only  that  the  contractors 
shall  do  the  work  with  such  materials  and  such  skill  that  mainte- 
nance will  not  be  necessary  during  the  guaranty  period;  and  if  it  shall 
become  necessary  to  repair  the  pavement  -within  that  period,  the  fact 
is  simply  evidence  that  the  contractor  did  not  do  the  work  in  the 
manner  required,  and,  therefore,  must  make  good  the  consequences 
of  his  failure.  This  reasoning,  in  the  speaker's  opinion,  is  specious 
and  erroneous.  It  may  be  sound,  as  an  abstract  legal  theory,  but, 
when  confronted  by  the  facts  as  they  are  known  to  every  practical 
man,  its  sophistry  cannot  but  be  apparent.  It  may  be  safely  asserted 
that  no  street  j^avement,  subjected  to  even  moderately  heavy  travel, 
will  endure  for  five  years,  much  less  for  a  longer  period,  without  the 
necessity  for  more  or  less  repair,  which  no  fair-minded  person  com- 
jjetent  to  judge  can  attriVjute  to  defective  construction.     The  use  of 
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Mr.  Whinery.  the  familiar  phrase,  "ordinary  wear  and  tear  excepted,"  in  very  many 
guaranty  clauses  tacitly  admits  the  fact.  It  is  obvious  that  the 
repairs  necessary  to  a  pavement  after  it  is  two  or  three  years  old  may 
be  divided  into  two  classes:  First,  those  that  may  be  due  to  the  use 
of  materials  or  labor  not  up  to  the  requirements  of  the  sjiecifications; 
and,  second,  those  made  necessary  by  the  wear  and  tear  of  use,  what- 
ever may  have  been  the  character  of  the  original  construction.  Under 
the  general  principle  of  law  referred  to  above,  the  contractor,  in  the 
first  case,  may  be  clearly  held  to  his  guaranty  without  danger  of  legal 
complications.  Under  the  second,  the  property  owner  may  justly 
object  to  being  assessed  specially  for  what  is  clearly  maintenance  of 
the  work. 

The  decision  of  the  Alabama  Court,  cited  by  the  author,  it  seems 
to  the  speaker,  is  a  striking  example  of  fine-spun  legal  theory  mis- 
applied to  practical  facts  and  conditions.  The  learned  judge  concludes 
his  decision  with  a  fine-sounding  dictum  which  was  doubtless  intended 
as  a  clinching  argument  in  the  legal  knock-down  of  the  whole  fabric 
of  the  theory  opposed  to  that  held  by  the  Court.  Speaking  of  the 
requirements  of  the  guaranty  clauses  in  question,  he  says:  "It  is  an 
incident  of  the  contract,  not  an  independent  undertaking." 

When,  it  may  be  asked  by  the  practical  man  devoid  of  legal  acumen, 
does  such  a  guaranty  clause  cease  to  become  an  incident  of  the  contract 
and  not  an  independent  undertaking?  If  it  is  au  incident  until  the 
end  of  five  years,  why  not  until  the  end  of  ten  years'?  And  why  may 
it  not  continue  to  be  au  incident  during  the  whole  life  of  the  pave- 
ment? 

If  it  is  answered  that  it  continues  to  be  an  incident  only  as  long  as 
may  be  necessary  to  establish  the  fact  that  the  work  was  done  with 
such  material  and  skill  as  the  contract  called  for,  other  questions 
arise.  Just  what  length  of  time  is  reqiaired  to  disclose  defective  work- 
manship and  materials?  Is  that  period  of  time,  assuming  that  it  can 
be  determined,  a  fixed  and  well  difiei-entiated  period,  or  may  it  be 
affected  by  conditions  wliich  must  vary  with  diftereut  streets,  and  even 
with  different  jjarts  of  the  same  street?  Is  the  "incident  "  period  the 
same  on  such  a  street  as  Broadway,  New  York  City,  and  on  the  resi- 
dence streets  of  the  smaller  cities,  or  even  of  those  of  New  York  City  ? 
Is  it  true  that  five  years'  use  of  a  jjavement  on  a  heavily  traveled  street 
in  any  large  city  will  develo})  nothing  more  than  iuhorout  defects  iu 
the  original  construction?  And,  lluit  the  efloct  of  wear  and  tear  of 
travel,  which  is  not  an  incident  of  the  contract,  will  begin  the  day 
after  the  expiration  of  the  five  years  and  not  before?  And,  if  it  does 
not  begin  on  the  last  day  of  the  five  years,  when  will  it  begin?  If  the 
guaranty  of  the  pavement  and  the  expense  of  maintenance  it  entails  is 
merely  an  incidcmt  of  the  contract  iu  tlie  sense  the  ('ourt  seems  to  hold, 
would  the  contractor  add  anything  to  his  itrice  b«'cause  of  the  incident  ? 
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If  it  is  foiiml,  as  a  matter  of  fact,  that  the  expense  of  maiutenauce  Mr.  Whinery. 
entailed  by  the  giiarauty  is  invariably  added  by  the  contractor  to  his 
estimate  of  first  cost,  or  is  always  considered  in  fixing  the  price  in  his 
original  bid,  does  the  Court  still  hold  that  it  is  merely  an  incident  of 
the  contract  ? 

Not\^-ithstanding  the  great  importance  of  the  question  of  the 
validity  of  these. long  guaranties,  decisions  of  the  higher  Courts 
covering  it  have  been  comparatively  few,  biit  a  large  majority  of  these 
have  been  to  the  eflfect  that  they  are  not  legal  when  they  relate  to  work 
paid  for  by  special  assessment.  Cases  involving  the  legality  of  these 
guaranties  apparently  have  not  been  brought  before  the  Courts  in  a 
large  majority  of  the  States,  and  in  these  it  remains  an  open  question. 
The  far-reaching  effects  and  the  serious  financial  results  which  would 
attend  adverse  decisions  in  many  of  the  older  States,  where  hundreds 
of  thousands  of  square  yards  of  asphalt  pavement  are  covered  by  such 
guaranties,  make  the  question  one  of  very  serious  importance. 

The  absence  of  litigation  and  resulting  decisions  in  so  many  of  the 
States  may  be  largely  due  to  the  fact  that  the  large  companies,  by 
whom  the  greater  part  of  the  asphalt  pavement  in  this  country  has 
been  constructed,  have,  for  reasons  of  their  own,  consented  to,  if  they 
have  not  actually  encouraged,  the  requirement  of,  long-time  guar- 
anties. 

There  is  one  important  feature  of  these  long-time  guaranties  that 
seems  not  to  have  been  brought  before,  or  considered  by,  the  Courts 
at  all;  that  is,  that  in  nearly  every  city  the  terms  of  contracts  for 
paving,  including  the  guaranty  requirements,  are  general,  and  are 
made  to  apply  to  all  streets  alike.  No  allowance  is  made  with  respect 
to  different  streets  for  different  conditions  of  use.  Thus  A  and  5,  two 
parallel  and  contiguous  streets,  are  paved  at  the  same  time,  under  the 
same  form  of  contract,  and  possibly  by  the  same  contractor.  ^  is  a 
main  business  street  with  very  heavy  travel,  while  jB  is  a  residential 
street,  with  very  little  travel.  The  work  on  both  may  be  done  with 
the  same  materials  and  with  the  same  degree  of  care  and  skill,  so  that 
the  pavements  when  completed  are  practically  identical.  The  con- 
tractor, in  framing  his  bids,  having  the  facts  in  mind,  would  almost 
certainly  bid  a  higher  price  per  square  yard  on  A  than  on  B,  because 
the  maintenance  of  the  pavement  for  the  guaranty  period  will  cost 
very  much  more  on  A  than  on  B.  Let  it  be  assumed  that  the  period 
of  guaranty  on  B  be  such  that  its  pavement  would  just  endure  to  the 
end  of  the  period  without  any  repairs  due  to  maintenance  projjer. 
During  the  same  period,  the  pavement  on  A,  subjected  to  very  heavy 
travel,  will  have  required  a  large  expenditure  for  rejiairs  due  to  the 
wear  and  tear  of  use.  To  pay  for  the  pavements,  the  jiroperty  owner 
on  A,  obviously,  must  be  assessed  for  a  much  larger  sum  per  unit  than 
the  property  owner  on  B.     If  the  property  owner  on  A  should  resist 
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Whinery  the  assessment  on  tlie  ground  that  a  part  of  his  assessment  was  for 
maintaining  the  i>avement  and  not  for  construction,  and  should  appeal 
to  the  Courts,  it  is  difficult  to  imderstand  ujion  what  ground  his  plea 
could  be  refused,  or  the  validity  of  the  guaranty  sustained.  This 
particular  ground  of  invalidity  could  be  avoided  by  such  a  change  in 
the  nature  of  the  guaranty  as  would  require  that  the  pavement  should 
endure  a  stipulated,  definite  quantity  of  use,  without  showing  indica- 
tions of  failure,  as,  for  instance,  the  passage  over  it  of  a  certain 
number  of  tons  of  travel,  the  quantity  to  be  ascertained  by  censuses 
of  travel  taken  at  intervals  of  time  in  accordance  with  specified  rules 
and  regulations.  The  speaker  has  long  believed  that  this  is  quite 
practicable,  and  that  it  constitutes  the  only  rational  and  just  basis  for 
guaranties  that  are  intended  to  test  the  endurance  of  a  pavement. 

At  this  jjoint  may  be  considered  some  jirovisions  of  these  guaranties 
which  have  their  foundation  in  the  attemjit  to  keep  their  requirements 
within  legal  bounds. 

If  the  contractor  is  required  to  maintain  the  integrity  of  a  pave- 
ment for  a  period  of  years,  care  must  be  taken  that  nothing  is  done  by 
the  city,  or  by  other  persons  with  the  jaermission  of  the  city,  that  will 
release  the  contractor  from  his  obligation.  For  instance,  the  city  may 
not  remove  and  then  repair  a  j^art  of  the  guaranteed  pavement,  nor 
may  it  authorize  persons  other  than  the  contractor  to  do  so,  since 
not  only  may  the  contractor  claim  that  the  adjoining  pavement  was 
injured  in  the  oi)eration,  but  he  may  claim  that  defects  appearing 
later  are  within  the  area  of  the  pavement  disturbed  and  repaired  by 
parties  other  than  himself,  and  for  which  he  cannot,  therefore,  be  held 
resjjonsible.  It  is  generally  difficult,  if  not  impossible,  even  with  the 
aid  of  carefully  prepared  diagrams,  to  locate  accurately,  after  the 
lapse  of  a  year  or  two,  the  exact  boundaries  of  such  repaired  areas. 
Therefore,  it  has  been  foimd  desirable,  if  not  essential,  to  couple  with 
the  guaranty  a  provision  that  the  guarantor  shall  make  all  necessary 
cuts  into  and  replacements  of  the  pavement,  at  a  stipulated  price. 
Usually,  not  much  consideration  has  been  given  to  the  reasonableness 
of  this  price,  as  it  has  been  assumed  that  it  was  an  unimportant  item. 
Very  commonly,  the  price  has  been  fixed  at  a  certain  porceutum  above 
the  contract  price  for  the  construction  of  the  pavement.  If,  there- 
fore, the  guaranty  j)eriod  was  long  and  the  contract  price  accordingly 
high,  the  |)rice  for  such  re])airH  wastpiite  likely  to  be  exorbitant.  The 
result  is  illustrated  nowhere  better  than  in  New  York  ('ity,  where, 
owing  to  extensive  improvements  in  transportation  systems  and  other 
underground  structures,  enormous  areas  of  ])avement  have  to  be  re- 
moved and  r(;])laced  at  ))nces  ho  high  as  to  make  tlie  cost  of  the  work 
a  very  serious  burden  to  those;  who  must  i)ay  for  it.  It  is  pr()l)al)ly 
true  that  this  repair  work  is  to-day,  in  New  York  City,  tlie  jjnncipal 
.source  of  profit  to  the  contractors  who  laid  t  lie   iiuvciiiciit,  or  to  tlicir 
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successors.  Even  if  the  price  for  repairs,  thus  stipulated,  were  rea-  Mr.  Whinery. 
sonable  at  the  time  the  contracts  were  made,  the  great  decline  in  the 
cost  of  asphalt  pavement  since  that  date  makes  them  now  abnormally 
high,  and  suggests  the  conclusion  that  it  is  unAvise  to  continue  a 
practice  which  seems  necessarily  to  involve  the  making  of  contracts 
extemling  over  long  periods  of  time  for  sxipplies  or  services,  the 
market  value  of  which  is  likely  to  be  subject  to  great  fluctuations. 

Before  dismissing  this  branch  of  the  subject,  it  is  worth  noting  that, 
where  maintenance  is  embraced  in  contracts  for  construction,  the  cost 
of  maintenance  being  embraced  in  the  price  bid,  the  contractor  prac- 
tically receives  payment  for  the  maintenance  in  advance,  and,  in  the 
cases  of  long-period  guaranties,  so  many  years  in  advance  that  the 
resulting  loss  to  the  city  is  very  great.  In  some  of  the  contracts  for 
the  pavement  of  Broadway,  New  York  City,  it  is  very  evident  that  the 
contractor,  in  fixing  the  price  bid  by  him,  regarded  the  maintenance 
as  likely  to  cost  nearly  twice  as  much  as  the  construction.  Yet  the 
city  paid  him  the  whole  sum  ujjon  the  comj)letion  of  the  work  of  con- 
struction. It  is  true  that  a  large  percentage  of  the  sum  was  retained 
by  the  city,  but  this  was  held  as  surety,  additional  to  the  bond  given, 
for  the  performance  of  his  obligations  (and  it  may  be  said,  in  passing, 
that  as  security  it  was  very  inadequate),  and  was  not  withheld  with  the 
view  of  paying  for  a  part  of  the  service  when  that  service  should  be 
rendered.  AYhen  it  is  considered  that  the  largest  part  of  the  cost  of 
maintenance  will  almost  certainly  be  expended  in  the  last  half  of  the 
giaaranty  period,  it  will  be  appreciated  that  the  advance  payment 
must  be  a  matter  of  large  gain  to  the  contractor  and  of  large  loss  to 
the  city. 

There  is  another  point  which  is  of  sufficient  importance  to  merit 
consideration  in  this  connection.  If  the  city  requires  the  contractor 
to  guarantee  certain  results,  he  may  justly  claim  that  he  must  be  left 
free  as  to  the  means  by  which  these  results  are  to  be  obtained,  and 
that  if  the  city  assumes  to  dictate,  as  by  prescribing  definite  specifica- 
tions and  the  means  to  be  used,  he,  the  contractor,  cannot  be  held  re- 
sponsible for  results.  It  would  seem,  therefore,  a  very  dangerous 
procedure,  from  a  legal  point  of  view,  for  a  city  to  attempt  to  compel 
a  contractor  to  guarantee  work,  constructed  not  in  accordance  with  his 
judgment  and  experience,  but  in  strict  compliance  with  specifications 
formulated  by  the  city's  agents. 

In  the  early  history  of  asphalt  jjavement,  when  its  merits  were 
questioned  and  distrusted,  when  the  properties  of  the  material  used 
were  not  well  understood  and  the  methods  of  constructing  it  were  not 
familiar  to  engineers,  it  cannot  be  doubted  that  the  requirement  of 
some  guaranty  of  results  was  not  only  justified,  but  was  required  by 
ordinary  business  ptnidence.  But  that  time  is  now  past.  The  essential 
quality   of  the   material   is   known    and   can   be   determined   in   the 
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Mr.  Whinery.  laboratory  or  by  experiment,  and  the  principles  of  its  construction 
are  well  understood.  The  fact  that  engineers  do  not  now  hesitate  to 
prescribe  how  the  work  shall  be  done,  down  to  its  minutest  details,  is 
sufficient  evidence  that  they  feel  competent  to  deal  with  the  subject 
as  freely  as  with  any  other  engineering  jiroblem. 

It  is  scarcely  creditable  to  the  profession  that  in  the  present  state 
of  the  art  and  science  of  pavement  construction  we  must  depend  ujjon 
contractors'  guaranties  to  secure  good  work: 

The  necessity  for  a  guaranty  of  endurance,  therefore,  seems  no 
longer  to  exist.  In  view  of  these  conditions,  and  others  which  time  does 
not  permit  the  speaker  to  detail  now,  he  is,  and  has  been  for  many 
years,  of  the  opinion  that  it  is  both  unnecessary  and  unwise  to  continue 
longer  these  long-time,  or,  as  they  may  more  properly  be  called, 
endurance,  guaranties.  He  does  not  believe  that,  upon  the  whole, 
they  result  to  the  advantage  of  the  cities,  or  are  worth  what  they  cost. 
There  seems  to  him  to  be  ample  evidence  that,  whether  judged  from, 
the  economical  or  the  legal  standpoint,  it  is  unwise  as  well  as  dangerous 
to  complicate  construction  contracts  with  jjrovisions  for  maintenance 
in  such  a  way  that  they  are  not  readily  separable.  A  guaranty  extend- 
ing over  a  short  jieriod,  sufficient  to  disclose  defects  of  construction 
that  might  have  been  overlooked  as  the  work  progressed,  would  be 
entirely  unobjectionable.  It  should  not  extend  over  two  years.  With 
such  a  guaranty  our  cities  can  safely  rely  upon  their  engineers  to  pre- 
pare adequate  specifications,  and  to  enforce  them  so  as  to  secure  work 
of  the  highest  standard  of  excellence.  In  cases  where  the  local  en- 
gineering talent  may  happen  to  be  without  the  requisite  knowledge 
and  experience,  there  are  not  a  few  specialists  whose  services  could 
be  readily  secured,  in  the  capacity  of  consulting  engineer,  as  is  the 
practice  in  other  branches  of  engineering  work. 

If  it  is  thought  advisalde,  maintenance  of  the  pavement,  after  the 
expiration  of  the  short  guaranty,  can  be  made  by  contract  either  with 
the  contractor  who  constructs  the  jiavement  or  with  others. 

Some  of  the  advantages  claimed  for  the  long-period  guaranty 
could  be  seciired  by  embracing  in  the  original  contract  for  construc- 
tion provisions  for  the  maintenance  of  the  pavement,  after  the  expira- 
tion of  the  short  guaranty,  at  a  stipulated  price  per  square  yard  i)er 
year,  payable  yearly  when  the  service  shall  have  been  rendered.  In  case 
the  work  is  to  be  wholly  or  partly  paid  for  by  special  assessments,  only 
the  cost  of  construction  could  then  be  assessed  ui)on  proi)erty  owners, 
and  the  cost  of  maintenance  could  bo  paid  from  the  general  funds  of 
the  city. 

The  speaker  agrees  with  Mr.  Lewis  that  the  i)lan  ado])ted  by  the 
author  is  in  the  right  direction,  if  long-period  guaranties  are  to  be 
continued,  as  it  attempts  to  separate  the  guaranty  from  maintenance. 
But  the  jtlau  adopted   inv()lv(is,   to   some  extent,    the   coiiiniDn   fallacy 
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that  the  cost  of  giiarauteeing  the  work  on  one  street  is  practically  Mr.  Whinery. 
the  same  as  on  anv  other  street.  Thus,  the  author  bases  his  price 
for  maintenance  on  the  average  cost  of  maintenance  in  Washing- 
ton and  other  cities,  ignoring  the  fact  that  the  conditions  in  Mobile 
mar  be  such  as  to  make  such  average  cost  totally  inajiplicable  to  the 
streets  of  that  city.  If  his  plan  were  adopted  in  New  York  City  under 
general  specifications,  used,  as  is  customary,  for  the  whole  season's 
work,  the  absurdity  of  applying  the  Washington  average,  or  of  as- 
suming that  the  specified  maintenance  price  would  apply  alike  to 
Broadway  and  to  a  short  residential  street  in  the  Borough  of  the 
Bronx,  would  be  palpable.  If  the  author  had  carried  his  plan  a  little 
further  and  had  asked  bidders  to  name  prices  for  maintenance  during 
the  second  and  third  periods  of  five  years,  as  well  as  a  price  for  con- 
struction, he  would  then  have  approached  a  rational  method;  but 
even  then  he  would  have  compelled  the  contractor  to  guess  at  the  con- 
ditions that  would  probably  prevail  on  a  certain  street  fifteen  years  in 
the  future.  The  speaker  uses  the  word  "  guess  "  purposely,  because, 
in  our  comparatively  young  and  rapidly  developing  American  cities, 
no  one  can  foretell  what  changes  in  the  growth  and  distribution  of 
travel  on  any  street  may  take  place  within  a  period  of  even  ten  years. 

Mr.  Lewis  evidently  has  the  impression,  which  is  thought  to  be 
quite  general,  that  the  contractor,  in  making  up  his  bid,  adds  little  or 
nothing,  to  his  price  for  construction,  to  cover  the  guaranty. 

It  was  a  part  of  the  duty  of  the  speaker,  while  connected  for  many 
years  with  one  of  the  asphalt  paving  companies,  to  prepare  hundreds- 
of  bids  every  year,  and  he  may  say  that,  in  estimating  the  cost  of  the 
work,  the  cost  of  maintaining  the  guaranty  was,  in  every  case,  con- 
sidered and  incorporated.  The  cost  thus  arrived  at  was  not,  however, 
always  the  price  bid,  because  various  circumstances,  and  the  ex- 
igencies of  competition,  often  dictated  the  price  bid,  regardless, 
within  certain  limits,  of  the  estimated  cost. 

Nelson  P.  Lewis,  M.  Am.  Soc.  C.  E. — The  author  has  the  object  of  Mr.  Lewis, 
trying  to  eliminate  the  necessity  of  a  contractor  making  a  guess  at  the 
cost  of  maintaining  a  jiavement  which  may  be  laid  by  him  during  the 
period  for  which  such  maintenance  Avill  be  required.  His  object  is 
certainly  a  commendable  one,  and  the  speaker  believes  he  is  moving  in 
the  right  direction. 

Let  us  see  just  how  his  specifications  work  out.  They  jirovide  that 
all  repairs  which  may  be  ordered  during  the  period  of  the  contractor's 
guaranty  will  be  paid  for,  if  the  area  is  less  than  20  sq.  yds.,  at  a  price 
20^  greater  than  his  original  contract  price,  while  for  areas  between 
20  and  50  sq.  yds.  the  advance  will  be  lb%,  and  for  areas  over  50  sq. 
yds.  10%  over  the  contract  price.  He  refers  to  contracts  let  in  Mobile 
for  17  000  yds.  of  pavement  at  SI.  15  per  square  yard.  The  amount  paid 
for  repairs,  therefore,  will  be  SI.  38  per  square  yard,  if  the  area  be  less 
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Mr.  Lewis,  than  20  yds.  If  more  than  20  yds.  and  less  than  50  yds.,  SI. 32^;  while 
for  any  repairs  covering  more  than  50  yds.,  he  will  be  paid  Sl.26i  per 
square  yard. 

Now,  he  assumes  as  a  proper  maintenance  cost  to  the  city  for  the 
first  five-year  period  after  the  expiration  of  a  five-year  guaranty,  or  for 
the  second  five  years  of  the  life  of  the  pavement,  3  cents  per  square 
yard  per  annum.  Of  the  17  000  sq.  yds.  laid  in  Mobile — assuming  that 
practically  all  the  repairs  are  in  areas  of  less  than  20  sq.  yds.,  as  will, 
in  the  speaker's  opinion,  be  the  case  in  a  siiccessful  pavement — he 
would  be  expected  to  relay  about  370  yds.  annually  during  the  first  five 
years,  or  2.2^o''  of  the  total  area  each  year.  For  the  second  five  years, 
during  which  he  is  allowed  8  cents  per  square  yard,  he  could  relay  just 
about  1  000  sq.  yds.,  or  6%  of  the  total  area  each  year.  Now,  if  he 
assumes  that  none  of  these  repairs  overlaps  another,  which  is  not 
proliable,  he  would  have  renewed  during  those  ten  years,  from  the  fifth 
to  the  fifteenth  year,  41  "„  of  the  original  surface.  Of  course,  there  will 
be  more  or  less  overlapping;  re^aairs  will  wear  out  and  have  to  be  re- 
newed, and  it  is  fair  to  assume  that,  say,  one-fifth  of  the  repairs  made 
will  have  to  be  done  a  second  time,  so  that  the  contractor  will  have 
replaced  one-third  of  the  total  area  of  the  pavement  by  the  end  of 
fifteen  years. 

Has  the  author  adopted  a  fair  standard  when  he  refers  to  the  cost  in 
the  City  of  Washington?  The  speaker  does  not  believe  he  has.  Wash- 
ington is  not  a  logical  city,  to  which  one  may  look  for  such  a  standard, 
especially  if  it  is  to  be  apjilied  to  a  small  city  which  is  just  beginning 
to  lay  smooth  pavements.  The  conditions  in  Washington  are  nearly 
ideal.  The  streets  are  extremely  broad,  the  traffic  of  the  city  is  com- 
paratively light,  and  it  is  admirably  distributed.  In  smaller  cities,  when 
smooth  pavements  are  first  laid,  an  abnormal  amount  of  traffic  is  always 
attracted  to  them.  This  is  invariably  the  case,  and  it  is  impossible  to 
predict  what  will  be  the  relative  amount  of  traffic  on  new,  smooth 
pavements.  The  character  of  a  street  will  be  radically  changed  within 
two  or  three  years,  possibly,  after  it  is  paved.  Even  in  a  city  having 
comparatively  a  large  amoiTut  of  smooth  i)avemonts,  a  remarkable 
transformation  will  take  place  in  the  vehicular  tratKc  as  new  routes  are 
laid  out  and  new  couuoctious  are  established. 

AVliilo  tlic  autlior  may  have  given  the  (contractor  a  good  guessing 
V)aHis,  he  is  still  going  to  make  him  guess.  He  is  compelled  to  guess 
how  much  he  will  have  to  add  to  his  construction  price  in  addition  to 
the  3  cents  per  square  yard  allowed  for  the  second  five-year  period,  and 
the  8  cents  i)or  stpiani  yard  for  the  third  fivo-ycar  ])eriod,  or,  in  other 
words,  how  niu<!]i  iiion;  than  40",,'  of  the  original  surface  of  the  ])ave- 
meut  will  have  to  be  rcnenved  by  i\w  end  of  liftcH'ii  years,  and  lie  is  going 
to  guess  liberally  if  he  is  a  shnnvd  man.  The  contractor  in  Mobile 
evidently  did  not  make  a  very  liln-rai  ullowance,  as  his  price  was  only 
31.15  i)er  sijuare  yard. 
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It  is  evident  from  the  specifications  wliicli  are  quoted  in  tlie  paper  Mr.  Lewis, 
that  if  the  contractor  does  not  have  to  lay  as  mucli  as  was  anticipated, 
that  is,  if  he  does  not  have  to  renew  2.2j'„    aunnally  for  the  first  five 
vears  and  C'V,  anunally  for  the  second  five  years,  lie  is  not  to  be  paid 
for  it. 

Now,  there  has  been  a  good  deal  of  what  the  speaker  will  venture  to 
call  nonsense  said  and  written  about  long-time  guaranties  and  short- 
time  guaranties,  and  the  reasons  for  one  or  the  other. 

In  a  report  made  to  the  Mayor  of  New  York  City  by  his  Commis- 
sioners of  Accounts  in  1899,  there  was  a  table  tending  to  show  what  the 
insurance  cost  of  pavements  had  been,  that  is,  what  premium  the  city 
was  paying  for  long-time  guaranties,  and  in  estimating  that  cost  they 
allowed  2  cents  a  square  yard  annually  for  the  maintenance  of  New  York 
pavements,  amounting  to  30  cents  per  square  yard  for  the  entire  fifteen 
years,  which  was  the  guaranty  period  in  the  contracts  under  discus- 
sion. If  this  sum  were  all  charged  to  the  ten  years  from  the  fifth  to 
the  fifteenth,  it  would  amount  to  only  3  cents  per  square  yard  per 
annum,  and  it  cannot  be  claimed  seriously  that  New  York  pavements 
can  be  maintained  for  3  cents  per  square  yard  between  the  fifth  and 
fifteenth  years.  The  table  also  includes  the  cost  of  a  i)lant  for  fifteen 
years  at  5  cents  per  square  yard  annually,  and  the  last  and  largest  item 
is  interest  lost  on  money  retained  for  fifteen  years  at  6^^,  amounting  to 
64i  cents,  showing  that  the  total  cost  to  the  city  for  insuring  its  pave- 
ments for  fifteen  years  is  99J  cents  per  square  yard. 

It  is  difficult  to  understand  how  it  can  be  claimed  seriously  that  the 
money  retained  under  a  paving  contract,  as  it  is  in  New  York  City,  is 
wrongfully  kept  from  the  contractor,  and  that  he  should  be  allowed 
and  will  charge  interest  on  it.     It  is  not  money  which  has  been  earned. 

Mr.  Whinery  has  referred  to  cases  where  50%"  of  the  amount  due 
the  contractor  has  been  held  back  that  should  have  been  paid  to  him 
on  the  completion  of  his  work.  It  is  probable  that  he  did  not  refer  to 
the  New  York  City  practice,  but  to  cases  where  no  bond  is  required. 

The  amount  retained  by  the  City  of  New  York  under  the  fifteen 
years'  guaranty  was  30%"  of  the  cost  of  the  asphalt  surface,  of  which 
3%  was  paid  each  year,  beginning  at  the  end  of  the  sixth  year  and  up 
to  the  end  of  the  fifteenth;  that  is,  it  was  assumed  that  Sy^^  of  the  cost 
of  the  pavement,  which,  at  $2  a  yard,  would  be  6  cents,  or,  at  ^3  a  yard, 
9  cents,  was  the  amount  which  the  contractor  would  probably  earn  in 
making  those  repairs,  and  this  seems  to  the  speaker  a  fair  allowance. 
In  the  case  of  the  ten-year  guaranty,  the  amount  retained  was  20%  of 
the  cost  of  the  wearing  surface,  of  which  45'o  was  paid  at  the  end  of  each 
year  from  the  sixth  to  the  tenth.  This  allowance  again  would  be,  on 
the  }>asis  of  82  and  8-3  i:)avements,  8  or  12  cents  per  square  yard.  But 
that  money  was  not  earned;  it  was  not  due  the  contractor,  and  to 
charge  it  up  as  the  price  the  city  was  paying  for  long-term  guaranties 
was  erroneous  and  misleading. 
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Lewis.  The  speaker,  liowever,  agrees  with  the  conclusions  reached,  and 
the  contention  that  the  long-term  guai-anty  is  unwise,  but  his  reasons 
are  entirely  and  radically  different.  It  is  probable  that  an  asphalt- 
jjaving  contractor,  who  is  jealous  of  his  reputation,  will  charge  little, 
if  any,  less  for  a  pavement  without  a  guaranty  than  if  he  were  guaran- 
teeing it  for  five  years,  assuming  that  he  would  exercise  the  same  care 
in  laying  the  one  as  the  other. 

Streets  differ  so  much  in  the  traffic  they  sustain,  and,  as  already 
stated,  the  future  of  a  street  is  so  uncertain,  that  when  one  deals  in 
futures  of  more  than  five  years  he  certainly  has  to  estimate  liberally, 
and  the  contractor  is  obliged  to  guess,  and  guess  liberally,  how  much 
he  will  have  to  spend  from  the  fifth  to  the  fifteenth  year. 

But  conditions  are  changing  in  a  large  city  like  New  York,  and  they 
are  changing  for  the  better,  and  account  should  be  taken  of  the  changes. 
Steel  tires  are  wider  than  they  were,  a  large  proportion  of  them  has 
been  replaced  by  those  of  rubber,  horse-shoes  are  lighter,  and  one  will 
not  discount  the  future  properly  if  he  does  not  take  into  account  the 
large  percentage  of  horseless,  smooth-wheeled  vehicles  which  will  be 
found  on  our  streets  before  a  ten  or  a  fifteen-year  contract  made  at 
the  present  time  will  have  expired.  All  these  changes  will  tend  to 
simplify  the  problem  of  maintaining  our  asphalt  pavements.  The 
elements  most  injurious  to  them  are  constantly  being  eliminated. 

Now,  is  it  not  the  plain  duty  of  the  municipality  to  take  advantage 
of  these  changed  conditions,  instead  of  giving  all  that  advantage  to 
the  contractor?  It  will  be  his  if  he  is  obliged  to  make  a  guess  upon 
the  cost  of  maintaining  a  pavement  for  fifteen  years.  He  will  base  his 
guess  upon  his  past  experience  with  pavements  now  ten  and  fifteen 
years  old,  and  it  can  scarcely  be  questioned  that  the  conditions  will  be 
so  different  in  another  ten  or  fifteen  years  that  the  advantage  will  all 
be  his. 

The  speaker  would  like  to  sviggest  what  seems  to  him  a  logical 
method  of  dealing  with  this  2:)roblem,  and  one  which  will  eliminate  it 
almost  entirely.  It  is  that,  after  the  expiration  of  the  original  contract 
covering  not  more  than  five  years,  subsequent  contracts  for  from  one 
to  five  years  be  made  for  maintaining  the  pavements,  which  contracts 
should  provide  tliat  tlie  contractor  be  paid  for  the  material  actually 
used,  and  wliicli  W(mld  bo  2)laced  whore  directed. 

This  system  has  been  in  vogue  in  the  District  of  C'olunibiu  for  some 
years,  and  with  admirable  resnlts.  It  is  doubtless  true  that  the  figures 
which  the  author  uses,  viz.,  3  cents  per  square  yard  as  the  cost  of 
maintenance  for  the  second  five-year  period  and  8  cents  ])or  square 
yard  for  the  third  fiv(!-y(>ar  period,  are  due  largely  to  the  use  of  this 
method,  although,  if  the  spcakta-  correctly  roads  the  rocout  reports  of 
the  District  of  (Joluni])ia,  IIh;  iiv(>rago  crost  from  the  fifth  to  the  tenth 
year  is  below  ;J  cents,  and  fioiii  the  tenth  to  tlio  fiftcciitli  year   lu'low 
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8  cents.     It  is  probable  that  the  8-cent  average  is  obtained  by  includ-  Mr.  Lewis, 
ing,  as  the  reports  do,  a  number  of  streets  which  are  entirely  re-sur- 
faced and  which  increase  the  apparent  cost  very  materially. 

This  same  method  is  now  in  use  in  the  Borough  of  Brooklyn,  the 
second  contract  made  on  this  basis  being  now  in  force.  Under  these 
contracts  the  wearing  surface  is  paid  for  by  the  cubic  foot,  measured 
in  carts  on  the  street.  The  first  contract  provided  for  a  payment  of  97 
cents  per  cubic  foot  for  the  wearing  surface;  the  present  price  is  90 
cents  a  cubic  foot.  With  the  burner  method,  or  the  skimming  pro- 
cess, the  price  under  the  old  contract  was  $1.15  per  cubic  foot;  and 
under  the  present  one  this  method  of  repair  is  not  provided  for  at 
all.  it  being  considered  unsatisfactory  and  to  be  discouraged.  Under 
the  first  contract  the  price  for  binder  was  35  cents  a  cubic  foot,  and 
under  the  present  one  50  cents. 

A  great  element  of  saving  under  such  a  contract  is  in  repairs  to 
streets,  which,  from  their  age  or  traffic,  have  been  reduced  in  thick- 
ness. Many  streets,  doubtless,  will  be  found  in  which  the  wearing 
surface,  instead  of  being  2  ins.,  is  1^  ins.,  and  in  some  instances  less. 
Formerly,  when  repairs  were  paid  for  by  the  square  yard,  as  is  provided 
for  under  the  plan  proposed  by  the  author,  the  city  would  pay  for  a 
standard  pavement  2  ins.  in  thickness,  and  with  1  in.  of  binder,  when 
it  gets  considerably  less  But,  by  the  cubic-foot  method,  the  same 
amount  will  lay  a  ijrojjortionately  greater  area,  and  while  the  amount 
expended  under  the  Brooklyn  contract  was  perhaps  as  much  as  under 
the  old  method,  still  the  repairs  were  put  where  they  did  the  most 
good.  It  enables  one  also,  in  the  case  of  extremely  bad  pavements 
which  need  re-surfacing,  to  repair  only  the  dangerous  places  and  keep 
them  in  safe  condition  for  a  year  or  so,  until  they  can  be  re-surfaced, 
without  spending  a  large  sum. 

As  already  stated,  the  conditions  in  Washington  are  exceptionally 
favorable,  but  recent  reports  from  Rochester  would  indicate  that  the 
repairs  to  its  asphalt  pavements  cost  even  less  than  in  Washington. 
The  record,  as  given  in  the  report  of  the  City  Engineer  for  1900,  is  quite 
remarkable.  The  average  cost  for  all  streets  is  not  given,  but  taking 
a  pavement  which  was  laid  in  1886:  From  1896  to  1900  the  cost  of  main- 
tenance per  square  yard  per  annum  was  1.2  cents;  another  one  cost  6.6 
cents,  and  the  next  one  4  cents.  These  are  the  averages  from  the  tenth 
to  the  fourteenth  year.  The  next  one  is  2.8  cents,  and  one,  on  which 
the  guaranty  expired  in  1892,  appears  to  have  been  maintained  since 
that  date  at  an  average  cost  of  less  than  1  cent  per  square  yard.  This 
is  an  admirable  showing,  and,  judging  from  the  limited  oi^portunities 
the  speaker  has  had  to  observe  the  Kochester  streets,  it  is  not  because 
the  repairs  have  been  made  spasmodically  and  only  when  necessary, 
because  the  streets  have  been  kept  in  excellent  condition.  The  City 
Engineer  also  states  that  in  making  the  figures  the  area  between  rail- 
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Mr.  Lewis,  road  tracks  and  2  ft.  outside  was  excluded  from  the  area  of  laavements 
maintaiaed  and  in  the  cost,  as  these  spaces  are  cared  for  by  the  surface 
railroad  companies. 

In  reply  to  the  question  as  to  the  reason  for  the  cracking  of  asjihalt 
l^avements  subjected  to  little  or  no  traffic,  the  speaker  believes  that 
such  pavements  do  have  a  tendency  to  crack  more  than  those  which 
are  subjected  to  moderately  heavy  traffic;  the  reason,  undoubtedly,  is 
that  in  unused  or  little  used  pavements  the  wearing  surface  is  not  kept 
thoroughly  compressed,  and  is  therefore  much  less  dense,  and  the  action 
of  the  elements  on  the  bitumen,  the  function  of  which  is  to  hold  the 
mineral  matter  together,  is  quite  marked.  Traffic  does  keej)  the  sur- 
face more  dense,  and  therefore  more  impervioiis  to  water,  and  better 
Ijrotected  against  the  action  of  frosts, 
ir.  Thompson.  S.  C.  THOMPSON,  M.  Am.  Soc.  C.  E. — In  considering  the  question 
of  maintenance  of  asphalt,  the  speaker  desires  to  call  attention  to 
some  conditions  which  obtain  in  the  Borough  of  the  Bronx.  Quite  a 
number  of  strips  for  the  use  of  bicyclists  have  been  constructed  in  the 
roadways  of  the  diflferent  streets  and  avenues.  They  are  usually  from 
3  to  5  ft.  wide,  or  of  such  a  width  as  to  prevent  both  wheels  of  a  vehicle 
getting  on  them. 

In  most  cases  these  strips  have  been  laid  on  the  old  block  pave- 
ment as  a  foundation.  The  blocks  have  been  lowered  and  the  asphalt 
wearing  surface  placed  on  the  top,  and  brought  up  to  the  same  cross- 
section  as  the  remainder  of  the  roadway.  Most  of  these  strips  have 
been  placed  next  to  the  curb.  The  result,  in  one  street  in  particular, 
has  been  that  the  maintenance  has  been  very  expensive  for  the 
contractor,  as  the  block  pavement  in  the  gutters,  under  the  asphalt, 
allowed  the  water  from  the  crown  of  the  street  to  get  under  the  strips, 
and,  by  its  disintegrating  influence  and  through  the  effects  of  frost, 
quite  a  large  portion  of  the  strip  has  been  destroyed.  This  has  made 
its  renewal  necessary  at  least  twice  during  the  past  five  years,  and  the 
speaker's  belief  is  that  it  was  due  almost  entirely  to  the  fact  that  the 
foundation  was  unsuitable.  The  water  draining  from  the  ci'own  of  the 
street  and  getting  under  the  asphalt  caused  it  to  crumble,  so  that  it 
would  not  hold  together,  and  the  rolling  received  from  the  traffic  was 
not  suflicient  to  keoi)  it  in  i)roper  condition. 

This  <!alls  attention  to  another  matter,  in  the  saiuc  lino,  viz., 
paving  with  asphalt  uj)on  old  l)lo(!ks  in  goncM'al.  The  s])eaker  desires 
to  go  on  record  as  beiug  opposed  to  the  laying  of  asi)halt  on  old  block 
pavement,  as  done  at  the  present  time  in  New  York  City.  The  condi- 
tion that  exists  is  as  follows:  A  street  on  which  traffic;  has  pounded  the 
blocks  down  securely  and  solidly  to  a  lirm  and  unyielding  foundation 
is  to  be  rei)aved.  The  first  thing  that  is  done  is  to  remove  tlie  blocks, 
excavate  some  of  the  (Mirth,  replace  it  witli  a  sand  bed,  and  reiuv  tlie 
block  pavisment  on  flic  lower  grade,  thus  getting  the  foiiiulation   into 
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the   very   comlitiou   that   is    not   wanted,  viz.,  it   is   not   thoroughly  Mr. Thompson. 
compacted  and  is  easily  moved.     After  leaving  the  street  open  to 
traffic  for  longer  or  shorter  periods,  varying  according  to  the  condi- 
tions that  exist  and  the  demands  of  traffic,  the  asphalt  is  laid  upon 
these  blocks. 

Having  had  a  good  opportunity  to  observe  work  done  in  this 
manner,  it  is  the  speaker's  opinion  that  satisfactory  results  cannot  be 
obtained  thereby.  If  the  asphalt  coiild  be  laid  directly  upon  the  old 
blocks,  which  have  been  pounded  down  thoroughly  by  the  traffic,  good 
results  would  be  obtained,  but,  if  oijenings  are  to  be  made  in  the 
roadway  after  laying,  these  results  will  not  be  as  satisfactory  as  when 
a  uniform  foundation,  like  concrete,  is  laid. 

J.  M.  Evans,  Assoc.  M.  Am.  Soc.  C.  E. — The  criticism  has  been  Mr.  Evans. 
made  that  an  asphalt  pavement  must  be  subjected  to  a  rolling  process, 
similar  to  vehicular  traffic,  in  order  to  insure  it  remaining  in  place; 
and,  to  substantiate  this  claim,  certain  people  point,  with  more  or  less 
justification,  to  the  walks  in  our  parks  and  other  places,  such  as  plazas, 
footbridge  floors,  etc.,  where  the  asphalt  is  badly  cracked,  or  has  been 
displaced  by  frost. 

The  speaker  would  like  to  enquire  whether  this  is  a  fact,  or 
whether  it  is  the  fault  of  the  foundation  or  the  quality  of  the  material 
used  in  the  surface;  also,  if  asphalt  walks,  as  laid  at  the  present 
time,  are  as  durable  as  the  concrete  walks  of  the  so-called  granolithic 
and  kindi'ed  variety? 

As  granolithic  pavement  is  now  put  down,  with  joints  to  allow  ex- 
pansion, it  has  proved  very  efficient  in  New  York  and  other  cities. 
The  claim  is  made  for  it  that,  under  light  showers,  it  does  not  present 
as  greasy  and  slippery  a  surface  as  asphalt,  and  that  it  can  be  laid 
without  an  expensive  jjlant.  Is  it  practicable  to  lay  asphalt  with 
joints  to  allow  contraction,  and  thiis  jirevent  cracking;  and,  if 
so,  will  the  rolling  traffic  still  be  necessary  to  preserve  the  surface 
intact? 

W.  BoABDMAN  Reed,  M.  Am.  Soc.  C.  E. — The  speaker  is  not  an  Mr.  Reed. 
expert  on  a.sphalt  pavement,  but  has  had  considerable  experience  in 
the  maintenance  of  such  jiavements  beside  street-railway  tracks.  In 
New  York  City,  for  several  years  past,  it  has  been  the  practice  to  use 
what  is  known  as  the  "Trilby"  rail,  having  an  inside  flange,  about 
2 1  ins.  wide,  at  the  same  height  as  the  head,  and  to  lay  asphalt  up 
against  both  sides  of  this  rail.  Where  the  rail  is  perfectly  rigid,  pave- 
ment of  this  character  will  last  fairly  well  on  streets  with  little  traffic; 
but,  where  the  traffic  is  heavy,  there  is  an  inclination  for  truckmen  to 
follow  the  rail,  and,  dropping  oif  it  from  time  to  time,  Avear  ruts 
beside  it. 

On  track  which  is  not  perfectly  rigid  it  is  almost  impossible  to 
maintain  asphalt  pavement  next  the  rail  in  safe  condition,  and  where 
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Mr.  Reed,  this  has  been  attempted  it  has  been  found  to  be  very  expensive  to 
maintain  it  even  in  passable  condition.  On  one  of  the  sti-eet-railway 
lines  in  charge  of  the  speaker  the  cost  of  the  maintenance  of  asphalt, 
between  the  rails  only,  has  been  $4  500  per  year  per  mile  of  single  track, 
or  about  52  cents  per  square  yard.  Toothing  stones  have  been  laid 
next  to  the  rail,  and  a  cast-iron  strij}  has  been  used  with  considerable 
success  for  this  purpose,  with  the  idea  of  allowing  the  rail  to  vibrate 
against  either  the  toothing  stone  or  the  iron  strip  without  injuring  the 
asphalt  or  the  foundation  ui^on  which  it  is  laid. 

Much  of  the  difficulty  in  the  maintenance  of  asphalt  on  streets 
comes  from  the  frequent  tearing  up  of  the  street  for  repairs  to  sub- 
structures. There  is  no  doubt  that  asphalt  pavement  can  be  laid  so  as 
to  last  many  years  with  very  little  rejjair,  if  a  2>roper  foundation  is  put 
in  and  if  that  foundation  is  not  disturbed.  This  is  especially  notice- 
able on  Fifth  Avenue  in  New  York  City,  but,  even  there,  where  excava- 
tions have  been  made,  bad  settlements  of  the  pavement  have  occurred 
shortly  after  it  has  been  restored. 

One  i:)oint  in  the  matter  of  maintenance  the  author  has  not  touched. 
A  company  laying  asphalt  under  guaranty  practically  has  control  of 
the  street  during  the  existence  of  the  guaranty,  and  would  be  able  to 
interfere  more  or  less  with  any  improvements,  even  though  they  might 
be  desired  by  the  city  authorities.  Such  a  company  is  able  to  demand 
almost  any  price,  from  any  corporation  that  makes  such  improvements, 
for  the  privilege  of  tearing  up  and  restoring  the  pavement,  if  such  im- 
provements change  the  surface  of  the  street  in  any  manner.  In  one 
instance,  in  New  York  City,  where  the  pavement  had  been  laid  under 
a  five-year  guaranty,  there  was  in  the  street  a  single  street-railway 
track,  constructed  and  operated  for  horse-cars.  It  was  considered 
desirable,  not  only  by  the  street-railway  company,  but  by  the  city 
authorities,  to  change  the  location  of  the  existing  track  and  put  in  two 
tracks,  making  them  according  to  the  standard  slotted  construction  of 
New  York  City,  instead  of  the  original  horse-car  construction.  The 
asphalt  company  held  that  the  laying  of  the  second  track  and  the 
change  in  the  style  of  construction  invalidated  their  guaranty  con- 
tract, and  the  railway  company  was  obliged  to  i)ay,  and,  rather  than 
have  litigation,  did  pay,  a  considerable  sum  to  the  asphalt  company 
for  the  privilege  of  complying  with  the  desires  of  tlie  city  authorities. 

In  the  Hi)eaker's  opinion,  the  exorbitant  ])rices  bid  in  the  i)ast  for 
the  laying  and  maintaining  of  asphalt,  with  the  privilege  of  (^barging 
any  corporation  that  may  be  obliged  to  disturb  the  pavement  the  con- 
tract ])rice  for  its  restoration,  are  unjust.  Quite  recently,  it  was  necee- 
sary  to  make  rei)airH  to  a  stnuit-railway  track  on  a  street  where  pave- 
in(mt  had  l)oeu  laid,  under  a  lifteen-year  guaranty,  at  .fl.Hd  ))er  square 
yard.  The  guaranty  would  (expire  iu  l'.)()K.  The  aMi)lialt  company, 
according  to  contract  with  tlu!  <!ity,  had  the  riglit  to  chargi'  the  full 
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contract  price  for  the  restoration  of  tills  asphalt;  whereas,  under  the  Mr.  Reed, 
present  prices,  the  work  could  be  done  for  less  than  i$2  per  square  yard. 

With  regard  to  laying  and  maintaining  asphalt  beside  the  rail;  in 
the  year  1900.  a  surface  track  was  laid  on  34th  Street,  New  York  City, 
■with  a  9-in.  girder-rail  supported  by  a  heavy  concrete  beam.  This 
rail  was  perfectly  rigid,  there  being  no  vibration,  even  though  very 
heavy  cars  were  operated  over  it.  Special  care  was  taken  in  the  laying 
of  the  asphalt,  yet  it  was  not  more  than  six  or  eight  months  before 
rots  appeared  beside  the  rail,  and  it  was  necessary  to  make  repairs. 

Asphalt  wears  out  rapidly  at  any  point  where  it  adjoins  a  harder 
material,  as  for  instance,  at  the  manholes  of  sewers,  at  water-gate 
boxes,  etc.,  owing  to  the  pounding  of  vehicles  dropping  from  the  hard 
to  the  softer  surface. 

James  N.  Hazlehuest,  M.  Am.  Soc.  C.  E.  (by  letter). — In  exercising  Mr.  Hazie- 
his  privOege  of  closing  this  discussion  and  of  replying  to  criticism 
made  by  participating  members,  while  disclaiming  any  intention  of 
being  captious  or  hyjjercritical,  the  writer  is  somewhat  uncertain  of  his 
position  and  attitude  on  account  of  the  considerable  amount  of  irrele- 
vant matter  interjected  by  participants.  Thus,  one  of  these  gentlemen 
objects  to  laying  asphalt  strips  upon  old  block  pavement  for  the  use 
of  bicyclists;  another  seeks  information  as  to  the  cause  of  the  rolling 
and  cracking  of  asphalt  pavements;  while,  of  the  two  members  who 
attempt  to  discuss  the  pajjer  seriously,  the  remarks  of  one,  if  not 
entirely  irrelevant,  are,  at  least,  full  of  generalities,  as,  for  instance, 
the  necessity  for  and  character  of  the  bond  intended  to  secure  the  main- 
tenance clause  of  such  a  contract ;  the  possible  increase  of  price  due  to 
the  subsequent  care  of  the  jiavement  but  concealed  in  the  original 
proposal;  a  reiteration  of  the  principle  (stated  by  the  writer)  of  the 
shadowy  and  narrow  division  line  between  maintenance  and  guaranty 
clauses;  a  recitation  of  the  well-established  fact  that,  to  preserve  the 
integrity  of  a  contract  for  maintenance,  due  care  must  be  taken  by  the 
city  that  acts  of  omission  or  of  commission  do  not  release  the  principal 
or  relieve  the  surety;  followed  by  a  statement  of  the  experience  of  New 
York  City  in  having  to  pay  an  exorbitant  charge  for  repair  work  which, 
although  included,  was  overlooked  in  the  consideration  of  the  original 
contract;  and  finally,  as  an  original  proposition,  suggesting  that  the 
contractor  be  allowed  to  follow  his  own  judgment  as  to  mixtures  and 
measures  if  it  is  expected  to  hold  him  to  specific  and  definite  results. 

This  general  treatment  of  the  subject,  while  interesting,  brings  out 
only  one  or  two  new  points,  and  to  these  the  writer  desires  to  reply 
briefly.     According  to  Mr.  Whinery : 

"  There  is  one  important  feature  of  these  long-time  guaranties  that 
seems  not  to  have  been  brought  before,  or  considered  by,  the  Courts  at 
all;  that  is,  that  in  nearly  every  city  the  terms  of  contracts  for  paving, 
including  the  guaranty  requirements,  are  general,  and  are  made  to 
apply  to  all  streets  alike.  No  allowance  is  made  with  respect  to  dif- 
ferent streets  for  diflferent  conditions  of  use."  etc. 
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Mr.  Hazle-  While  it  is  admitted  that  the  character  of  the  ti'aflSc  upon  the  streets 
""^^  ■  possibly  included  under  such  a  maintenance  clause  is  variable,  the 
conditions  are  possibly  not  more  eccentric  than  those  surrounding  the 
same  streets,  let  at  the  same  time,  and  under  the  same  specifications 
for  constructive  work,  and  upon  which  the  unit  price  bid  is  the  same, 
in  both  cases,  it  being  entirely  possible  for  the  contractor  to  balance 
his  estimate  of  cost  so  as  to  reach  a  fair  average  price  both  for  con- 
struction or  for  maintenance. 

Again,  Mr.  "Whinery  declares  that: 

"In  the  early  history  of  asphalt  jDavement,  when  its  merits  were 
questioned  and  distrusted,  when  the  properties  of  the  material  used 
were  not  well  understood  and  the  methods  of  coostructing  it  were  not 
familiar  to  engineers,  it  cannot  be  doubted  that  the  requirement  of 
some  guaranty  of  results  was  not  only  justified,  but  was  required  by 
ordinary  business  prudence.     But  that  time  is  now  past,"  etc. 

While  it  is  a  fact  beyond  contention  that  certain  well-known 
brands  of  asphalt  are  thoroughly  understood  and  may  be  fully  relied 
upon  under  given  conditions,  to  discriminate  in  their  favor  pro- 
duces a  limited  competition,  to  avoid  which  and  yet  to  safeguard 
municipal  authorities,  it  is  jjroposed  by  the  writer  to  rely  more  fully 
upon  the  guaranty  of  the  contractor  for  successful  and  iiermanent  work. 

The  writer  can  hardly  believe  that  even  as  experienced  an  engineer 
as  Mr.  Whinery  is  conceded  to  be  would  be  Avilling  to  rely  entirely 
upon  the  determination  by  himself  and  his  chemist  of  the  particular 
merits  of  an  untried  asphaltic  material,  such  as  the  bituminous  rock  or 
liquid  product  of  California,  Texas  or  Utah.  If  he  contends  that  such 
unknown  material  should  be  barred,  as  has  long  been  the  habit  of 
many  of  our  larger  cities,  there  is  little  encouragement  offered  to  hon- 
est competition  against  the  larger  companies,  and  he  would  endorse 
and  perpetuate  monopoly,  collusion  and  the  whole  train  of  ills  due  to 
restricted  competition  and  class  legislation. 

Furthermore,  notwithstanding  Mr.  Whinery's  assertion,  that  "Our 
cities  can  safely  i-ely  upon  their  engineers  to  prepare  adequate  specifi- 
cations, and  to  enforce  them  so  as  to  secure  work  of  the  highest 
standard  of  excellence,"  the  tendency  is  distinctly  toward  contracts 
with  a  longer  maintenance  or  guaranty  claiise,  and  where,  formerly, 
five  years  was  considered  a  sufficient  term  of  guaranty,  ten  years  is  now 
more  common,  and  fifteen  years  is  not  an  unusual  retiuirement  in  this 
country,  while  the  standard  term  for  niaiutenauce  in  (Jerimm  cities  is 
nineteen  years! 

Mr.  Nelson  P.  Lewis,  in  his  consideration  of  tlic  subject,  calls  into 
question  the  fairness  of  taking  the  re(!ordcd  cost  of  maiiitouauce  for 
the  asphalt  pavements  of  the  City  of  Washington  as  a  representative 
and  equitable  basis  of  cost,  but  without  ])auHing  to  justify  the  correct- 
ness and  fairness  of  the  reference  figures,  tlie  writer's  contention  is  for 
the  principle  or  system  of  fixing  a  stipulated  sum  as  the  maximum 
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price  for  the  tuaintenauoe  of  tlie  pavement,  not  to  be  paid  as  a  bonus,  Mr.  Hazle- 
but  onlv  as  earned;  and  contends  that  such  an  arrangement  furnishes 
a  fair  working  hypothesis,  although  admitting  that  the  contractor  will 
have  to  make  a  "  guess  "  as  to  the  actual  cost  of  such  maintenance. 
Is  there  ever  any  certainty  in  the  bid  of  a  contractor  for  the  execution 
of  a  contract?  Then,  why  should  it  be  less  legitimate  for  the  con- 
tractor to  "■  guess  "  at  the  cost  of  maintaining  any  piece  of  work  than, 
for  him  to  "  guess  "  at  its  first  cost? 

Referring  to  Mr.  Lewis'  recommendation  that: 

"After  the  expiration  of  the  original  contract  covering  not  more 
than  five  years,  sxibsequent  contracts  for  from  one  to  five  years  be  made 
for  maintaining  the  pavements,  which  contracts  should  provide  that 
the  contractor  be  paid  for  the  material  actually  used,  and  which 
would  be  placed  where  directed." 

The  advantage  of  this  method  of  securing  necessary  material 
for  reijairs  would  be,  as  suggested  by  Mr.  Lewis,  the  element  of  saving 
under  such  a  contract,  in  the  repairs  to  streets,  which,  from  their  age 
or  traffic,  have  been  reduced  in  thickness.  This  method  of  arriving  at 
an  equitable  measurement  of  the  value  of  the  required  materials  for 
repair  is  novel  and  undoubtedly  possesses  good  points,  but  the  annual 
wear  and  tear  of  the  street  surface,  and  its  consequent  loss  in  thickness 
under  traffic  may  be  discounted  by  the  contractor  and  equated  for  in 
the  original  proposal  for  construction. 
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General  Characteristics. 
The  Black  Warrior,  Warrior,  and  Tombigbee  Rivers,  together  with 
the  Mobile  River,  form  a  chain  of  rivers  flowing  through  the  center  of 
the  great  Warrior  Coal  Basin,  and  entering  the  Gulf  of  Mexico 
through  Mobile  Bay.  The  Black  Warrior  River  is  formed  by  the 
junction  of  the  Mulberry  and  Locust  Forks.  At  Tuscaloosa  the  name 
changes  to  Warrior.  The  Warrior  flows  into  the  Tombigbee  about 
one  mile  above  Demopolis,  and  the  Tombigbee  and  Alabama  Rivers 
join  and  form  the  Mobile  River  about  45  miles  above  the  City  of 
Mobile.  Fig.  1  is  a  i)rofilo  of  these  rivers,  with  the  elevations  of  the 
locks.  Fig.  2,  a  map  of  Alabama,  shows  the  location  of  the  rivers. 
The  total  length  of  tlu'so  streams  from  tli(>  junction  of  Mulberry  and 
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Fig.  1.  -Warrior  River:  Site  of  Lock  No.  5,  Looking  Up  Stream 


l'"l«.  2.     Waiuudu  liivKii:  Lock  No.  fl,  Showing  CoNcnEiK  Kouming 
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Locust  Forks  to  Mobile  is  408  miles,  ami  tlie  total  fall  at  low  water  is 
214.5  ft.,  as  shown  in  Table  No.  1. 

Above  Tuscaloosa  the  Black  "Warrior  flows  through  a  narrow  gorge 
enclosed  bv  steep  hills  and  perpendicular  rock  bluffs.  At  low  water 
there  is  a  succession  of  level  pools  connected  at  frequent  intervals  by 
steep,  shallow,  rock  rapids  varying  in  fall  from  a  few  inches  to  19  ft. 
The  bed  of  the  stream  is  generally  of  hard  sandstone.  Below  Tus- 
caloosa these  streams  flow  through  alluvial  valleys  several  miles  wide, 
and  are  subject  to  overflow  during  floods.  The  bed  is  generally  com- 
posed of  thick  layers  of  sand  and  gravel  underlaid  with  clay  or  soft 
limestone.  Occasional  ledges  of  the  latter  rise  nearly  to  the  low-water 
surface,  and  form  reefs  across  the  river,  but  most  of  the  shoals  have 
beds  of  sand  and  gravel,  and  there  is  rarely  more  than  1  ft.  fall 
through  one  shoal. 


PROFILE  OF  MOBILE,  TOMBIGBEE,  WARRIOR  AND  BLACK  WARRIOR  RIVERS. 

Fig.  1. 

The  minimum  discharge  of  the  Black  Warrior  and  Warrior  Rivers 
is  about  150  cu.  ft.  per  second,  and  the  maximum  discharge  about 
150  000  cu.  ft.  per  second.  The  minimum  discharge  of  the  Tombigbee 
River  below  Demopolis  is  about  400  cu.  ft.  per  second,  and  the  maxi- 
mum discharge  probably  approaches  300  000  cu.  ft.  per  second. 
Large  floods  usually  occur  during  the  Avinter  and  sjaring,  and  at  rai'e 
intervals  during  the  summer  and  fall.  They  carry  vast  quantities  of 
drift  wood,  and  sometimes  cause  considerable  loss  of  property.  Smaller 
rLses,  which  interfere  with  construction,  but  do  no  other  damage, 
usually  occur  several  times  during  each  low-water  season,  from  June 
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to  December.  The  most  rapid  rate  of  rise  ever  recorded  at  Tusca- 
loosa was  5  ft.  per  hour  for  4  hours,  after  which  the  rate  gradually 
decreased;  but  rises  of  2  ft.  per  hour  are  not  uncommon.  The  rate 
of  rise  is  usually  greatest  at  Tuscaloosa,  and  gradually  decreases  below 
that  point.  The  maximum  oscillation  of  the  Black  Warrior  River 
varies  from  15  to  50  ft.  at  different  jjoints.  The  maximum  oscillation 
of  the  Warrior  and  Tombigbee  Rivers  is  67  ft.  at  Tuscaloosa;  47  ft.  at 
Gray's  Landing,  42  miles  below  Tuscaloosa;  and  70  ft.  at  Demopolis, 
below  which  place  it  gradually  decreases. 

TABLE  No.  1. 


Description. 

Length,  in 
miles. 

Fall,  in 
feet. 

Average  low- 
water  slope, 
in  feet  per 
mile. 

Black  Warrior  River,  Forks  to  Tuscaloosa 

Warrior  River,  Tuscaloosa  to  Mouth  of  War- 
rior   

46.5 
130.5 
186.0 

45.0 

128.5 
58.5 
27.5 
0.0 

2.76 
0.45 

Tombigbee  River,  Mouth  of  Warrior  to  Mouth 

0.15 

Mobile  River,  Mouth  of  Tombigbee  to  City  of 
Mobile 

0.00 

Totals  and  average 

408.0 

214.5 

0.53 

\ 


Previous  to  Impbovement. 
The  Mobile  River  is  tidal,  and  has  ample  depth  for  river  naviga- 
tion without  improvement.  Previous  to  improvement  the  Tombigbee 
River  was  navigable  for  light-draft  steamboats  to  Demopolis  about 
9  months  per  annum,  and  the  Warrior  River  to  Tuscaloosa  about 
4  months  per  annum.  Tuscaloosa  was  considered  the  head  of  navi- 
gation. Rafts  and  flatboats  were  brought  down  the  Black  Warrior  on 
floods,  l)ut  there  was  no  other  navigation  on  this  stream. 

Eauly  Impkovement. 
Prior  to  the  beginning  of  work  on  the  i)rcBent  project,  in  1888,  no 
work  was  done  on  the  Black  Warrior,  and  work  on  the  Tombigbee  and 
Warrior  Rivers  was  confined  to  removing  snags,  cutting  overhanging 
trees,  dredging  through  shoals,  and  building  liglit  dikes  and  training- 
walls  to  confine  the  water  to  the  channel.  This  work  was  of  con- 
sidcralilo  bcinefit  to  navigation,  but  did  not  extend  the  boating  season 
materially,  or  do  away  witli  the  uncertainty  of  navigation  during  a 
part  of  cnc.h  boating  season. 
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Peesent  Project. 

The  present  iJroject  is  to  obtain  a  Avaterwav  for  the  transportation 
of  coal,  in  barges  of  6  ft.  draft,  from  the  Warrior  coal  fields  to  the 
Gulf  of  Mexico,  by  a  slack-water  system  of  locks  and  dams.  There 
will  be  twenty  locks  and  dams,  with  a  total  lift  of  230  ft.,  the  upper 
lock  and  dam  raising  the  low-water  surface  about  15.5  ft.  at  the 
jimction  of  Mulberi'y  and  Locust  Forks.  The  total  cost  will  approxi- 
mate SS  000  000.  Beginning  at  the  lower  end,  there  will  be:  In  the 
Tombigbee  System,  Lock  No.  1  of  11  ft.  lift  and  Locks  Nos.  2  and  3, 
each  of  10  ft.  lift;  in  the  Warrior  System  there  will  be  Locks  Nos.  1 
to  6,  each  of  10  ft.  lift;  in  the  Black  Warrior  System  there  will  be 
Lock  No.  1  of  10  ft.  lift,  Lock  No.  2  of  8|  ft.  lift.  Lock  No.  3  of  10^  ft. 
lift,  Lock  No.  4  of  12  ft.  lift,  and  Locks  Nos.  5  to  11,  each  of  14  ft. 
lift.     The  elevations  of  these  locks  are  shown  on  the  profile,  Fig.  1. 

The  locks  are  to  have  52  ft.  clear  width,  286  ft.  available  length, 
322  ft.  length  between  hollow-quoins,  and  minimum  depths  of  6J  ft. 
on  the  miter  sills  and  7  ft.  in  the  lock  chambers.  Steel  lock  gates 
and  fixed  dams  about  on  line  with  the  upper  gates  are  to  be  used 
throughout.  The  work  is  now  in  progress,  and  is  being  carried  out 
by  the  United  States  Government  under  the  continuing  contract 
system  of  river  and  harbor  appropriations. 

Work  Accomplished — Tombigbee  System. 

Lock  No.  1  is  located  and  partly  built  at  McGrew's  Shoal,  111 
miles  above  Mobile,  on  a  reef  of  soft  limestone  which  extends  across 
the  river  a  few  feet  below  low  water.  Work  on  this  lock  was  begun 
in  1896,  and  suspended  for  lack  of  fiinds  in  1899.  The  Avork  was  done 
with  hired  labor,  and  was  greatly  retarded  at  various  times  by  leaks 
in  the  coflFer-dam,  freshets  and  lack  of  funds.  The  lock  walls  are 
finished,  but  the  gates  and  valves  are  not  completed,  and  no  work  has 
been  doiKs  on  the  dam  or  al)ufcment.  The  lock  walls  are  of  concrete, 
composed  of  1  part  loose  cement,  2J  parts  sand,  and  (I  parts  pebbles. 
They  are  founded  directly  on  the  soft  liineston(>,  trenches  in  which 
were  dug  about  2  ft.  deep  under  each  wall  and  lillcd  with  concrete  for 
a  footing  course.  Lagerdorfer  Portliind  cement  was  used  throughout. 
The  dam  and  abutment  will  also,  jiroluibly,  be  built  of  concrete. 

The  river  V)(dow  Lock  No.  1  is  tidal,  and  needs  no  improvement 
excei>t  dredging  in  ijlaces.     Locks  Nos.  2  and  3,  between  Lock  No.  1 
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Fig.  1.— Black  Warrior  River:  Site  of  Lock  No.  4,  Looking  Down  Stream. 


Kio.  2— IJi.ACK  Wahuioh  River:  Lock  and  Dam  No.  1,  Looking  Ui'Stukam. 
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and  Demopolis,  have  not  yet  been  located,  and  no  appropriation  has 
been  made  for  their  constrnctiou. 

Work  Accompushed — Warrior  System. 

The  sxirveys.  borings  and  descriptions  of  lands  needed  for  Locks 
Nos.  1.  2  and  3,  have  been  completed,  but  no  appropriation  has  yet 
been  made  for  their  construction.  The  general  features  of  their  design 
will  follow  closely  those  for  Locks  Nos.  4,  5  and  6  of  the  same  system. 
The  locks  and  abutments  will  be  of  Portland  cement  concrete  on  pile 
foundations.  The  dams  will  be  timber  cribs  on  pile  foundations, 
similar  to  those  at  Locks  Nos.  4,  5  and  6,  of  the  Warrior  System.  Lock 
Xo.  1  is  located  in  the  Tombigbee  River,  just  above  Demopolis  and 
just  below  the  mouth  of  the  Warrior,  230.6  miles  above  Mobile.  Locks 
Nos.  2  and  3  are  located  in  the  Warrior  River,  246.1  and  266.7  miles, 
respectively,  above  Mobile. 

Locks  Nos.  4,  5  and  6  are  282.2,  298.1  and  315.0  miles,  respectively, 
above  Mobile.  These  three  locks  are  being  built  by  contract,  and  are 
about  half  completed.  They  will  probably  be  finished  during  1902.  The 
locks  and  abutments  are  being  built  on  pile  foundations,  and  will  be 
of  Portland  cement  concrete,  1  part  cement,  as  packed  in  barrels,  3 
parts  sand,  and  6  parts  clean  jDcbbles.  The  sand  and  pebbles  are 
dredged  from  the  riverbed  near  the  lock  sites.  The  dams  will  be  tim- 
ber cribs  with  timber  aprons,  all  founded  on  piles  cut  off  about  1  ft. 
below  low  water. 

Considerable  dredging  will  be  required  to  secure  proper  slack- 
water  channel  depths  in  the  upper  portions  of  all  the  pools  of  the 
Tombigbee  and  Warrior  Systems. 

Work  Accomplished — Black  Warrior  System. 

The  change  of  name  of  the  river,  from  Black  Warrior  to  Warrior, 
occurs  at  the  Tuscaloosa  wagon  bridge,  361.5  miles  above  Mobile. 
Locks  Nos.  1,  2  and  3  are  361.9,  362.3  and  363.1  miles,  respectively, 
above  Mobile,  overcoming  the  Tuscaloosa  Falls,  a  series  of  rock  rapids 
having  a  total  fall  of  24.5  ft.  in  about  2  miles.  The  Tuscaloosa  wagon 
bridge  is  built  on  the  lowest  reef  of  these  rapids,  and  here  extensive 
channel  work,  largely  rock  excavation,  partly  in  the  Warrior  and  i^artly 
in  the  Black  Warrior,  was  carried  out  in  order  to  secure  the  required 
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depth  below  jiool  level  in  the  lo-wer  ai:)proach  to  Lock  No.  1,  which  is 
built  on  the  next  reef  above.  Considerable  rock  excavation  was  also 
required  in  the  lower  approach  to  Lock  No.  3. 

All  three  locks  and  dams  were  built  with  hired  labor.  They  were 
begun  in  1888,  and  completed  and  opened  for  traffic  in  1895. 

Lock  No.  4  is  370. 1  miles  above  Mobile,  and  is  being  built  by  con- 
tract. It  is  about  half  comjileted,  and  should  be  finished  during  1902, 
Locks  Nos.  5  to  11,  inclusive,  between  Lock  No.  4  and  the  junction  of 
Mulberry  and  Locust  Forks,  have  not  yet  been  located,  and  no  appro- 
priation has  been  made  for  their  construction. 

Engineering  Features — Wakkior  System. 

Location. — Trial  borings  were  made  at  every  practicable  site  for 
each  lock,  within  limits  of  several  miles,  as  fixed  by  the  profile  of  the 
river,  and,  at  the  site  finally  selected,  borings  were  taken  50  ft.  apart 
under  all  sti'uctures  and  through  the  approaches.  Borings  were  made 
by  the  water-jet  method,  1-in.  water  pipe  and  2-in.  casing  being  used. 
The  borings  usually  penetrated  not  less  than  30  ft.  below  the  lock 
floor.  For  Locks  Nos.  1,  2  and  3,  322  borings  were  made,  aggregating 
13  716  ft.  in  depth,  at  a  cost  of  $3  861,  or  about  28  cents  per  linear 
foot.  The  results  of  the  borings  were  shown  on  drawings  and  exhibited 
to  bidders  (see  Fig.  3).  The  site  of  Lock  No.  5,  looking  up  stream,  is 
shown  on  Plate  XI,  Fig.  1;  Lock  No.  6,  with  the  forms  for  the  concrete 
walls,  is  shown  on  Plate  XI,  Fig.  2. 

At  first,  efforts  were  directed  toward  finding  suitable  rock  reefs  on 
which  to  build,  but  it  was  soon  discovered  from  the  borings  that  such 
reefs  did  not  exist,  the  rock  found  being  in  fragments  or  in  thin  ledges, 
and  generally  quite  soft  and  unsafe  for  foundations.  Efforts  were  then 
made  to  find  locations  where  pile  foundations  could  be  driven  with  the 
minimum  difficulty,  rock  being  avoided.  Limits  for  the  location  of 
^i•M•\\  lo(;k  were  fixed  so  that  tlio  lower  miter-sill  with  a  given  elevation 
would  1)6  from  2i  to  5  ft.  below  moan  low  water.  Locations  wei'o 
sought  in  wid<\  shallow  ])lac(!8  with  good,  high  banks,  and  -"n  curved 
instead  of  straight  reaches.  The  locks  are  always  located  on  the 
convex  shore,  in  order  to  secure  better  protection  from  drift  during 
floods,  and  on  straight  a])])r()aclH's  parallel  to  the  axis  of  the  lock 
re-entering  the  stream. 

Fixed  or  Movable  Dams. — After  very  careful   considcnition  of  tlio 
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question  of  fixed  or  movable  dams,  the  former  were  adopted,  for  several 
reasons.  Owing  to  tlie  long  low-water  period  of  about  8  months  annu- 
ally, and  the  frequent  occurrence,  during  the  other  4  months,  of  stages 
which  would  drown  the  fixed  dams,  movable  dams  v/ould  add  only 
about  3  months  annually  to  the  period  of  open-river  navigation. 
Owing  to  the  small  size  of  the  stream,  tows  will  always  be  small,  and 
probably  will  not  require  more  than  one  or  two  lockages  in  passing  a 
lock.  Therefore,  delays  from  lockages  will  be  less  than  on  large 
streams  where  large  tows  are  difficult  to  maneuver  and  require  more 
lockages  to  pass  a  lock.  The  low- water  flow  of  the  river,  at  times  for 
several  months,  is  only  150  to  303  cu.  ft.  per  second,  and,  therefore, 
the  dams  must  be  as  tight  as  practicable  in  order  to  maintain  the  pool 
level  at  the  crest  of  the  dam.  Most  types  of  movable  dams  are  not 
tight  enough  to  keep  the  pools  full  under  such  conditions.  The  cost 
of  construction,  operation  and  maintenance  is  much  greater  with 
movable  than  with  fixed  dams;  and,  owing  to  the  enormous  quantities 
of  heavy  drift  carried  by  floods,  the  cost  of  operating  and  maintaining 
movable  dams  on  this  river  would  probably  be  greater  than  usual.  The 
stream  when  imjiroved  will  serve  more  as  a  canal  than  as  a  river,  and 
is  treated  accordingly.* 

Lift,  Guard,  Etc. — The  lift  of  each  lock  was  fixed  at  10  ft.,  the 
guard  at  13  ft.,  and  the  minimum  length  of  the  dam  at  SOO  ft. 
These  dimensions  are  based  largely  on  experience  under  similar  con- 
ditions at  Lock  No.  1  of  the  Black  Warrior  System;  and  it  is  believed 
that  they  will  afford  practically  uuiuterruiitod  navigation,  the  dams 
being  drowned  on  a  rising  river  by  the  time  the  lock  walls  are  sub- 
merged. Higher  lifts  were  not  adopted  because  it  was  feared  they 
might  raise  the  flood  heights,  and  thereby  damage  lands  and  other 
property  in  the  valley. 

Mouruln. — Th(!  average  width  of  the  river  at  low  water  is  about  200 
ft.;  therefore  the  length  of  dam  adopted  throws  the  locks  and  abut- 
ments well  back  into  the  banks,  and  causes  heavy  excavation,  both  for 
the.so  structures  and  for  the  lock  api)r()aches  at  each  site.  It  was  not 
considered  advisable  to  waste  this  material  in  the  river,  and  therefore 
what  is  not  needed  for  back-tilling  is  used  for  building  large  mounds, 

*  UKiiiilly,  (iiicof  tlir  c;liicf  uilviinliiK<'«  <>f  nioviiblc  dains  is  llmt  llicy  r.Mhicc  tli(>li('iKl>t 

Blld  (liiniiioii  (if  (IimxIh.     Ill  MiiH  ciisc  (looils  (ivcr-lldw  1 1 ii(ir(^  vallrv  I"  iiii  avt-nijcc  (loi)tll 

off.  to  10  ft.  for  Hcvcnil  iiiilcH  in  widtli.  It  is  piolialilr,  tli.Tcfi.ic,  that  llxod  dams  of  10 
ft.  height  and  ;iiio  ft.  I<■ll^;tll  in  the  low- water  cliaiincl  will  have  Ml  tic.  If  any,  intliience  on 
the  height  an<l  duration  of  Hoods. 
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5  ft.  above  liigh  water,  in  rear  of  the  locks  and  abutments.  These 
mounds  -wdll  be  quite  useful  as  jjlaces  for  storing  property,  etc.,  as  the 
entire  reservations,  except  at  one  lock  site,  are  subject  to  overflow. 
The  lock  houses  will  be  built  on  the  mound  back  of  the  lock. 

Plana. — Detailed  drawings  of  Lock  and  Dam  No.  6  are  shown  in 
Figs.  4  to  17. 

Concrete. — The  concrete  is  mixed  in  a  4-ft.  cubical  mixer  making 
eighteen  revolutions  in  two  minutes,  and  the  usual  charge  is  1  bbl.  of 
packed  cement,  3  bbls.  of  sand,  and  6  bbls.  of  pebbles,  which  make 
about  29  cu.  ft.  of  concrete  rammed  in  place.  In  all,  17  688  cu.  yds.  of 
concrete  and  mortar  facing,  containing  16  973  bbls.  of  cement,  were 
placed  during  1901,  giving  an  average  of  1.042  cu.  yds.  per  barrel. 
The  sand  and  pebbles  are  quite  clean,  the  former  being  coarse  and 
sharp,  and  the  latter  about  \  in.  to  1  in.  in  diameter,  and  both  showing 
only  33  to  M%  of  voids.  Mortar  facing,  \\  to  IJ  ins.  thick,  com- 
posed of  1  i^art  packed  cement  and  3  parts  sand,  is  used  on  all  exposed 
faces  of  the  walls.  The  walls  are  built  in  blocks  about  20  ft.  long  and 
of  the  full  thickness  of  the  walls.  The  blocks  are  separated  by  con- 
tinuous vertical  joints  from  bottom  to  top  to  provide  for  contraction, 
and  the  joints  are  indicated  by  V-shaped  grooves  in  the  faces  of  the 
walls.  Alternate  blocks  are  built  first  between  bulkheads,  two  blocks 
being  built  usually  at  the  same  time.  The  intermediate  blocks  are 
built  after  the  bulkheads  are  removed.  The  concrete  is  well  rammed, 
in  layers  about  6  ins.  thick  alter  ramming,  and  is  usually  wet  enough  to 
quake  moderately  when  well  rammed.  Horizontal  joints  are  left  where 
the  work  stops  at  night,  and  are  covered  with  |  in.  of  mortar  before 
fresh  concrete  is  (lei)osited  next  day.  After  the  forms  are  taken  do^v^l,. 
rough  places  in  the  exterior  finish  are  chiseled  smooth,  and,  to  improve 
the  finish  of  the  walls,  several  coats  of  a  thin  wash  of  2  ])arts  cement 
and  1  part  sand  axe  ajj plied. 

StabilUy  of  the  Walls. — The  lock  walls  are  30  ft.  in  height  above  the 
floor,  and  are  built  on  footing  courses  2  ft.  wider  than  the  bases  of  the 
walls.  The  faces  next  to  the  lock  chamber  are  vortical.  The  bank 
wall  is  designed  as  a  retaining  wall,  and  its  average  thickness,  not  in- 
cluding the  footing  course,  is  about  '61%  of  its  height.  The  back  is 
stepped  HO  tliat  a  part  of  the  back-filling  adds  to  the  stability  of  the 
wall  against  ovtirturning.  In  designing  the  river  wall  it  was  assumed 
that  17  ft.  is  the  maxiimini  Imud  that  will  come  against  it,  this  being 
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■with  the  lower  pool  10  ft.  above  low  water  and  the  lock  chamber 
Ijumped  out.  The  intention  is  never  to  place  the  coffer  timbers  above 
this  height,  so  that  should  the  water  rise  higher  it  will  pass  over  the 
coffer  timbers  and  relieve  the  head  by  flooding  the  lock  chamber. 
Under  this  head  the  river  wall  has  a  factor  of  safety  of  6  against  over- 
turning. With  a  head  of  24  ft.  against  the  river  wall  the  factor  of 
safety  is  1.8,  and  with  a  head  of  30  ft.  the  river  wall  would  overturn. 
None  of  the  walls  can  slide,  owing  to  the  nature  of  the  pile  founda- 
tions. 

The  buttresses  are  located  so  that  the  line  of  thrust  of  the  gates 
will  pass  diagonally  through  them,  but  they  are  made  thicker  than 
necessary  to  take  up  this  thrust,  in  order  to  give  room  for  the  gate- 
maneuvering  gearing  on  top. 

The  abutment  stem  is  a  core-wall  running  back  into  the  bank,  ■with 
embankments  on  both  sides.  These  embankments  are  held  in  place  by 
the  abutment  wings,  ■which  have  a  face  batter  of  2  ins.  per  foot,  and 
are  designed  as  surcharged  retaining  walls.  Their  average  thickness 
is  about  40%  of  their  height.  The  abutment  also  has  a  footing  course 
2  ft.  wider  than  the  bases  of  the  walls.  This  is  not  included  in  com- 
puting the  average  thickness  of  the  Avails,  and  is  supported  by  the 
dam  and  a  minimum  depth  of  6^  ft.  of  water  above  the  footing  course 
in  the  lower  pool. 

Pile  Foimddtions. — Both  foiindation  piles  and  sheet-piles  were 
forced  into  the  sand  and  gravel  under  the  sites  with  a  combination  of 
hammer  and  water-jet,  practically  to  refusal,  care  being  taken  as  the 
penetration  decreased  to  lessen  the  blow  so  as  not  to  injure  the  pile. 
While  the  hammer  was  of  great  assistance,  the  jet  proved  to  be  the 
main  dependence  in  getting  the  piles  down,  and  they  could  not  have 
been  driven  without  it. 

Every  wall  is  entirely  surrounded  by  an  inner  and  outer  row  of 
Wakefield  sheet-piUng.  The  object  of  this  is  both  to  confine  the  mate- 
rial under  the  walls  so  that  it  will  assist  the  foundation  piles  in  sus- 
taining their  load,  and  to  reduce  the  percolation  of  water  under  the 
walls  due  to  difference  in  head.  The  outer  row  of  sheet-piling  also 
serves  as  i)art  of  a  coffer-dam  during  construction. 

The  round  foundation  ))iles  are  driven  3  to  4  ft.  between  centers  in 
the  space  l)etw()Ou  the  two  walls  of  sheet-piling.  They  arc  cut  off  6 
to  12  ins.  above  the  bottom  of  tlie  concrete,  which  is  nuuniod  around 
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and  over  them.  They  are  so  close  together  that  grillage  was  consid- 
ered entirely  unnecessary  and  probably  detrimental  to  the  work.  The 
concrete,  therefore,  rests  directly  on  the  pile  heads,  from  Avhich  the 
bark  is  removed.  The  maximum  loading  on  the  foundation  piles  is 
about  20  tons  each. 

The  average  penetration  of  the  sheet-piles  is  about  12  ft.,  and  of 
the  round  piles  about  18  ft.,  below  the  bottom  of  the  masonry.  So 
far,  not  the  slightest  evidence  of  settlement  has  been  detected.  See 
Fig.  4. 

Lock  Floors. — As  the  floor  might  at  times  be  subjected  to  an  up- 
thrust,  due  to  17  ft.  head,  a  tight  concrete  floor,  safe  against  this 
up-thrust,  would  have  to  be  very  massive  and  costly.  It  was  decided, 
therefore,  to  use  a  timber  floor,  tight  against  downward  leakage,  to 
avoid  loss  during  lockages,  and  open  for  upward  leakage,  to  avoid  up- 
thrust.  Floor-piles  are  driven  in  parallel  rows  and  ca^jped  longitudi- 
nally with  10  X  10-in.  timbers.  The  foundation  is  then  covered  with 
15  ins.  of  pebbles  flush  with  the  tops  of  the  caps  and  intended  to  per- 
mit the  water  to  circulate  freely  under  the  floor.  The  caps  and  pebbles 
are  then  covered  with  a  cross-layer  of  3-in.  plank  caulked  with  oakum, 
and  this  with  a  longitudinal  layer  of  2-in.  plank,  to  keep  the  oakum 
in  place  and  protect  it  from  culvert  scour.  This  floor  is  designed  for 
a  maximum  downward  pressure  due  to  10  ft.  head  without  aid  from 
the  pebble  filling  between  the  caps.  The  maximum  head  occurs  at 
low  water  with  the  lock  chamV)er  tilled. 

The  floor  is  relieved  from  up-thrust  by  2-in.  auger  holes  spaced 
about  10  ft.  apart.  This  design  is  based  on  the  supposition  that  when 
the  lock  is  pumped  out  for  repairs  water  under  the  maximum  head  of 
17  ft.  will  percolate  slowly  under  the  sheet-inling  and  through  the 
mass  of  sand  and  gravel  under  the  lock.  On  reaching  the  pebble  till- 
ing it  will  circulate  more  freely,  jjass  up  through  the  auger  holes,  and 
flow  to  the  drainage  pumps.  It  is  believed  that  water  due  to  percola- 
tion will  thus  be  kept  in  motion,  and  cannot  exert  dangerous  iip- 
thrust.  Downward  leakage  through  the  auger  holes  when  the  lock 
chamber  is  filled  is  prevented  by  ball-valves.  See  Fig.  5.  The  details 
of  the  valve  are  shown  in  Fig.  H. 

Drain  Tile. — Single  lines  of  H-iu.  drain  tile,  on  a  grade  of  0  ins. 
per  100  ft.,  and  emptying  into  tlie  lower  pool  below  tlie  pool  level, 
are  laid  behind   the   lock  l)auk  wail   and  tin;  lower  wing  of  the  ul)ut- 
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ment  to  drain  the  back-filling.  Vitrified  tiling  is  used,  laid  with 
open  joints  and  surronnded  with  pebbles  to  serve  as  a  screen.  See 
Fig.  10. 

Bams. — Concrete  dams  on  pile  foundations  were  first  contemplated; 
but  this  plan  was  abandoned  because  it  involved  a  necessity  for  coffer- 
dams, difficulty  in  disposing  of  the  flow  of  the  river  during  construc- 
tion, and  the  possible  danger  of  wash-outs  underneath,  which  Avould 
be  very  difficult  to  repair. 

The  plan  adopted  is  a  bottomless  timber  crib,  resting  on  piles  and 
filled  with  ' '  one  man  "  stones,  the  interstices  in  which  are  filled  with 
sand  and  gravel  washed  in  to  reduce  voids  and  add  to  the  weight,  but 
no  cement  is  used.  The  crib  is  sheathed  with  plank,  which  is  caulked, 
to  reduce  leakage,  and  the  filling  rests  directly  on  the  bed  of  the 
river.  The  base  of  the  dam  is  30  ft.  wide,  and  has  a  row  of  Wakefield 
sheet-piling  under  each  face,  to  reduce  percolation  under  the  dam 
and  ijrevent  the  escape  of  the  filling.  The  crest  of  the  dam  slopes 
both  ways  to  an  apex  10  ft.  from  the  up-stream  face.  Below  the  dam 
and  under  the  pool  level  is  a  timber  apron,  6  ins.  thick  and  30  ft. wide, 
resting  on  piles,  and  terminating  with  a  row  of  Wakefield  sheet- 
piling  under  the  down-stream  edge,  to  hold  the  filling  under  the 
aijron  and  guard  against  undermining  below.  Should  scour  take 
place  below  this  ai^ron,  it  is  proposed  to  dumjj  in  big  stones  until 
erosion  ceases. 

It  is  believed  that  this  dam  can  be  built  during  low  water  without 
coffer-damming,  one  course  being  placed  and  filled  at  a  time,  the 
river  running  over  in  a  sheet,  and  the  work  being  protected  locally 
with  flash-boards.  It  is  also  believed  that,  should  a  wash-out  start 
under  the  dam,  the  filling  will  drop  into  and  choke  the  cavity  while 
small.  Then  the  sheathing  can  be  removed  and  the  filling  replaced  in 
the  top  of  the  dam,  which  can  be  examined  at  low  water  by  sounding 
through  augur  lioles,  which  can  be  bored  and  afterward  plugged.  See 
Fig.  7. 

Galas.— 'Hw  gat(!H  are  built  of  soft  steel,  of  U  000  to  U  000  lbs. 
ultimate  stniugtli  ])cr  S([uar(;  inch,  and  designed  for  a  fiber  stress  of 
10  000  lbs.  ])(n-  square  inch.  They  arc  of  tlu^  niitoriiig  horizontal- 
girder  typ(!,  with  single*  skiu,  and  largely  follow  the  designs  of  the 
D<!ep  Waterways  CoinmisHion.  The  girders  have  straight  down- 
stream   flanges,    in   order   to    siiii])lify  construction,   niid  curved   up- 
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stream  flanges,  in  order  to  distribute  the  metal  to  advantage.  The 
bottom  girder  bears  against  the  miter-sill  cushion,  which  is  also 
straight  on  the  beai'ing  surface.  The  skin  plates  are  §  in.  thick,  this 
being  the  minimum  thickness  of  metal  used  in  the  gates  owing  to  pos- 
sible weakening  from  rust.  The  gii-ders  are  fastened  to  the  miter  and 
heel  ijosts  with  connecting  angles.  A  wooden  footway  is  bolted  to  the 
top  of  the  gates. 

The  miter  jjosts  are  of  oak,  backed  with  built-up  steel  channels  to 
stiffen  them.  Wood  is  used  for  the  miter-post  cushions  because  thev 
can  be  trimmed  after  the  gates  are  erected,  so  as  to  adjust  properly 
the  length  of  the  gates,  and  at  the  same  time  secure  a  perfect  fit 
between  the  two  posts.  Also,  these  cushions  can  be  easily  renewed. 
The  heel  posts,  owing  to  the  difficulty  of  renewing  wooden  ones,  are 
made  of  cast  iron,  in  sections  about  10  ft.  long,  joined  with  internal 
flanges  having  male  and  female  bolted  connections.  Vertical  dove- 
tailed grooves  are  cast  along  the  bearing  surfaces  of  the  post,  and  are 
used  to  hold  in  place  stiips  of  lead  packing,  which  are  trimmed  and 
adjusted  to  make  a  water-tight  joint  with  the  hollow  quoin.  In  order 
to  avoid  the  wear  of  this  packing,  the  heel  post  is  hung  eccentrically 
J  in.,  and  plays  ofi'from  the  quoin  when  the  gate  begins  to  open.  The 
quoins  are  cast  iron,  and  jilaned  true  on  the  rubbing  and  bearing  sur- 
faces. The  bottom  of  the  heel  post  is  fitted  with  a  cast-iron  socket 
which  rests  on  a  cast-iron  pivot  bolted  to  the  masonry  footing  course. 
The  bearing  surfaces  of  the  socket  and  pivot  are  chilled.  The  top 
gudgeon  is  a  4-in.  steel  pin  supported  by  two  steel  plates,  between 
which  the  gate  yoke  works.  The  yoke  is  attached  to  the  anchorages 
with  a  gib  and  key  which  permit  adjustment  and  also  permit  the  re- 
moval of  the  yoke  with  ease.  The  yoke,  etc.,  fits  in  a  covered  cast-iron 
box  below  the  coping,  where  it  is  out  of  the  way  and  yet  is  easily  acces- 
sible for  adjustment.  The  anchorages,  which  slope  downward  and  are 
provided  with  anchor  plates  at  the  lower  ends,  are  built  into  place  with 
the  concrete  walls. 

A  stiff",  built-up,  o])erating  lever  is  bolted  to  the  to])  of  the  gate, 
and  projects  backward,  swinging  just  above  the  coping.  A  small 
trolley  travels  in  a  slot  at  the  outer  end  of  the  lever,  and  to  this  is 
attached  an  endless  sprocket  chain  which  passes  around  two  idlers 
and  a  driving  wheel.  The  latter  is  oi)erated  by  a  luiud-lovor  and  crab, 
the  lock  hand  walking  around  the  crab  and  i)ushing  the  lever  in  one 
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direction  to  open  the  gate  and  reversing  tlie  motion  to  close  it. 
This  hand-lever  is  unshipped  during  floods,  and  the  remainder  of  the 
gearing,  being  quite  close  to  the  coping  and  made  as  flat  as  practic- 
able, offers  little  obstruction  to  floating  drift.  This  maneuvering 
gear  is  quite  simple  and  eff'ective.  It  does  not  easily  get  out  of  order, 
is  quite  durable,  and  probably  compares  favorably  with  any  other 
method  of  operating  lock  gates  by  hand.     See  Figs.  11  and  13. 

Valves. — The  valves  are  balanced  gates  with  vertical  axes,  and  are 
built  of  soft  steel  of  54  000  to  64  000  lbs.  ultimate  strength.  There  is 
a  steel  center  shaft,  3x7  ins.,  with  2f-iu.  journals  and  two  side  bars  of 
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cast  iron  holding  rubber  packing  strips  in  dovetailed  grooves.  The 
center  shaft  has  a  l)ottom  adjustable  step-boariug  to  reduce  friction. 
The  center  shaft  and  side  jiieces  are  covered  with  two  steel  plates,  f 
in.  thick,  riveted  through.  The  flat  shaft  is  used  to  reduce  the  thick- 
ness of  the  valves,  and  the  rivet  heads  are  countersunk,  the  object 
being  to  have  the  open  valve  ol)struct  tlu'  flow  into  the  culvert  as 
little  as  practi(!abl(!.  The  valve  franu^  is  a  casting  in  on(>  ])ie('o,  built 
into  the  masonry  and  surrounding  tlio  valvo.  A  steel  rod,  with  a 
socket  on  its  bottom  end  fitting  over  the  square  toj)  of  the  valve  shaft. 
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extends  up  the  face  of  the  -wall  to  the  maneuvering  gear,  -which  is 
jilaced  in  a  recess  15  ins.  beloAv  the  cojiing  in  order  to  protect  it 
from  drift.  To  the  top  of  this  rod  is  keyed  a  sector  -norm-gear  which 
meshes  into  a  worm  on  a  horizontal  shaft  parallel  to  the  axis  of  the 
lock.  The  valves  are  operated  in  pairs  from  the  worm  shaft,  which 
has,  between  the  two  worms,  a  flanged  coupling  which  admits  of 
adjustment  so  as  to  close  the  two  valves  exactly  together.  The  worm 
shaft  is  operated  by  hand-wheels  at  either  end,  which  are  removed 
during  floods,  on  account  of  drift.  The  remainder  of  the  operating- 
machinery  is  below  or  about  level  with  the  coping,  and,  therefore,  is 
jjrotected  from  drift. 

The  worm  gear  is  used  for  operating  the  valves  because  it  gives 
ample  power  under  all  conditions,  and,  while  it  acts  quickly  enough, 
it  does  not  permit  of  very  rapid  movement  of  the  valves,  and  thereby 
protects  them  from  water  hammer  when  it  is  necessary  to  close  them 
against  a  head  of  water.  Steel  valves  are  also  preferred  to  cast  valves, 
because  they  stand  shock  from  water  hammer  with  much  more  safety 
than  cast  valves. 

A  steel  deflection  plate  is  fastened 'to  the  inside  of  the  valve  on  the 
half  that  swings  outward  into  the  lock  chamber.  As  soon  as  the 
valve  begins  to  open,  the  reaction  of  the  water  against  this  plate  helps 
to  swing  the  valve.  The  plate  is  located  so  that  it  does  not  reduce 
the  area  of  the  waterway  when  the  valve  is  fully  oijened.  Owing  to 
the  proximity  of  the  valves  to  the  gates,  it  has  been  found  important 
to  have  the  uji-stream  half  of  the  valve  swing  outward  into  the  lock 
chamber.  This  gives  the  water  a  more  direct  flow  into  the  culvert  while 
the  valve  is  swinging  than  if  the  down-stream  half  swung  outward, 
and,  therefore,  the  valve  swings  more  easily  and  smoothly.  Tlic  main 
objects  sought  in  designing  this  valve  were  simplicity  and  durability, 
and  it  has  proved  to  be  quite  satisfactory  in  practice  (see  Fig.  9). 

Culverts. — The  culverts  pass  through  the  lock  walls,  around  the 
gates  at  each  end  of  the  lock.  This  avoids  valves  in  the  gates,  which 
■would  tend  to  weaken  the  gates  and  complicate  their  construction.  It 
also  results  in  much  simpler  and  chea])or  construction  than  putting 
the  culverts  under  the  lock  floor.  The  ui)i)('r  culverts  extend  about 
one-third  the  hmgth  of  the  lock  cluinibcr,  and  have  from  each  culvert 
six  different  outlets  into  tlic  lo(!k  chamber,  at  intervals  of  18  ft.,  from 
center  to  center,  in  order  to  distribute  the  How  and  avoid  objection- 
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able  agitation  in  the  lock  cliamber.  The  lower  culverts  each  have  a 
single  outlet  directed  so  as  to  wash  awav  flood  deposits  in  the  lower 
bay. 

There  are  four  valves  at  each  end,  giving,  combined,  a  clear  opening 
of  58.17  sq.  ft.  for  filling  or  emptying.  The  two  culverts  at  each  end 
have  a  combined  area  of  cross-section  of  60  sq.  ft.  These  dimensions, 
with  10  ft.  lift,  give  an  estimated  time  of  6.3  minutes,  using  c  equal 
0.6,  for  filling  or  emptying  the  lock  chamber  (see  Figs.  14  and  15). 

Coffer  Timbers. — These  are  to  be  used  when  it  is  necessary  to  pump 
out  for  repairs,  there  being  no  guard  gates  provided.  The  timbers 
will  be  each  12  x  18  ins.  x  56  ft.,  and  will  be  lowered  with  a  derrick- 
boat  into  the  coflfer  grooves  near  the  extreme  ends  of  the  walls,  being 
thus  biiilt  up  into  walls  of  timber  10  ft.  above  the  lower  pool  and  6  ft. 
aboi'e  the  upper  pool  level.  Triangixlar  center  posts,  each  having  two 
steel  channels  placed  so  as  to  receive  the  ends  of  the  brace  timbers, 
will  then  be  placed  upright  against  the  middle  of  the  coflfer  timbers, 
and  12  x  6-in.  braces  will  then  be  lowered  into  the  center-post  channels 
at  one  end  and  into  the  brace  gi'ooves  at  the  other  end.  The  lock 
chamber  will  then  be  ready  for  pumping  out;  sawdust,  or  cinders, 
or  canvas  being  used  for  reducing  leakage  between  the  coffer  timbers. 
Should  the  pools  rise  above  the  coff'er  timbers,  the  lock  chamber  will 
be  flooded  and  the  pressure  against  the  river  wall  relieved  (see  Figs. 
14  and  15). 

BnnTc  Protect  ion. — The  horizontal  space  between  the  bank-wall  wings 
and  the  slope  immediately  back  of  these  wings  wiJl  be  paved  with  con- 
crete blocks,  6  ins.  thick  and  about  3  ft.  square,  built  in  place  on  a 
bed  of  sand  and  gravel  6  ins.  thick.  The  api)roach  slopes  to  the  lock 
and  abutment,  for  the  full  length  of  the  lower  approaches  and  for  100 
to  150  ft.  above  the  dam,  ^vill  be  protected  with  haud-i)laced  rip-rap, 
12  ins.  thick,  of  hard,  durable  stone.  It  is  expected  that  this  rii)-rai) 
will  slij)  in  spots  while  floods  are  receding,  and  will  have  to  be  x-epaired 
from  time  to  time  until  it  becomes  covei-ed  with  a  thick  growth  of 
willows  and  other  vegetation. 

Pile  CluHiers. — Heart  jiiles  will  be  driven  in  clusters  above  and 
below  the  locks  to  guide  vesHols  in  entering.  Each  cluster  will  con- 
tain eight  piles,  seven  cut  off  level  with  the  coping  of  the  lock,  and  a 
center  pile  i)rojocting  18  ins.  above  and  rounded  for  a  snubbing  i)08t. 
The  center  piles  in  certain  clusters  will  also  be  ecjuipped  with  line 
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hooks  for  use  at  vai'ying  stages  of  water.  That  part  of  each  pile  above 
low  water  will  be  all  heart,  squared,  12  x  12  ins.,  with  rounded  corners. 
Below  low  water  the  piles  will  be  left  round.  There  will  be  six  clusters 
above  the  lock,  the  first  four  being  iu  line  with  the  river  wall  and 
spaced  30  ft.  between  centers.  The  other  two  clusters  flare  from  this 
line  lO'^,  and  are  spaced  90  ft.  between  centers.  The  greater  spacing 
of  these  two  clusters  is  to  facilitate  the  passage  of  drift.  The  other 
clusters  are  spaced  closer,  because  the  suck  of  the  dam  is  greater  near 
the  lock.  There  will  be  four  clusters  below  the  lock  in  line  with  the 
bank  wall,  the  first  cluster  30  ft.  from  the  end  of  lock  wall  and  the 
others  spaced  60  ft.  from  center  to  center.  These  clusters  will  keep 
vessels  in  proper  position  for  entering  the  lock,  and  barges  can  be 
tied  to  them  when  fleets  are  locked  in  sections  (see  Fig.  16). 

Engineering  Features — Black  Warrior  System. 

Plans.  — Sections  and  plans  of  Dams  Nos.  1,  2  and  3,  and  detailed 
drawings  of  Lock  and  Dam  No.  4,  are  shown  in  Figs.  17  to  20.  The 
site  of  Lock  No.  4,  looking  down  stream,  is  shown  on  Plate  XII,  Fig. 
1;  the  lower  end  of  Lock  No.  1,  and  Dam  No.  1,  are  shown  on  Plate 
XII,  Fig.  2. 

Lift,  Guav'l,  Etc.— The  lift  at  Lock  No.  1  will  be  10  ft.  when  the 
next  dam  below  is  built.  The  guard  is  13  ft.  and  the  length  of  the  dam 
339  ft.  The  lift  of  Lock  No.  2  is  8.5  ft.,  the  guard  is  15.5  ft.,  and  the 
length  of  the  dam  409  ft.  The  lift  at  Lock  No.  3  is  10.5  ft.,  the  guard 
is  15  ft.,  and  the  length  of  the  dam  650  ft.  Generally,  these  dams  are 
navigable  when  the  lock  walls  are  submerged.  In  1897,  during  one 
of  the  most  rapid  rises  which  has  occurred  since  the  dams  were  built, 
the  fall  over  the  dams,  just  as  the  lock  walls  became  submerged,  was 
observed  as  follows:  Dam  No.  1,  1.14  ft.  fall,  river  rising  2  ft.  per 
hour;  Dam  No.  2,  2.10  ft.  fall,  river  rising  2  ft.  per  hour;  and  Dam 
No.  3,  1.40  ft.  fall,  river  rising  1  ft.  per  hour.  In  each  case  the  dams 
became  navigable  in  a  few  hours  after  the  locks  were  submerged. 
While  this  same  rise  was  subsiding,  just  as  the  lock  walls  emei-ged, 
the  faU  over  Dams  Nos.  1,  2  and  3  was  0.10  ft.,  0.15  ft.,  and  0.20  ft,, 
respectively. 

The  lift  at  Lock  No.  4  will  bo  12  ft.,  the  guard  12  ft.,  and  the  length 
of  the  dam  040  ft.  Owing  to  the  character  and  8tee])nesH  of  the  stream 
bore  and  above,  it  was  not  considered  practicable  to  make  the  danm 
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navigable  when  the  locks  are  submerged.  The  lock  walls  -will  be 
about  10  ft.  below  ordinary  high  water  and  about  19  ft  below 
extreme  flood,  and  will  never  be  submerged  except  for  a  few  days  at 
a  time.  During  such  times  the  river  would  be  unsafe  for  naviga- 
tion, under  any  circumstances,  and  all  tratfic  should  seek  harbors  of 
refuge. 

Masonr I/.— The  walls  and  dams  are  built  of  sandstone  quarried  in 
the  vicinity  of  the  locks  along  the  banks  of  the  river  and  in  the  river 
bed.  The  stone  for  Lock  and  Dam  No.  3  was  quarried  from  the  river 
bed  just  below  the  lock  under  what  is  now  the  channel  for  vessels. 
This  quari-y  was  in  a  reef  just  above  falls  about  7  ft.  high,  and  was 
exposed  by  building  a  dam  and  training  wall  out  from  the  shore  and 
down  to  the  falls.  It  covered  about  2  acres  of  the  river  bed,  and  was 
12  to  18  ft.  deep.  It  was  operated  during  the  low-water  period,  only, 
and  was  drained  with  two  3-in.  pulsometers.  It  yielded  a  hard,  dur- 
able sandstone  at  a  very  reasonable  cost,  as  there  was  no  stripping. 

All  masonry  is  founded  on  bed-rock,  the  exposed  faces  of  the  lock 
and  abutment  walls  being  built  of  cut  stone  and  the  interior  and  back, 
where  not  exposed,  of  uncut  rubble.  The  foundations  for  the  faces 
of  the  lock  walls  and  culverts  are  excavated  to  the  grade  of  the  lock 
floor,  the  rear  of  the  walls  being  stepped  up  on  the  original  bed-rock, 
only  loose  and  soft  rock  being  removed.  Weep  holes  for  drainage  are 
left  in  the  lower  wing  of  the  abutment  and  in  the  lower  wing  of  the 
lock  bank  wall;  also,  a  portion  of  the  rear  of  the  lock  bank  wall  is 
built  of  dry  rubble  thoroughly  bonded  into  the  mortar  part  of  the 
wall.  This  serves  as, a  drain  for  the  back-filling,  and  reduces  the  cost 
of  the  wall  without  materially  reducing  its  weight.  Pointing  is  done 
as  the  work  i)rogre8se,s,  so  that  the  pointing  and  other  mortar  may  set 
together. 

A  small  quantity  of  Louisville  natural  cement,  1  of  cement  to  2  of 
Band,  was  used  in  beginning  Lock  No.  1.  With  this  exception,  Port- 
land cement  has  been  used  throughoiit.  At  Locks  Nos.  1,  2  and  3  the 
cement  was  measured  loose  and  the  face  stones  were  sot  in  mortar 
comiioHod  of  I  of  cement  and  3  of  sand.  Some  of  the  rubble  was  built 
up  in  similar  mortar,  some  was  grouted,  and  some  had  the  interstices 
filled  with  (ioucrete  composed  of  1  of  cement,  3  of  sand  and  5  of  broken 
stouc!,  ranimod  in  ])lace.  At  Lock  No.  4  the  ccnumt  is  niousurcd  packed, 
and  the  lace  stouoH  are  set  in  mortar  composod  of  1  oi  cement  and  3  of 
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sand.  The  nibble  is  bedded  and  built  up  in  concrete  composed  of  1 
of  cement,  3  of  sand,  and  5  of  clean  pebbles,  the  concrete  being  thor- 
oughly rammed  into  the  interstices.  The  stability  of  the  walls  is  about 
the  same  as  those  for  the  Warrior  locks.     See  Fig.  20. 

Dams. — Movable  dams  were  not  considered  for  the  Black  Warrior 
System,  because  open-river  navigation  is  not  practicable  on  this 
portion  of  the  stream  under  any  conditions.  Dams  Nos.  1,  2  and  3  are 
of  the  rock-fill  type,  without  mortar  or  core-wall.  The  down-stream 
face  is  comjiosed  of  large  roughly  dressed  stones,  laid  in  steps  and 
dowelled  together.  A  timber  crib  is  built  into  the  ujj-stream  face  and 
sheathed.  A  timber  wale  is  anchor-bolted  to  the  top  course  of  dressed 
stones,  and  a  sloping  crest  of  timber  is  drift-bolted  to  this  wale  and  to 
the  top  of  the  crib  in  the  up-stream  face.  These  three  dams  were  built 
during  the  low-water  seasons,  without  cofier-damming.  A  floating 
derrick  was  used  above  the  dams,  and  stationary  derricks  erected  on 
the  bed-rock  reefs  were  used  below  the  dams  and  were  moved  ahead 
as  the  building  progressed.  The  stone  for  Dams  Nos.  1  and  2  was  de- 
livered by  barge,  and  for  Dam  No.  3  by  rail,  a  track  being  laid  on  stone- 
filled  cribs  along  the  toe  of  the  dam.  The  low- water  flow  of  the  stream 
ran  through  the  rock-fill  dams  until  all  the  stone-work  and  the  timber 
crest  were  in  place.  Then  the  vertical  sheathing  on  the  up-stream 
face  and  the  filling  above  the  dams  were  placed,  and  the  pools  filled 
in  a  short  time. 

These  dams  are  very  cheap,  but  not  altogether  satisfactory.  The 
filling  above  the  dams  is  not  permanent,  and  has  to  be  renewed  from 
time  to  time.  The  leakage  is  so  great  that  at  times  it  is  difficult  to 
keep  the  pools  full.  On  certain  stages  there  is  a  strong  "back  lash" 
below  the  dams,  which  holds  and  tosses  drift  sometimes  for  a  day  or 
two  before  it  can  get  away.  Saw  logs,  and  other  heavy  drift,  at  such 
times,  if  they  come  back  "end  on"  in  the  "back  lasli,"  dive  when 
they  reach  the  sheet  of  water  falling  over  the  crest,  and  strike  the 
step  stones  in  the  down-stream  face  of  dams  like  so  many  battering 
rams.  This  action  of  the  drift  made  sevei-al  large  breaches  in  the 
down-stream  faces  of  the  dams,  there  being  no  dowels  in  the  face 
stones  when  the  dams  were  first  built.  Afterward,  two  IJ-in.  dowel 
pins  were  i)ut  tlirough  each  face  stone  into  the  stones  below.  No 
largo  breaches,  but  H(iveral  small  ones,  have  occurred  since  the  face 
stones  were  dowelled.     The  crests  of  these  dams  have  settled  as  much 
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as  4  ins.  in  places,  and  the  bed-rock,  below  the  dams  which  have  no 
aprons,  is  wearing  from  the  action  of  the  water  and  drift.  It  is 
probably  just  a  question  of  time  when  these  dams  will  have  to  be 
rebuilt  or  extensively  repaired.     See  Fig.  17. 

The  objections  to  this  type  of  dam  led  to  a  diffei-ent  design  for 
Dam  No.  4,  which  is  being  built  of  rubble  masonry  in  mortar  and 
concrete,  but  with  timber  coping  to  reduce  the  cost.  The  face  stones  are 
laid  in  mortar  composed  of  1  of  packed  cement  and  3  of  sand.  The 
interior  stones  ai-e  bedded  and  built  up  in  concrete  composed  of  1  of 
packed  cement,  3  of  sand  and  5  of  clean  pebbles.  Both  faces  are 
carefully  pointed  as  the  work  progresses.  The  down-stream  face  is 
built  of  large  stones  roughly  dressed,  with  a  straight  batter  of  6  ins. 
per  foot.  It  is  thought  that  this  type  of  dam  will  be  tight  and  will 
sufifer  little  injury  from  drift  playing  below;  also,  the  down-stream 
toe  is  carried  well  down  into  bed-rock,  which  will  have  to  wear  to 
the  bottom  of  the  toe  before  the  dam  can  begin  to  undermine.  Thus 
the  bed-rock  will  be  utilized  as  an  apron,  and  should  it  wear  enough 
to  endanger  the  dam  it  can  be  replaced  with  an  artificial  apron.  It  is 
probable  that  a  concrete  dam  of  ogee  section  would  be  better  and 
cheaper  for  such  conditions,  and  will  be  built  with  the  locks  i)ro- 
jected  above  Dam  No.  4.     See  Fig.  18. 

Galea. — The  gates  for  Locks  Nos.  1,  2  and  3  are  built  of  steel,  and 
are  of  the  mitering,  horizontal-girder  type,  Avith  a  single  skin  of  J-in. 
jilates  on  the  water  side.  The  girders  are  20-in.  I-beams,  with  a  |-in. 
camber  against  the  Avater  in-essure.  The  beams  are  all  the  same  size, 
the  spacing  decreasing  from  the  toj)  to  the  bottom  of  the  gate  to 
provide  for  the  increase  of  pressure,  and  are  fastened  to  the  miter  and 
heel  posts  with  connecting  angles.  The  bottom  beam  bears  against 
the  miter-sill  cushion,  the  bearing  surface  of  which  has  a  J-in.  camber 
to  fit  the  beam. 

The  miter-posts  are  of  oak,  backed  with  a  stt'cl  i)late  %  in.  thick. 
Tlie  heel  posts  are  of  cast  iron,  and  are  similar  to  those  for  the 
Warrior  lo(!ks,  but  larger  in  diameter,  owing  to  the  greater  dejjth  of 
the  ends  of  the  girders.  The  top  gudgeon  is  of  soft  steel,  and  is 
turned  and  pressed  into  the  top  of  the  heel  post,  which  is  fliish  with 
the  co])iug.  The  yoke,  therefore,  comes  above  the  coping,  and  is 
connected  with  turnbucklos  to  the  anchorages,  which  are  bolted  to 
the  top  of  the  wall  and  partly  countersunk.     The  operating  lover  ia 
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fastened  to  the  gate  above  the  yoke,  and  slopes  downward  so  that 
the  trolley  slot  at  the  outer  end  hangs  close  to  the  coping.  Other 
features  of  these  gates  are  similar  to  those  of  the  Warrior  locks. 

The  gates  for  Lock  No.  4  are  similar  in  design  to  those  for  the  War- 
rior locks,  except  that  the  anchorages  are  countersunk  and  bolted  to 
the  top  of  the  wall,  instead  of  being  built  into  the  masonry. 

Valves. — Two  kinds  of  valves  were  tried  at  Lock  No.  1.  One  was  a 
flexible  curtain  valve  of  asbestos  rubber-cloth,  stiffened  on  the  culvert 
side  with  horizontal  iron  slats  slightly  separated  and  riveted  to  the 
cloth.  This  valve  was  lifted  from  the  bottom,  peeling  up,  instead  of 
rolling,  by  means  of  gearing  on  the  walls  and  counterweights  working 
in  wells.  These  valves  were  used  for  several  years,  but  did  not  prove 
durable  or  satisfactory,  and  were  finally  replaced  with  valves  similar 
to  those  for  the  Warrior  locks. 

The  other  valve  used  at  Lock  No.  1  is  a  cast-iron,  balanced  gate  with 
a  vertical  axis.  The  casting  is  in  one  jiiece,  with  horizontal  stiffening 
ribs,  and  is  cast  around  the  steel  center  shaft,  the  ends  of  which 
are  turned  for  Journals.  The  frame  consists  of  oak  sills  bolted  into 
recesses  in  the  masonry  and  lined  with  wrought-iron  valve  bearings. 
The  valve  revolves  in  cast  joui-nal  boxes  bolted  to  the  oak  sills.  A 
steel  rod,  with  a  socket  on  the  bottom  end  fitting  over  the  square  top 
of  the  valve  shaft,  extends  up  to  the  toj)  of  the  wall,  where  it  is  revolved 
to  open  or  close  the  valve  by  a  simple  lever  fastened  to  the  top  of  the 
rod.  This  same  valve  is  in  use  at  Locks  Nos.  2  and  3,  and  has  proved 
fairly  satisfactory.  The  journal  boxes  and  frame  linings  work  loose,  and 
wear  more  or  less,  and  several  of  the  valves  were  cracked  shortly  after 
being  erected,  probably  due  to  water  hammer  caused  by  closing  the 
valves  suddenly  against  a  head  of  water.  Also,  the  valve  cannot  be 
operated  as  smoothly  with  the  single  lever  as  with  the  worm  gear. 
The  steel  valve  operated  by  the  worm  gear  is  considered,  on  the  whole, 
safer  and  more  durable. 

The  valves  for  Lock  No.  4  are  similar  in  design  to  those  for  tlio  War- 
rior locks. 

Goffer  Timbers,  Etc. — When  Locks  Nos.  1,  2  and  3  were  built,  light 
needle-dams,  ext(iudiug  about  2  ft.  above  the  i)()ol  level,  were  provided 
at  the  upi)er  ends,  but  no  provision  for  coffer-dams  was  made  at  the 
lowerends.  The  erection  of  the  needle-dam  exi)()ses  the  ui)per  gates  and 
valves,  wliicli  nro.  entirely  abov(>  tiie  lower  pool  level.     When  repairs 
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are  needed  to  tlie  lower  gates  and  valves,  or  when  the  lock  chambers 
need  cleaning  out,  there  being  no  dredge  available,  the  practice  has 
been  to  draw  each  pool  down  at  low  water  through  the  lock  below, 
raise  the  needle-dam  at  the  upper  end,  put  in  a  low,  cheap,  temporary 
cofifer-dam  of  clay  or  canvas  at  the  lower  end,  and  pump  out.  The 
objection  to  this  method  is  that  it  is  only  available  at  low  water,  and 
a  very  slight  rise  will  flood  the  pool  below,  while  a  rise  of  over  2  ft. 
will  flood  the  needle-dam  above.  This  renders  repair  work  quite  pre- 
carious. Also,  in  order  to  drain  a  pool,  it  is  necessary  to  lash  open  the 
gates  of  the  lock  below  and  turn  the  river  through  the  lock.  This 
leaves  the  lock  in  bad  condition  in  case  of  a  sudden  rise.  One  gate 
has  recently  been  greatly  injured  under  these  circumstances  by  being 
torn  from  its  lashings  and  slammed  against  the  miter-sill  by  the  cur- 
rent.    It  had  to  1)6  taken  down,  repaired,  and  re-erected. 

The  pools  below  Dams  Nos.  2  and  3  are  qiiite  short,  and  can  be  drained 
quickly  at  low  water.  So  far,  there  has  been  an  open  river  below  Dam 
No.  1,  but  the  next  dam  below,  Warrior  No.  6,  will  probably  be  built 
during  1902.  This  will  make  a  pool  46  miles  long  below  Dam  No.  1, 
which  cannot  be  drained  quickly,  or  without  damage  to  commerce, 
even  at  low  water.  Therefore,  during  1901,  provision  was  made  at  the 
lower  end  of  Lock  No.  1  for  a  permanent  cofi^er-dam,  5  ft.  above  the 
pool  level  and  otherwise  similar  to  those  for  the  Warrior  locks.  Simi- 
lar coflfer-dams  will  probably  be  provided,  later,  at  the  lower  ends  of 
Locks  Nos.  2  and  3. 

The  needle-dams  in  use  at  Locks  Nos.  1,  2  and  3  are  erected  on 
masonry  breast  walls  extending  across  the  heads  of  the  locks  and  up  to 
within  about  7  ft.  of  the  pool  level.  The  needles  are  each  4  ins.  wide, 
and  are  jslaced  against  two  sills.  The  bottom  sill  is  built  and  anchored 
into  the  masonry  of  the  breast  wall.  The  top  sill  rests  at  each  end  in 
recesses  cut  in  the  faces  of  the  lock  walls,  and  is  supported  at  inter- 
vals of  about  7J  ft.  by  steel  trestles  anchored  to  the  breast  wall  and 
hinged  so  that  when  not  in  use  they  lie  flat  upon  it.  The  needles,  when 
in  i)lace,  slope  down  stream  at  an  angle  of  about  20°  from  the  vertical. 
These  needle-dams  an;  (juito  simple  and  eilicieut,  and  are  easily 
maneuvered.  The  priuci])Hl  objection  to  thorn  is  that  they  extend 
only  2  ft.  above  the  jtool  level. 

At  fjock  No.  4,  coffer  timlxirs  at  both  ends,  similar  to  those  for  the 
Warrior  locks,  are  providiul. 
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Bank  Protection. — At  Locks  Nos.  1,  2  and  3  all  bank  protection  con- 
sists of  hand-placed  rip-rap,  12  ins.  thick.  It  covers  the  horizontal 
space  between  the  bank -wall  wings  and  most  of  the  slope  back  of  these 
wings,  and  the  sloping  banks  for  a  short  distance  above  and  below  each 
lock;  also  the  sloping  banks  for  short  distances  above  and  below  each 
lock  ;  also  the  sloping  banks  for  a  short  distance  above  and  for  about 
300  ft.  below  each  abutment.  Immediately  back  of  the  locks  and 
abutments  this  protection  extends  well  up  toward  the  top  of  the  slope, 
but  tapers  down  toward  the  low- water  line  at  the  lower  end.  This  rip- 
rap slips  in  places,  after  floods,  and  requires  more  or  less  repairs  each 
season,  but,  on  the  whole,  has  served  its  purpose  well.  In  places  it  is 
now  covered  with  willows  and  other  vegetation,  which  help  to  hold  it  in 
position.  The  banks  here  consist  largely  of  clay,  and  do  not  erode  as 
readily  as  the  alluvial  banks  of  the  Warrior. 

The  bank  jarotection  at  Lock  No.  4  will  be  similar  to  that  at  Locks 
Nos.  1,  2  and  3,  except  that  well-shaped  stone  paving,  15  ins.  thick,  will 
be  used  on  the  horizontal  space  between  the  bank-wall  wings. 

Guard  Cribs.  — When  Locks  Nos.  1,  2  and  3  were  built,  a  single  guard 
crib,  90  ft.  long  and  W\  ft.  wide,  was  jjlaced  above  and  in  line  with  the 
river  wall  at  each  lock,  a  space  of  10  ft.  being  left  between  the  crib  and 
the  lock  wall  for  the  passage  of  drift.  The  top  of  the  crib  was  level  with 
the  cojiing  of  the  lock,  and  a  sloping  drift  guard  on  the  upper  end  of 
the  crib  extended  5  ft.  higher.  The  cribs  were  built  of  6  x  8-in.  yellow 
pine,  with  cross-pieces  at  intervals  of  5  ft.,  drift-bolted  together,  and 
filled  with  "  one  man  "  stone. 

At  certain  stages  the  suck  of  the  dam  causes  a  strong  current 
around  the  head  of  the  criV).  This  caused  the  wreck  of  a  towboat  and 
several  barges,  in  February,  1901,  they  being  drawn  over  the  dam  while 
maneuvering  to  enter  the  head  of  Lock  No.  2.  To  afford  better  pro- 
tection to  traffic,  four  additional  cribs,  24  ft.  long  and  12  ft.  wide,  with 
21-ft.  openings  between  them  for  drift,  are  now  being  built  above  each 
of  the  old  cribs.  The  new  cribs  are  on  a  line  flaring  10°  at  Locks  Nos. 
1  and  2,  and  15°  at  Lock  No.  3,  toward  the  river  from  the  line  of  the 
old  cril),  and  cxtoml  the  protcuitiou  to  a  total  distance  of  280  ft.  above 
the  head  of  lock.  It  is  i)rol)al)le  that,  should  fleets  ever  be  handled 
that  will  rcjquire  two  or  more  lockages  to  i)ass  a  lock,  guard  cribs 
with  Hunlil)iiig  posts  will  \m\  nvjuircd  below  and  in  line  with  the  bank 
walls,  but  none  have  yet  luicii  Imilt  or  provided  for. 
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A  single  crib,  similar  to  those  fii'st  built  at  Locks  Nos.  1,  2  and  3,  is 
provided  for  at  Lock  No.  4,  but  it  is  probable  that  additional  cribs  will 
be  needed  there  also.     (See  Fig.  19. ) 

Other  Features. — With  given  lifts,  the  location  of  each  lock  is  largely 
fixed  by  the  profile  of  the  stream,  and  there  is  little  choice  between 
different  sites.  As  far  as  practicable,  the  locks  are  placed  on  a  convex 
shore,  to  secure  protection  from  drift,  and  straight  approaches.  No 
mounds  have  been  built  at  the  Black  Warrior  locks,  because  there  has 
been  no  surplus  excavation  and  the  river  banks  are  much  higher  than 
at  the  Warrior  locks.  The  lock  floors  consist  of  bed-rock,  as  left  after 
excavating  to  grade,  and  are  quite  rough.  The  culverts  and  other  details 
not  mentioned  are  similar  to  those  described  for  the  Warrior  locks. 

Cost. 

As  stated  previously,  the  total  cost  of  these  improvements  Avill 
approximate  ^5  000  000,  or  S250  000  per  lock  and  dam. 

Tomhigbee  System. — The  work  on  Lock  and  Dam  No.  1  is  about 
three-fifths  completed.  No  detailed  estimates  of  the  cost  of  completing 
this  and  building  Locks  and  Dams  Nos.  2  and  3  have  yet  been  made. 
The  cost  of  conci'ete  in  place  at  Lock  No.  1  was  about  S6 .  34  per  cubic 
yard,  under  fair  working  conditions,  but  this  did  not  include  the  cost 
of  coffer-dams  and  other  incidental  expenses. 

Warrior  St/stem. — The  estimated  cost  of  Locks  and  Dams  Nos.  1,  2 
and  3  is  $874  OJO,  as  itemized  in  Table  No.  2. 
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Lock  No.  1. 


Kind  of  work  and  material. 


Concrete 

Excavation 

Gravel  tilling 

Stone  tilling 

Rip-rap 

Puddliufi 

Miter  sills 

Dam  timber 

Apron  timber 

Floor  timber 

Sheathing 

Sheet-piling 

Foundation  piles 

Heart  piles 

Drain  pipes 

Grubbmg  and  clearing. 
Coffer-dams 


Measure. 


Cubic  yards. 


Feet,  B.  M. 


Linear  feet. 


Complete. 


Quantity. 


Price.       Amount. 


12  000 

260  000 

1000 

7  000 

4  000 

100 

4000 

320  000 

110  000 

116  000 

20  000 

550  000 

50  000 

6  000 

500 


Purchase  of  sites 

Gates,  valves  and  irons 

Buildings 

Engineering  and  incidentals  , 


Totol. 


Lock  No.  2. 


Cubic  yards. 


Feet,  B.  M. 


Concrete 

Excavation 

Gravel  filling 

Stone  filling 

Rip- rap 

Puddling. . .' 

Miter-sills 

Dam  limber 

Apron  timber 

Floor  timber 

Sheathing 

Sheet-piling 

Foundation  piles ;    Linear  feet. 

Heart  piles i  " 

Drainpipe I  " 

Grubbing  and  clearing 1     Complete. 

Coffer-dams 


Purchase  of  sites 

Gates,  valves  and  irons 

Buildings 

Engineering  and  incidentals. 


$7.50 

0.35 

1.00 

2.50 

2.50 

1.50 

.50.00 

30.00 

25.00 

40.00 

20.00 

40.00 

0.30 

0.35 

0.50 


12  000 

$7.50 

135  000 

0.35 

1  000 

1.00 

4  000 

2.50 

2  900 

2.50 

100 

1.50 

4  000 

50.00 

195  000 

30.00 

■  66  000 

25.00 

116  000 

40  00 

20  000 

20.00 

465  000 

40.00 

48  000 

0.30 

6000 

0.35 

500 

0.50 

Total. 


$90  000 

91000 

1000 

17  500 

10  000 

150 

200 

9  600 

2  750 

4  640 

400 

22  000 

15  000 

2  100 

250 

1000 

10  000 

$277  590 
2  000 

15  000 
5000 

33  410 


$333  000 


$90  000 

47  250 

1000 

10  000 

7  250 
150 
200 

5  850 
1650 

4  640 
400 

18  600 

14  400 
2  100 

250 
lOGO 

8  000 

$212  740 
500 

15  000 

5  000 
26  760 

$260  000 
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Lock  No.  3. 

Measure. 

Quantity. 

Price. 

Kind  of  work  and  material. 

Amount. 

Cubic  yards. 

Feet,  B.  M. 

Linear  feet. 
Complete. 

12  000 

175  000 

1000 

3  600 

3  600 

100 

4000 

195  000 

66  000 

116  000 

80  000 

520  000 

55  two 

6000 

500 

$7.50 

0.35 

1.00 

2.50 

2.50 

1.50 

50.00 

30.00 

25.0(1 

40.00 

20.00 

40.00 

0.30 

0.35 

0.50 

$90  000 

Excavation 

61250 

1  000 

Stone  filling 

9000 

9000 

Puddling 

150 

200 

Dam  timber 

5  650 

Apron  timber 

1650 

4  640 

Sheathing 

400 

20  800 

Foundation  piles 

16  500 

2  100 

Drain  pipe 

250 

Grubbing  and  clearing 

1  000 

8000 

$231  790 
500 

Gates,  valves  and  irons 

15  (XK) 

5  000 

28  710 

$281000 

$333  000 

Lock  No.  2 

260  000 

281000 

$874  000 

The  bids  received  for  Locks  and  Dams  Nos.  4,  5  and  6  are  shown 
in  Table  No.  3. 
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Black  W(trrior  System. — The  total  cost  of  Locks  and  Dams  Nos. 
1,  2  and  3,  including  local  office  expenses,  but  not  including  office  ex- 
penses at  the  district  headquarters  in  Mobile,  was  !i?541  215.57,  itemized 
as  in  Table  No.  4. 

TABLE   No.  4. 

Lock  and  Abutment  No.  1. 

(Lock  masonry,  9  762  cu.  yds.;  abutment  masonry,  325  cu.  yds.) 


Item. 


Stone  quarried 

Stone  cut 

Masonry  laid,  including  cement. . . 

Earth  excavation 

Roclf  excavation 

Earth  filling 

Rock  filling 

Paving,  12  ins.  thick 

Turfing 

Gates  and  valves 

Coffer-dam  and  pumping 

Handling  and  hauling 

Boats  and  buildings 

Track  and  roads 

Tools  and  plant 

Engineering  and  superintendence. 
Incidentals 


Total ;  $221  078.90 


Measure. 


Cubic  yards. 


Square  yards. 


Quan- 
tity. 


10  087 
3  530 
10  087 
10  809 

3  778 

4  500 

2  500 
6  774  1 

3  132 


Cost. 


400.96 
637.27 
4?'4.07 
016.99 
014.38 
145.65 
238.98 


2  199.52 


010.50 
555.54 
273.22 
.518.44 
882.29 
535.18 
404.90 
771.01 


Rate  per 
unit. 


$3,410-1- 
10.662-1- 
2. 525  4- 
0.2T9-I- 
1.337-f- 
0.254-^ 
0.495-1- 

0.222-f 


Dam  No.  1. 


(Dam,  10  ft.  high,  339  ft.  long,  and  21  ft.  width  of  base.) 


Lumber  and  iron 

Feet,  B.  M. 
Cubic  yards. 

36  238 

36  238 

1  467 

360 

1  467 

329 

502 

$1  010.65 

336.80 

5  003.09 

1  059.41 

1  243.11 

60.04 

425.00 

465.23 

100.13 

554.90 

477.04 

143.73 

$10  878.02 

$27.889-f 
9.280- - 
3.410-- 
2.942-- 
0.847- - 
0.182-- 
0.846-1- 

Stoiii-  (iiiarried 

Slon<',  rough  dressed 

Masonry  laiil,  dry  rubble 

Earth  excavation 

Handling  and  hauling 



Tool.s  and  plant 

Enfjineering  and  superintendence 

Total 

Gnai 

d 

Crib  No.  1. 



(Guard  crib,  29  ft.  10  ins.  high,  90  ft.  long,  and  11  ft.  8  ins.  wide.) 


Feet,  B.  M. 
Cubic  yards. 

3-1  453 

8^1  45.3 

1  040 

$470.40 

2.S9.07 

Fillnig  rock 

567.51 

Total 

$1  276.98 

$18,658-1- 
«.939-^ 
0..3J6- 
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TABLE  No.  ■i—iCouliinied). 

Lock  (Did  Abutment  JSo.  2. 

(Lock  masourv,  10  723  cu.  yds.;  abutment  masonry,  559  cu.  yds.) 


Item. 


Stone  quarried 

Stone  cut 

Masonry  laid,  including  cement 

Earth  excavation 

Rock  excavation 

Etirth  lilling 

Paving.  12  ins.  thick 

Turfing 

Gates  and  valves 

Coflfer-dam  and  pumping 

Handling  and  hauling 

Boats  and  buddings 

Track  and  roatls 

Tools  and  plant 

Engineering  and  superintendence. 
Incidentals 


Measure. 

Quan- 
tity. 

Cubic  yards. 

11  282 

*' 

3  595 

" 

11  282 

" 

6  876 

941 

6  552 

Square  yards. 

8  367  ( 

^' 

1  021  f 



Total $146  880.67 


Cost. 


$16  509.14 
25  744.53 

21  330.53 
1  636.01 

995.57 

1  351.86 

2  039.52 

9  698.45 

2  402.10 
10  002.62 

3  441.87 
9  867.23 

22  512.68 
13  841.16 

5  507.40 


Rate  per 
unit. 


f  1 .463+ 
7.161+ 
1.890-1- 
0.2374- 
1.057-1- 
0.206+ 

0.217-f 


Dam  JVb.  2. 
(Dam,  13  ft.  higli,  410  ft.  long,  and  24  ft.  width  of  base.) 

Feet,  B.  M. 


Lumber  and  iron 

Carpenter  work 

Stone  quarried 

Stone,  rough-dressed 

Masonry  laid,  dry  rubble 

Earth  excavation 

Filling  above  dam 

Cement 


Handling  and  hauling 

Track  and  roads 

Tools  and  plant 

Engineering  and  superintendence. 
Incidentals 


Cubic  yards. 


Total I $10  902.25 


53  556 

53  556 

3  646 

373 

3  646 

360 

607 


$850.91 
381.80 

3  350.85 
631.37 

1  868.20 
45.85 
401.99 
135.00 
5m  M 
106.48 
964.03 

1  081.62 
497.61 


$15,888+ 
7.128-1- 
0.919+ 
1.692-1- 
0.512-f 
0.127-h 
0.662+ 


Guard  Crib  iVb.  2. 


(Guard  crib,  28  ft.  8  ins.  high,  90  ft.  long, 
Lumber  and  iron Feet,  B.  M. 

and  11 

33  109 

ft. 

6  ins.  1 

$419.80 

ivide.) 

$12,679+ 

Carpenter  work " 

33  109 
1  105 



226.17 
263.38 

6.831+ 

Filhng  rock Cubic  yards. 

0.238+ 

Total 

$909.35 

Lock  and  Abutment  No.  3. 


(Lock  masonry,  10  885  cu.  yds. ;  abutment 

Stone  quarried Cubic  yards. 

Stone  cut 

Ma.sonr>'  laid,  including  cement 

Earth  excavation 

Rock  excavation <  "■ 

Earth  filling " 

Paving.  12  ins.  thict Square  yards. 

fiates  and  valves 

Handling  and  hauling : 

B^jats  and  buildings 

Track  and  roads 

Tools  and  plant 

Engineering  and  superintendence 

Incidentals 


masonry 

11  415 

3  997 
11  415 

3  529 

2  500 

7  496 

7  036 


530  CU.  yds. 


Total I $131  561 .  47 


$18  923.33 

24  057.88 

20  691.09 

910.35 

2  501.08 
•2  156.41 

966.43 
9  919.30 
8  510.01 

3  445.21 
2  022.80 

17  852.08 
13  892.26 
5  712.64 


»1.657f 
6.018  + 
1.812+ 
0.257+ 
1.000+ 
0.287-1- 
0.137+ 
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TABLE  No.  4— {Concluded). 

Dam  JVo.  3. 

(Dam,  15  ft.  high,  650  ft.  long,  and  26  ft.  width  of  base. 


Item. 


Lumber  and  iron 

Carpenter  work , 

Stone  quarried 

Stone,  rough-dressed 

jMasonry  laid,  dry  rubble , 

Filling  "above  dam 

Cement 

Handling  and  hauling 

Track  and  roads 

Tools  and  plant 

Engineering  and  superintendence. 
Incidentals 


Total $16  336 


Measure. 


Feet,  B.  M. 
Cubic  yards. 


Quan- 
tity. 


93  759 

93  759 

6  130 

898 

6  130 

1  444 


Cost. 


I  Rate  per 
unit. 


$1  274.55 

689.77 

4  153.50 

1  403.10 

1  916.10 

86S.85 

135.00 

1  168.34 
635.48 

2  66S.77 
1  278.22 

145.15 


$13,593+ 
7.356+ 
0.677+ 
1.171  + 
0.312+ 
0.601+ 


Guard  Crib  JVo.  3. 
(Guard  crib,  28  ft.  8  in.s.  high,  90  ft.  long,  and  11  ft.  6  ins.  wide.) 


Lumber  and  iron . 
Carpenter  work. . . 
Filling  rock 


Total. 


Feet,  B.  M. 
Cubic  yards. 


33  109 

33  109 

1  090 


$4()8.97     ^14.164+ 


417.95 
503.58 


$1  390.50 


12.623+ 
0.462+ 


Summary. 

Cost  of  Lock  and  Dam  No.  1 $2*^  234.50 

Cost  of  Lock  and  Dam  No.  2 158  692.27 

Cost  of  Lock  and  Dam  No.  3 149  288.80 


Grand  total $541  215.57 

The  unit  cost  of  Lock  and  Dam  No.  3  was  considerably  below  that 
of  No8.  1  and  2,  due  to  favorable  conditions  and  the  rapid  prosecution 
of  the  work.  The  masonry  was  begun  on  June  15th,  1893,  and  the 
lock  walls  were  finished  on  November  8th,  1893.  The  entire  masonry 
of  the  lock  was  completed,  ready  for  the  gates  and  valves,  on  Decem- 
ber 26th,  1893. 

Analyzing  the  cost  of  Lock  and  Abutment  No.  3  gives  the  per- 
centages shown  in  Table  No.  5. 
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Earth  exca\-ation !  ^nfiS'S 

p„ving            900.43 

Track  a'ud' iiiads! '.'.'.".'. o^^'l-i 

Earth  lilling ilmm 

Rook  excavation f  "JV="5? 

Boats  and  buiKliugs %  ii^i\ 

Incidentals ;  I  'J^-^f 

Handling  and  hauling »  wa'm 

Gat#s  and  valves , «  «^«-^" 

Ensineeriug  ;uul  superintendence ,~  oKona 

Tools  and  plant 1«  sf^qa 

guarr>ing »«  ^*f  ^ 

C«meut  aud  lajing  stone ^  A=iB« 

Stone  cutting 1  ^4  U57.»» 

Totals ^Z7. I  $131  561 .47 


The  following  items  do  not  properly  enter  into  the   cost  of  the 
masonry: 

Earth  excavation $910 .  35 

Eock  excavation 2  501 .  68 

Earth  filling 2  156.41 

Paving 966.43 

Gates  and  valves 9  919 .  30 

Lock  tender's  house 1  705 .  76 


.$18  159.93 
This  gives  a  total  cost  of  S113  401.54  for  11  415  cu.  yds.    of  all 
classes  of  masonry,  or  $9,934  +  per  cubic  yard. 

Analyzing  the  cost  of  Dam  No.   3  gives  the  percentages  shown  in 

Table  No.  6. 

TABLE  No.  6. 


Cement 

Incidentals 

Track  and  roads 

Carpenter  work 

Filling  above  dam 

Handling  and  hauling 

Lumber  and  iron 

Engineering  and  superintendence 

Dressing  stone 

Laying  stone 

Tool.s  and  plant 

Quarrying 

Totals 


8135.00 

145.15 

635.48 

689.77 

868.85 

1  168.34 

1  274.55 

1  278.22 

1  403.10 

1  916.10 

2  668.77 
4  153.50 


0.8 
0.9 
3.9 
4.2 
5.3 
7.2 
7.8 
7.9 
8.6 
11.7 
16. S 
25.4 


100 
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The  following  items  do  not  properly  enter  into  the  cost  of  the  dam 
masonry : 

Lumber  and  iron $1  274 .  55 

Carpenter  work 689 .  77 

FUling  above  dam 868 .  85 

Cement 135.00 

$2  968.17 

This  gives  a  total  cost  of  813  368.66  for  6  130  cu.  yds.  of  dry  rubble 
<lam  masonry,  or  S2. 180  -f-  per  cubic  yard. 

The   bids  received  for  Lock  and   Dam  No.    4  are  given  in  Table 

O.    I. 

The  work  was  let  to  the  lowest  bidders,  at  the  prices  given  in  bid 
No.  3. 

The  latest  estimate  of  the  total  cost  of  this  lock  and  dam  is 
$204  500,  itemized  as  follows: 

Contract  with  lowest  bidders $166  260 

Gates,  valves  and  irons 12  400 

Buildings 4  400 

Engineering  and  incidentals 21  440 

Total $204  500 

No  detailed  estimates  of  the  cost  of  Locks  and  Dams  Nos.  5  to  11, 
inclusive,  have  yet  been  made. 

Commercial  Importance. 

The  modern  tendency  in  the  United  States  seems  to  be  for  railroad 
transportation  to  supersede  other  forms  of  inland  transportation.  As 
a  rule,  the  traific  on  our  rivers  and  canals  is  decreasing  or  at  a  stand- 
still where  well-managed  railroads  have  come  in  competition,  and  the 
railroad  traffic  is  steadily  increasing.  Also,  the  general  tendency  of 
railroad  rates  has  been  downward  for  many  years,  and  the  end  is  not 
yet. 

There  are  several  reasons  for  these  conditions.  Our  rivers  and 
canals,  the  vessels  plying  upon  them,  and  the  owners  of  these  vessels, 
have,  in  many  cases,  not  kept  pace  with  modern  improvements.     They 
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are  still  trying  to  do  business  as  tbey  did  fifty  years  ago.  Our  rail- 
roads are  about  tbe  most  progressive  institutions  we  bave,  and  tbey 
have  in  their  employ  much  of  the  very  best  talent  in  the  country. 
They  are  generally  ui>  to  date,  and  aggressively  fight  water  competi- 
tion, at  a  loss,  if  necessary,  and  make  it  up  elsewhere. 

Much  of  our  water  transportation  is  stopped  by  ice  for  4  or  5  months 
annually,  while  the  raiboads  offer  much  quicker  transportation 
regularly  throughout  the  year,  and  bave  much  better  facilities  for 
distributing  freight  to  customers  at  terminals. 

There  are  a  few  exceptions  in  which  it  seems  almost  impossible  that 
railroads  can  ever  compete  with  water  transportation.  Perhaps  the 
most  notable  case  is  the  coal  traffic  in  barges  from  Pittsburg  to 
New  Orleans,  a  distance  of  2  000  miles  by  river.  Coal  is  said  to  be 
transi3orted  over  this  route  at  an  actual  cost  of  50  cents  per  ton,  or 
^  mill  i3er  ton-mile.  The  low  cost  of  this  traffic  is  due  to  good  business 
management  and  the  enormous  quantities  transported;  50  000  tons  and 
more  are  frequently  handled  in  a  single  tow  from  Louisville  down. 
Probably  no  I'ailroad  would  attempt  to  transport  coal  from  Pittsburg 
to  New  Orleans  for  less  than  .f3  per  ton. 

The  Black  Warrior  Kiver  and  its  tributaries,  the  Mulberry  and 
Locust  Forks,  si^lit  in  twain  the  great  Warrior  Coal  Basin,  covering 
an  area  of  some  3  000  sq.  miles,  and  containing  by  far  the  finest  and 
greatest  deposits  of  coal  south  of  West  Vii'ginia.  It  is  only  400  miles 
by  river  from  the  heart  of  this  coal  basin  to  tide  water  at  Mobile.  The 
best  and  most  extensive  bodies  of  iron  ore  in  Alabama,  also  the  whole 
Birmingham  District,  with  its  wonderful  mineral  developments,  lie 
within  12  to  30  miles  by  rail  east  of  these  streams.  The  lock  system, 
when  completed,  will  furnish  water  transportation  throughout  the 
year,  for  ice  is  practically  unknown  in  this  climate. 

It  is  believed  tbat  mines  along  the  river  can  place  an  excellent 
quality  of  steam  coal,  f.  o.  b.  barge,  at  a  cost  of  about  GO  cents  per 
short  ton,  and  that  the  actual  cost  of  transjjortation,  when  the  lock 
system  is  completed,  should  not  exceed  20  cents  j)er  short  ton,  or  ^ 
mill  i)er  ton-mile,  a  rate  with  which  it  is  probable  that  railroad  trans- 
2>ortatiou  can  never  compete.  If  these  conditions  should  be  realized, 
not  only  coal,  but  pig  iron,  steel  and  other  mineral  products  of  the 
Birmingham  District  can  be  placed  in  Mobile  more  cheaply  than  similar 
prcnluctH  (-an  be  jilaced  in  any  other  port  in  the  world.     This  should 
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result  iu  an  enormous  export  trade  from  Mobile  being  rapidly  built 
up,  extending  not  only  to  the  West  Indies,  Central  and  South  America, 
but  to  the  ports  of  all  nations. 

It  is  realized  that  the  exact  cost  of  barging  coal  through  this  lock 
system  will  never  be  known  until  it  is  done  on  a  large  scale,  and  then 
will  vary  from  year  to  year,  with  the  cost  of  labor,  materials  and  inci- 
dentals; but  there  is  no  doubt  that  the  cost  will  be  much  less  than  the 
present  railroad  rate  of  SI.  10  per  ton.  Besides,  the  improved  river 
will  open  a  large  area  of  coal  lauds,  at  present  without  railroad  facili- 
ties and  utterly  inaccessible.  Even  on  the  supposition  that  the  rail- 
roads will  build  into  this  territory  and  handle  the  traffic,  with  an 
improved  river  ready  to  compete  with  them  at  all  times,  they  would 
have  to  do  it  at  a  much  lower  rate  than  SI.  10  per  ton,  and  the  public 
would  save  the  difference.  In  fact,  one  of  the  strongest  arguments  in 
favor  of  the  improvement  of  rivers  and  canals  by  the  General  Govern- 
ment is  that  they  serve  to  regulate  and  control  railroad  rates  more 
effectively  than  legislation  ever  can.  Able  railroad  attorneys  can 
generally  find  some  means  of  evading  inimical  regulations  framed  by 
legislative  bodies.  Well-managed  railroads  will  probably  always  find 
some  way  of  pooling  interests  when  it  is  greatly  to  their  advantage  to 
do  so.  But  it  is  a  difficult  matter  to  pool  with  a  public  waterway, 
operated  and  maintained  by  the  General  Government  without  tolls, 
because  any  town  or  individual  with  a  few  thousand  dollars  can  build 
an  independent  boat  and  "  break  the  combination." 

For  these  reasons,  the  wi-iter  fii'mly  believes  that  the  improvement 
of  these  rivers  is  pro  bono  publico,  and  therefore  worthy  of  being  done 
by  the  General  Government. 
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DISCUSSION. 


Mr.  Sibert.  WiLUAM  L.  SiBEKT,  M.  Am.  Soc.  C.  E.  (by  letter).— Mr.  McCaUa's 
pajjer  presents  in  detail  a  subject  about  which  there  is  very  little  lit- 
erature. The  conclusions,  however,  which  have  found  expression  in 
the  plans  presented  in  the  paper,  are  very  different  in  some  important 
particulars  from  the  conclusions  to  which  the  writer's  ex2)erience  has 
led  him. 

These  i^articulars  will  be  the  subject  of  this  discussion. 

Lock  Location — Guide  and  Guard  Walls. — On  this  subject  Mr.  Mc- 
Calla  states  as  follows: 

"Locations  were  sought  in  wide,  shallow  places  with  good,  high 

banks,  and  in  curved  instead  of  straight  reaches.     The  locks  are  al- 

Avays  located  on  the  convex  shore,  in  order  to  secure  better  protection 

.     from  drift  during  floods,  and  on  straight  approaches  jjarallel  to  the 

axis  of  the  lock  re-entering  the  stream." 

The  i^roposed  guide  and  guard  arrangements  for  entrance  and  exit 
are  as  follows:  A  paved  slope,  2  ft.  on  1  ft.,  above  the  lock,  and  aline 
of  pile  clusters  below.  The  guard  arrangement  above  the  lock  is  a 
line  of  i)ile  clusters  flaring  toward  the  middle  of  the  stream,  with  noth- 
ing below.     See  Fig.  16. 

The  writer's  experience  leads  to  the  following: 

A  lock  with  a  fixed  dam  should  be  located,  if  practicable,  in  a  wide 
straight  reach  of  the  river.  If  forced  to  locate  a  lock  and  dam  in  a 
bend,  by  foundation  or  other  conditions,  the  lock  should  be  placed 
on  the  concave  side  of  the  bend.  There  should  be  a  guide  wall,  having 
the  inside  face  vertical,  on  the  land  side  of  the  entrance.  The  align- 
ment of  this  wall  should  be  such  that  boats  alongside  of  it  can  enter 
the  lock  without  material  change  of  direction.  The  least  length 
should  be  such  that  boats  can  come  alongside  of  it  before  the  head  of 
the  craft  comes  into  the  dead  water  at  the  entrance.  The  maximum 
length  should  depend  on  the  rapidity  with  which  it  is  necessary  to  op- 
erate the  lock.  "Where  a  lock  is  taxed  to  do  the  business,  the  guide  wall 
should  be  long  enough  to  allow  boats  to  come  alongside  and  be  in 
])ositiou  to  enter  the  lock,  so  that  no  delay  will  result  when  tlie  lock 
is  ready  for  a  l)oat.  Mooring  piers,  for  boats  awaiting  lockage,  are 
necessary,  and  guide  walls,  when  long  enough,  form  lh(>  most  con- 
venient piers. 

The  guard  wall  should  be  solid,  with  possibly  a  short  drift  gap 
next  to  the  liead  of  the  river  loc^k  wall,  and  should  be  of  such  length 
that  one  lockage  lying  inside;  of  it  will  be  safe  if  cut  loose  from  the 
stciamboat.  The  solid  wall  will  deaden  the  water  in  the  entrance  so 
that  l)arges  can  \n'  tak<!n  into  the  lock  by  hand.  This  wall  should 
11ar(!  slightly  toward  tlu;  middle  of  the  stream,  but  not  enough  to 
create  an  ai)pr(!ciab]e  eddy  below  the  dam  near  the  lower  entrance  to 
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the  lock.     This  flare  should  be  prolonged  by  pile  clusters.     A  paved  Mr.  Sibert. 
slope  immediately  above  the  lock  is  objectionable,  for  the  reason  that 
the  wheels  of  boats  will  be  damaged  by  striking  upon  it. 

A  guard  wall  made  entirely  of  clusters  of  piles  from  30  to  70  ft. 
apart,  makes  the  entrance  to  the  lock  very  difficult  and  dangerous. 
When  the  water  is  high,  the  draft  of  the  water  between  the  pile  clusters 
pulls  everything  hard  against  the  clusters,  making  it  impracticable 
to  place  barges  in  the  lock  by  hand.  The  forward  outside  corner  of 
a  barge  is  Ukely  to  be  drawn  in  behind  a  cluster,  and  a  steamboat 
would  be  forced  to  put  out  a  line  to  get  the  barge  out. 

The  guide  wall  below  the  lock  should  be  solid,  with  the  inside  face 
vertical.  Its  height  should  be  such  that  it  will  be  flooded  at  the  same 
time  that  the  upper  end  of  the  lock  wall  is  flooded;  its  length  to  be 
determined  in  the  same  way  that  the  length  of  the  xijiper  guide  wall 
was  determined. 

Guard  walls  on  the  lower  end  of  the  river  lock  walls  should  be 
avoided  where  possible.  Where  the  dam  is  not  located  near  the  head 
of  the  lock,  and  when  the  lock  is  short,  the  reaction  sometimes  forces 
the  construction  of  such  a  wall.  It  is  absolutely  necessary  that  gates 
be  mitered  properly,  and  when  there  is  any  danger  that  the  reaction 
below  the  dam  will  disturb  this  mitering  before  enough  head  is  on  the 
gates  to  hold  them  together,  a  guard  wall  should  be  built.  In  the 
writer's  opinion,  some  of  the  recent  failures  of  wooden  lock  gates  are 
due  to  this  cause.  This  reaction  disturbs  the  miter  after  there  is  some 
head  on  the  gates,  and  drives  one  of  the  leaves  up  stream,  as  shown  in 
Fig.  21  The  jH-essure  on  the  tipper  side  of  the 
other  leaf  forces  the  upper  part  of  that  leaf  down 
stream,  so  as  to  come  in  contact  with  the  miter- 
post  of  the  opjjosite  leaf,  as  shown.  As  the  water  ^^^  2j 
rises  in  the  pit  the  leaves  are  held  in  that  posi- 
tion, and  one  leaf  is  forced  by  the  other  when  the  head  is  sufiicient. 
A  guard  wall  below  the  lock,  with  the  guide  wall,  forms  a  pocket  which 
is  always  full  of  drift  during  a  rise,  which,  of  course,  is  a  nuisance. 

In  order  to  discuss  the  question  of  lock  location  in  a  bend,  assume 
that  one  lock  is  located  on  the  convex  side  and  one  on  the  concave 
side.  The  lock  located  on  the  convex  side.  Fig.  22,  has  the  guide 
and  guard  arrangements  proposed  in  Mr.  McCalla's  paper;  that 
located  on  the  concave  side.  Fig.  23,  has  such  guard  and  guide 
arrangements  as  are  thought  necessary. 

Let  it  be  assumed  that  a  towboat  navigation  is  to  be  especially  pro- 
vided for,  or  such  as  will  predominate  on  the  Warrior  system.  The 
various  positions  of  a  tow  entering  the  lock  for  both  locations  are 
shown  on  Figs.  22  and  23. 

It  is  seen  that  a  tow  in  entering  the  lock  on  the  convex  side  is 
forced  to  keep  the  stern  of  the  towboat  next  to  that  side,  for  if  the 
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Mr.  Sibert.  stern  gets  out  into  the  stronger  current  it  is  tliflBcult  to  jjrevent  the 
tow  from  rounding  to.  In  high  water,  when  boats  have  their  full 
capacity  of  tow,  this  can  only  be  done  safely  by  the  use  of  a  line. 
Assuming,  however,  that  it  can  be  done  without  a  line;  when  the  boat 
and  tow  are  in  the  position  shown  at  A,  it  is  then  necessary  to  back 
the  stern  of  the  boat  out,  thus  swinging  the  tow  in  the  entrance. 
Such  an  operation  in  a  swift  current  just  above  a  dam  is  exceed- 
ingly dangerous,  and,  if  attempted  without  the  use  of  a  line,  will 
result  in  many  tows  going  over  the  dam. 


Fio.  23. 

It  is  also  difficult  to  enter  the  lock  on  the  convex  shore  in  low 
water.  When  the  tow  is  in  the  jKJsition  A  it  is  necessary  to  throw  the 
rudders  away  from  the  slior(?  in  backing  to  got  the  tow  iu  ahai)e  to 
enter.  With  a  stern- wheel  boat,  this  soon  gives  riK(>  to  a  downstream 
current  on  the  land  side  of  the  tow,  due  to  the  rudders  deflect  lug  the 
current  made  by  the  wheel.  This  current  is  again  deflected  by  the  bank 
and  dead  water  at  the  head  of  the  ontrnnce,  and  it  has  a  tendency  to 
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piish  the  bead  of  the  tow  outside  of  the  entrance.     The  stern  of  the  Mr.  Siben. 
boat  is  already  swinging  ont  into  the  river,  with  the  resiilt  that  the 
entire  tow  gets  into  such  a  position  as  to  force  a  beginning  over  again 
of  the  operation  of  entering  the  lock. 

Now,  upon  examination  of  the  positions  of  the  tow  entering  the 
lock  on  the  concave  side,  it  is  seen  that  no  lines  are  necessary,  and  no 
unusual  difficulties  presented.  The  current  natiirally  takes  the  boat 
and  tow  in  toward  the  shore.  It  may  be  necessai-y  to  back  the  stern 
out  to  keep  oft"  the  shore,  but  in  this  operation  the  rudder  is  thrown 
toward  the  shore  and  the  extra  current  generated  is  thrown  on  the 
river  side  of  the  boat  and  tow. 

It  may  be  more  difficult  to  get  out  of  the  lower  entrance  of  a  lock 
located  on  the  concave  side,  but  there  is  no  danger  attached  to  it. 
Safe  navigation  should  be  the  first  consideration  in  lock  location. 

Regardless  of  the  safety  of  navigation,  the  location  of  a  lock  on  the 
concave  side  of  a  bend  is  still  preferable  to  the  convex  side.  The  convex 
side  is  always  shallow.  The  deposit  naturally  made  on  this  side  can 
be  dredged  away,  but  the  same  conditions  that  placed  it  there  in  the 
fii-st  place  will  replace  it  when  removed.  Of  the  two  evils,  drift  or 
the  silent  process  of  deposit  of  silt  during  rises,  the  former  is  more 
easily  dealt  with.  An  alert  lock  force  can  steer  all  drift  over  the  dam. 
The  dead  water  in  the  head  of  the  lock  will  facilitate  it,  but  the  silt- 
ing up  of  the  entrances  cannot  be  stopped,  and,  after  a  rise,  a  dredge 
wiD  often  be  necessary  before  a  lock  can  be  put  into  service. 

A  straight  wide  reach  of  river  is  free  from  the  disadvantages  of  a 
bend  location  with  the  lock  on  either  side.  A  lock  should  be  so 
located,  and  the  dam  made  of  such  height,  that  no  dredging  will  be 
necessary  in  the  upper  ends  of  the  pools  in  order  to  produce  the 
requisite  depths.  Such  dredging  is  a  continual  expense.  The  result- 
ing channels  are  always  narrow,  and  interfere  with  the  full  use  of  the 
river  for  towboat  navigation.  The  greatest  amount  of  deposit  is  pro- 
duced in  the  ujiper  ends  of  the  pools.  The  slackening  up  of  the  cur- 
rent below  the  dams  on  a  rising  river,  until  the  water  piles  up  enough 
to  create  a  slope  sufficient  to  carry  the  discharge,  causes  a  deposit  of 
heavy  material  in  the  reaches  just  below  the  dams.  This  makes  it 
evident  that  the  full  depth  should  be  made  in  the  beginning. 

It  has  been  the  histoiy  of  all  improvements  that,  as  soon  as  the 
improvement  is  completed,  the  navigation  interests  begin  to  clamor 
for  more  depth,  as  the  profits  of  transportation  vary  directly  with  the 
depth.  One  way  of  giving  this  depth  is  by  dredging  in  the  upper  end 
of  the  jjool,  and,  in  view  of  such  a  contingency  being  forced  by  legis- 
lative action,  it  is  always  well  to  make  the  pool  depths  by  the  dams 
in  the  beginning,  and  to  place  the  sills  below  the  projected  navigable 
depth. 

Damn. — The  decision  to  place  fixed  instead  of  movable  dams  in  the 
"Warrior  River,  in  the  writer's  opinion,  was  wise.     The  disadvantages 
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Mr.  Sibert.  of  movable  dams  are  many.  They  are  frail  structures;  the  likelihood 
of  serious  accident  on  account  of  drift  and  ice  has  rendered  it  neces- 
sary to  keep  the  Davis  Island  Dam,  on  the  Ohio  River,  down  for  at 
least  six  months  in  the  year,  from  December  to  May,  inclusive.  Dur- 
ing this  time  there  is  often  low  water,  with  the  result  that  there  is  not 
enough  water  for  the  transaction  of  the  river  business  in  the  pool 
above  the  dam,  which  includes  the  Harbor  of  Pittsburg.  "When  it  is 
remembered  that  a  line  of  transportation  must  be  in  operation  practi- 
cally all  the  time,  in  order  to  develop  its  full  use  under  modern  con- 
ditions, the  almost  fatal  defect  of  a  movable-dam  system  seems 
apparent,  and  its  use  should  be  limited  to  particular  cases.  Such  cases 
should  be:  Rivers  in  which  there  is  nearly  always  sufficient  water  for 
the  business  during  the  winter  and  spring  seasons,  unless  some  more 
efficient  system  of  movable  dams  can  be  devised.  Such  a  system, 
should  be  one  that  can  be  surely  lowered  before  the  drift  or  ice  of  a 
sudden  rise  can  catch  it,  and  one  that  can  be  raised  and  maintained 
notwithstanding  such  drift  or  ice  as  may  be  running  when  the  stage 
of  water  is  reduced  below  that  needed  for  the  most  economical  trans- 
jiortation  of  commodities. 

In  the  upijer  reaches  of  all  rivers  where  quick  rises  occur,  fixed 
dams  with  long  locks,  as  wide  as  practicable,  seem  to  be  indicated  as 
the  best  system.  In  the  lower  and  flatter  reaches  movable  dams  may 
be  the  best. 

lypes  of  Fixed  Dams. — Fig.s.  24  to  28  are  cross-sections  of  the  dam 
proposed  in  the  paper,  and  of  dams  which  the  writer  considers  good 
types.  There  is  also  shown  a  cross-section  of  the  tyj^e  of  the  first  fixed 
timber  dams  built  in  this  country. 

Generally  speaking,  the  less  ujiper  slope  on  a  dam,  the  less  leakage 
area;  it  being  impracticable  to  maintain  an  efficient  backing  on  such 
slope.  In  the  earlier  types  of  dams,  the  upper  slope  extended  from 
the  crest  to  the  river  bottom,  the  idea  being  to  make  the  water  jiress- 
ixre  increase  the  stability  of  the  dam.  Leakage  was  abundant,  of 
course,  and  such  dams  could  only  be  maintained  on  hard  rock 
bottoms. 

A  gradual  change  from  this  type  to  those  generally  adopted  now 
is  seen  in  the  various  dams  built  for  slack- water  purposes  in  this  coun- 
try in  the  last  sixty  years,  the  length  of  the  upper  slope  decreasing  and 
of  the  lower  Hl()i)e  incr(!asiug. 

An  examination  of  the  section  i)roposod  T)y  Mr  McCalla  shows,  as 
far  as  it  can  be  seen,  that  every  jjossible  attempt  has  been  made  to  box 
in  any  leakage  that  may  find  its  way  through  tlie  upper  face  of  the 
dam.  The  lower  slope  is  double-lai)ped  and  caulked,  triple-lapi)ed 
Hheet-piling  is  driven  along  the  down-stream  edge  of, the  dam  proi)er, 
the  lower  breast  is  sheeted,  the  sheeting  on  the  apron  Ls  double- 
laj)i)(Hl,  and  triple-lapped  sheet-piling  is  driven  along  the  lower  edge 
of  tlie  apron. 
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Mr.  Sibert. 
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Mr.  Sibert.  In  the  fouudatiou  for  tlie  lock,  Mr.  McCalla's  plan  wisely  provides 
for  relieving  the  floor  from  any  pressure  from  the  upper  pool  due  to 
leakage  through  the  triple-lapped  sheet-piUng;  why  the  same  prin- 
ciple was  not  ajjplied  in  the  dam  design,  is  not  seen,  when  it  is  known 
that  it  is  practically  impossible  to  make  the  filling  of  crib  dams  abso- 
hitely  impervious  to  water.  The  sheet-piling  at  the  lower  edge  of  the 
dam  and  apron,  in  the  plan  presented,  is  an  acknowledgment  of  this 
fact. 

In  the  sections  showing  types  of  dams  on  the  Green,  Kentucky,  and 
Allegheny  Rivers,  the  dam  is  made  by  the  upper  breast  and  slope. 
The  remainder  of  the  structure  is  for  the  purpose  of  holding  the 
upper  breast  and  slope  to  their  work,  and  for  controlling  the  flow  of 
the  water  over  the  dam  in  such  a  way  as  to  jjrotect  the  structure  itself 
from  the  action  of  the  water  under  the  imposed  conditions  of  flow; 
also,  to  reduce  the  disturbance  below  the  dam,  for  reasons  aflecting 
navigation. 

The  sheeting  on  the  lower  slopes  of  these  dams  is  of  one  thick- 
'    ness   of   timber,    placed    so    that   there    will    be   a  1-in.  opening  be- 
tween the  pieces  of  sheeting    at  the  lower   end  of  the   slope.     This 
opening  may  be  gradually  decreased  to  nothing  at  the  comb  of  the 
dam. 

The  lower  breasts  of  the  dams  and  aprons  are  of  open  crib 
work,  and  the  pieces  of  sheeting  on  the  apron  are  spaced  1  in.  apart; 
the  idea  being  to  let  out  any  leakage  that  gets  into  the  body  of  the 
dam. 

The  writer  has  seen  two  cases  Avhere  the  sheeting  (not  double- 
lapped,  but  laid  close  on  the  aprons)  was  taken  off";  and  several 
cases  of  lifting  of  the  lower  slopes  of  dams,  due  to  close-fitting 
sheeting. 

Assuming  a  leakage  through  the  dam  and  under  the  a})ron,  as  pro- 
posed in  the  paper,  a  simjile  calculation  will  show  that  the  pressure 
to  be  resisted  by  each  holding-down  driftbolt  in  the  apron  (there 
being  one  in  each  pile,  9  ft.  each  way)  will  be  excessive. 

No  reason  is  seen  for  a  i)ile  foundation  for  a  timber  crib  dam, 
unless  it  be  the  cost.  If  a  concrete  dam,  or  an  ultimate  rebuilding 
in  concrete,  is  contemplated,  there  is  a  reason,  and  a  section  for  such 
a  dam  is  shown  in  Fig.  28.  In  the  design  of  this  dam,  the  reduction 
of  the  cost  of  the  coffer-dam  to  a  minimum  was  aimed  at,  and  it  is 
thought  that  such  a  darn  can  be  built  at  low  cost.  The  timber  foun- 
dation for  the  concrete  toj)  (;an  be  built  witliout  the  use  of  a  cotter. 
The  concrete  base?,  a  soctiou  at  a  time,  as  high  as  low  water,  can  then 
be  put  in  behind  the  bulkhead  made  by  the  projecting  slieet-piling.  In 
building  the  remainder  of  the  dam,  a  sufficient  number  of  oi^euiugs 
(each  aV)out  10  ft.  wide)  to  carry  the  low-water  discharge  shoiild  be 
left.  With  this  arrangement,  no  head  will  bo  produced  at  the  dam  until 
the  closing  of  the  10-ft.  openings  is  commenced.     IJcaius  across  these 
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openings  having  been  placed  while  building  the  contiguous  sections,  Mr  Sibert. 
little  trouble  should  be  experienced  in  bulkheading  off  these  openings 
so  as  to  till  them  with  concrete. 

LetHith  ami  Li/l  of  Dams,  and  Height  of  Lock  Walk  above  Crest  of 
Do/iis.— This  is  a  subject  about  which  there  has  been  very  little  the- 
oretical discussion,  as  far  as  the  writer  knows.  The  available  data  for 
such  a  discussion  are  very  meager. 

The  result  desired  is  to  apportion  the  foregoing  elements  of  lock 
design  so  that,  when  the  lock  walls  are  submerged,  navigation  over  the 
dam  is  practicable. 

It  seems  to  have  been  solved  in  the  paper  by  adopting  a  uniform 
lift,  uniform  height  of  lock  wall  above  the  crest  of  the  dam,  and  a 
uniform  length  of  dam.  Apparently,  the  length  of  the  pools  above  and 
below  the  dams,  which  depended  of  course  upon  the  slope  of  the 
unimproved  river, was  left  out  of  consideration.  This  element  is  a  very 
important  one. 


Fig,  29. 

The  lift  and  height  of  the  guard  wall  at  Lock  No.  1,  Black 
Warrior  River,  being  such  as  to  practically  produce  the  required  con- 
dition, a  similar  lift  and  height  of  guard  wall  was  adopted  for  the 
Warrior  system. 

An  examination  of  Fig.  1  shows  that  the  length  of  the  pool  below 
Lock  No.  1,  Black  WaiTior,  is  46  miles;  the  first  five  pools  in  the 
Warrior  River  vary  from  15  to  21  miles  in  length.  In  view  of 
the  fact  that  the  fall  at  the  dam  is  due,  not  only  to  the  height  of 
the  water  surface  at  the  crest  of  the  dam,  but  to  the  elevation  of 
the  water  surface  just  below  the  dam,  which  latter  condition  is  de- 
termined by  the  slope  necessary  for  the  discharge  of  the  flood  through 
the  pool  below,  it  seems  to  follow  that,  since  a  greater  elevation 
of  water  at  the  upjier  end  of  a  long  pool  is  necessary  to  produce  a 
certain  slope  than  is  necessary  in  a  short  one,  boats  cannot  ordinarily 
go  over  the  dams  in  the  Warrior  River  when  the  lock  walls  are  just 
flooded. 

The  eflfect  of  lengthening  the  dam  by  digging  away  the  bank  locally, 
as  shown  in  Fig.  16,  can  very  easily  be  over-estimated. 

Dam  No.  1,  on  the  Monongahela  River,  Fig.  29,  is  now  of  about 
the  same  design  as  proposed  in  the  paper.      This  condition  was  pro- 
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Mr.  sibert  .duced  by  the  unauthorized  building  out  of  the  banks  above  and  below 
the  dam.  The  question  is:  What  difference  would  it  make  if  the  bank 
was  filled  out  to  the  line  A  —  B?  It  is  noticed  that  during  flood 
stages  the  fall  at  the  dam  is  considerably  less  from  C  to  D  than  it  is 
along  the  remainder  of  the  crest.  Boats  often  go  over  the  dam  fi'om 
Cto  D,  when  they  cannot  go  over  the  other  part.  This  seems  to  show 
that  the  effect  of  this  local  widening  is  not  felt  entirely  across  the 
river  or  for  any  distance  above.      The  effect  of  such  a  widening  will 


Fig.  80. 

vary  somewhere  between  that  apparentlj^  expected  and  that  produced 
by  filling  once  the  extra  s})ace.  To  produce  the  exi)octcd  result,  tlie 
clianncl  of  the  river  above  should  be  gradually  widciu'd  to  the  dam. 
Tlie  prol)aV)le  effect  of  the  sudden  narrowiug  of  the  channel  below  the 
dam,  in  the  manner  indicated  in  Fig.  IG,  will  be  that  the  water  will 
be  deflected  toward  the  opposite  shore  and  increase  the  violence  of 
the  eddy  that  will  exist  below  the  lock.  This  eddy  passing  through 
the  pile  clusters  will  cause  difficulty  in  entering  the  lock  from 
below. 
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There  are  not   many  points  in  the  construction  of  the  lock  itself  Mr.  Sibert. 
that   vary   materially    from    the   practice   with    which   the   writer  is 
accustomed.     Some  few  are  worthy  of  mention,  however. 

On  the  Mouougahehi  Kiver,  in  building  concrete  locks,  work  on 
the  20  to  30-ft  blocks  or  monoliths  is  never  stopped,  night  or  day, 
until  the  monolith  is  completed. 

Scour  below  a  dam  is  greatest  next  to  the  lock  wall  and  abutment. 
Sometimes  a  till  will  be  noticed  in  the  center  of  the  stream,  while  a 
deep  narrow  channel  will  be  made  along  the  lock  Avail,  due  probably 
to  the  guiding  eiFect  of  the  wall.  In  some  instances  on  the  Monon- 
gahela  Kiver  this  cut  is  25  ft  deep.  This  would  indicate  that  the 
penetration  of  the  sheet-piling  to  a  depth  of  12  ft.,  as  shown  in  tlie 
plan,  was  not  sufficient,  unless  a  submerged  protection  crib  was  built 
alongside  and  outside  the  lock  wall. 

The  method  of  opening  the  gates  is  a  departure  from  the  usual 
practice,  and  an  undesirable  one.  it  is  thought.  It  has  the  appear- 
ance of  taking  hold  of  the  wrong  end  of  the  gate.  Of  course,  it  is 
possible  to  apportion  the  lever  arm  and  force  in  such  a  way  as  to 
overcome  the  calculated  resistance,  but  there  is  often  an  uncalculated 
resistance,  due  to  the  jamming  together  of  the  miter-posts,  especially 
when  these  posts  are  somewhat  old,  that  is  difficult  to  overcome  by  a 
force  applied  near  the  resistance.  In  starting  gates  thus  jammed,  on 
the  Monongahela  River,  f  in.  chains  have  been  broken,  the  point  of 
application  having  been  near  the  toe,  and  not  at  the  heel.  The  usual 
methods,  viz.,  by  a  rack  spar  working  in  a  pinion  on  a  capstan.  Fig.  30, 
or  by  a  spar  and  rope  seem  preferable  in  medium  and  small-sized 
locks.  In  the  larger  locks,  opening  and  closing  the  gates  by  chains 
is  the  usual  practice. 

D.  A.  Watt,  ]M.  Am.  Soc.  C.  E.  (by  letter). — This  paper  will  prove  Mr.D.  A.  Watt. 
of  much  interest  to  engineers  connected  with  works  of  canalization, 
because,  outside  of  the  reports  of  the  Chief  of  Engineers  of  the  U.  S. 
Army,  very  little  information  on  the  subject  is  accessible. 

One  feature  of  the  foundations  is  worthy  of  note,  namely,  the 
omission  of  a  timber  floor  on  the  jnles  under  the  main  walls.  This  is 
a  practice  which  is  not  often  met  with  in  the  design  of  locks,  the  usual 
m^-thod  having  been  to  drift-bolt  caps  to  the  heads  of  the  piles,  and 
spike  on  a  plank  flooring  on  which  a  concrete  foundation  course  is 
commenced.  By  this  method,  however,  the  entire  weight  of  the 
masonry  has  to  be  carried  by  the  piles,  and  the  additional  support 
which  could  have  been  obtained  from  the  natural  foundation,  if  the 
concrete  had  surrounded  the  pile  heads,  is  not  turned  to  use.  Besides 
this,  the  strength  of  the  work  depends  on  the  ability  to  resist  crushing 
of  those  parts  of  the  caps  which  rest  on  the  piles,  and  through  which 
all  the  load  must  pass.  While  these  may  be  strong  enough  when  dry, 
they  become  weaker  when  wet,  as  experience  has  shown  that  timbers 
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Mr.  D.  A.  Watt,  long  submerged  and  under  pressure  become  softened  by  the  water. 
It  is  probable  that  the  cracks,  which  have  appeared  after  a  lapse  of 
years,  in  some  walls  built  on  pile  foundations,  have  been  due  to  this 
cause. 

The  design  of  the  floors  of  locks  is  sometimes  open  to  similar  criti- 
cism. These  portions,  which  are  so  vital  a  point  in  the  structure,  too 
often  bear  the  stamjj  of  lack  of  permanency,  whereas,  in  point  of  fact, 
they  ought  to  be  the  last  parts  ever  to  need  repairs.  The  ojjinion  of 
General  William  P.  Craighill,  Hon.  M.  Am.  Soc.  C.  E.,  ex-Chief  of  En- 
gineers, is  well  worthy  of  note  in  this  respect,  when,  in  a  report,  he 
stated  that  a  long  experience  had  convinced  him  that  in  all  construc- 
,  tion  connected  with  a  lock,  especially  where  the  portions  would  be 
submerged,  nothing  biit  the  best  and  most  jjermanent  work  was  worth 
puttingin.  This  fact  has  been  long  known  to  European  engineers,  and 
the  use  of  impermanent  materials,  such  as  timber  floors,  for  perma- 
nent construction,  was  long  ago  discontinued  by  them.  They  are  well 
acquainted  with  the  fact  that  timber,  to  be  permanent  under 
water,  must  be  protected  from  all  currents,  or  it  will  be  worn 
away,  slowly  if  exposed  to  a  slight  current,  and  rapidly  if 
exposed  to  a  strong  one.  It  is  true  that  on  a  lock  floor  the 
fibers  will  be  eroded  slowly  and  at  a  very  difi'erent  rate  from  the 
sheathing  of  a  dam,  but  the  effect  will  be  none  the  less  sure,  and,  as 
a  renewal  will  mean  a  stoppage  of  navigation,  pumping  out  the  lock 
pit,  and,  in  extreme  cases,  having  to  build  a  coffer  around  the  entire 
lock,  the  amount  saved  by  a  cheap  first  construction  would  appear  to 
be  a  very  questionable  economy.  For  a  small  t^xtra  expense,  where 
concrete  is  available,  a  solid  arched  floor  could  be  jiut  iu,  one 
that  would  be  free  from  erosion  and  free  also  from  that  worst  of 
failures  in  a  lock,  an  upspringing  from  the  pressure  below.  In  the 
Suresnes  lock,  just  below  Paris,  completed  in  1885,  the  floor  consists 
of  an  arch  of  cut  stone,  with  a  rise  of  20  ins.  iu  the  chamber  width  of 
59  ft.,  and  laid  on  a  bed  of  masonry  several  feet  thick.  This  is  a  most 
durable  method  of  construction,  aud,  while  it  may  not  be  followed  to 
the  full  extent  in  America,  it  may  be  hoped  that  construction  which  is 
impermanent,  or  economical  only  iu  its  ftrst  cost,  will  soon  become  a 
thing  of  the  past. 

As  regards  the  underdraining  of  a  floor,  which  a])pears  to  be  a 
source  of  anxiety  to  many  engineers,  the  writer's  exi)erience  has  led 
him  to  believe  that  the  only  safe  way  to  disj)os(!  of  the  danger  from 
upward  pressure  is  to  build  the  floor  strong  enough  to  resist  it,  and  to 
let  the  seepage  from  the  upper  pool  force  its  way  out  by  making  a 
natural  channel  of  its  own.  For  this  purjjose  there  is  no  section 
better  adapted  than  the  inverted  arch,  because,  for  the  amount  of 
material,  it  is  by  far  the  strongest  typo  of  floor  built.  The  method  of 
providing  stone  sub-drains  seems  to  bo  of  quostiouablo  utility.     The 
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rip-rap  tilling  in  a  crib,  in  rivers  of  ordinary  sediment,  will  become  Mr.  D.  A.rwatl. 
completely  choked  with  mud  in  a  single  winter,  and,  as  such  cribs  are 
usually  exposed  to  more  or  less  current,  it  would  seem  reasonable  to 
believe  that  a  sub-drain  exposed  in  time  of  Hoods  to  no  passage  of 
water  would  choke  up  as  readily,  and  thus  defeat  its  jiurpose. 

The  proposed  relief  by  using  ball  valves,  as  shown  in  Fig.  8,  while 
novel  and  ingenious,  is  open  to  objection  in  that  they  will  render  the 
pumping  out  of  the  lock  very  difficult.  Their  use  is  based  on  the  theory 
that  the  sheet-piling  will  jjuevent  seepage  from  the  outside,  except  to 
an  extent  which  can  be  cared  for  by  the  pumps.  The  writer  had 
occasion  to  pump  out  a  chamber  some  time  ago  under  a  lower-pool 
head  of  about  6  ft.,  the  lock  in  question  being  on  a  gravelly  foundation, 
and  surroiinded  by  a  line  of  sheet -piling  driven  as  well  and  as  carefully 
as  coiild  have  been  done  in  work  of  this  class.  The  floor  was  of  piles 
and  double  plank,  overlaid  with  concrete.  During  the  repairs,  some 
holes  had  to  be  drilled  to  the  plank,  and  wherever  one  came  in  con- 
tact with  a  joint  a  strong  jet  of  water  came  up  through  the  hole. 
Moreover,  when  pumicing  was  begun  (with  a  10-in.  centrifugal  pump)> 
it  was  found  impossible  to  lower  the  water  more  than  about  1  ft.  In" 
vestigation  showed  that  the  stone  drain  usually  placed  behind  a  land 
wall  had  been  arranged  to  discharge  through  a  12-in.  pipe  into  the  tail- 
bay,  so  that  it  had  no  communication  with  the  pool  when  the  lower 
coflFer  was  in,  and  the  water  flowing  through  it  must  have  come  under 
the  foundations  from  outside.  The  pipe  was  stopped  up  with  a 
wooden  plug,  and  the  chamber  emptied  without  further  difficulty. 
From  such  evidence  of  the  passage  of  water  beneath  a  porous  founda- 
tion, it  would  appear  reasonable  to  believe  that  where  openings  are 
made  through  a  floor  it  will  be  a  matter  of  considerable  difficulty  to 
pump  out. 

George  Y.  Wisner,  M.  Am.  Soc.  C.  E.  (by  letter). — The  engi-  Mr.  Wisnen 
neering  features  and  details  of  the  lock  construction  on  the  Black 
"Warrior,  Warrior  and  Tombigbee  Rivers,  described  by  Mr.  McCalla, 
form  a  valuable  contribution  to  the  literature  on  river  improvement 
in  the  United  States.  Like  several  other  large  improvement  projects 
now  being  executed  by  the  General  Government,  the  question  of 
whether  the  benefits  to  be  derived  will  warrant  the  expenditure 
involved  has  been  given  but  little  consideration,  and  the  probable 
cost  of  transportation  per  ton,  as  stated,  is  by  no  means  a  fair  one 
for  comparison  with  railroad  rates  between  the  same  terminals. 

An  examination  of  the  map  of  Alabama  shows  fairly  good  railroad 
facilities  between  the  coal  fields  and  the  Gulf  ports,  and  the  rate 
quoted,  SI. 10  per  ton  for  a  distance  of  upwards  of  400  miles  by  water 
route  and  27.5  miles  by  rail  (about  4  mills  per  ton-mile  by  rail,  and 
2.7  mills  per  ton-mile  for  distance  by  the  water  route),  is  certainly  not 
a   heavy  tax   on  the  development   of  the   mining  industries,  and   is 
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Mr.  Wisner,  i^robably  as  low  as  the  freight  can  be  carried  profitably  by  rail  at 
present,  and  nearly  as  low  as  the  rate  would  be  on  the  completed 
waterway  if  all  fixed  charges,  due  to  construction,  maintenance  and 
operation,  were  included  in  the  rates. 

If,  in  order  to  promote  competition  and  secure  minimum  railroad 
rates  from  the  coal  fields  of  Alabama  to  the  seaboard,  the  General 
Government  should  furnish  a  right  of  way,  grade  the  roadbed,  lay 
the  rails,  and  maintain  a  first-class  double-track  railroad  between  the 
freight  terminals  at  the  mines  and  seaboard,  the  existing  railroads 
would  have  just  cause  of  complaint.  Yet,  to  construct  and  maintain 
a  waterway  between  the  same  terminals,  free  of  fixed  charges  for  con- 
struction, maintenance  and  operation,  involves  exactly  the  same 
objections.  If  the  sole  object  of  constructing  and  maintaining  a  free 
waterway  is  to  establish  transportation  rates,  to  meet  which  existing 
railroads  must  be  operated  at  a  loss,  there  are  certainly  grave  doubts 
whether  the  work  is  justified  or  warranted. 

In  the  writer's  opinion,  the  only  conditions  which  warrant  the 
General  Government  in  constructing  a  free  waterway,  between  termi- 
nals where  first-class  railroad  facilities  already  exist,  is  where  such 
waterway  will  develop  new  commerce,  which  otherwise  could  never 
be  made  profitable,  and  wliich  will  indirectly  build  up  new  freight 
traflSc  of  benefit  to  the  railroads  as  well  as  to  the  waterway. 

The  result  of  the  improvement  of  the  waterways  of  the  Great  Lakes 
is  a  striking  example  of  building  up  new  commerce  which  otherwise 
could  not  have  been  established,  and  which  indirectly  has  resulted  in 
a  railroad  traffic  between  the  Lake  ports  and  the  seaboard  which  has 
made  the  railroads,  in  competition  with  the  Lake  waterway,  the  best 
dividend-paying  roads  of  the  country. 

The  Illinois  and  Mississippi  Canal,  from  the  Mississijjpi  Eiver 
near  Hock  Island  to  Lake  Michigan  at  Chicago,  is  an  equally  striking 
example  of  useless  waste  of  public  money  for  a  waterway  which  will 
never  develop  new  commerce  to  any  material  extent,  nor  control 
the  rates  on  railroads  between  terminals.  Some  interesting  and 
instructive  engineering  work  in  the  way  of  concrete  lock  construction 
has  been  done  on  this  canal,  and,  as  an  example  of  how  to  build  good 
concrete  locks,  the  work  is  of  groat  value  to  the  profession,  but,  from 
the  point  of  view  of  whether  it  will  pay,  either  directly  or  indirectly, 
the  project  should  never  have  been  undertaken. 

Under  which  of  those  classes  of  improvements  the  Alabama  work 
falls  is  a  question  which  should  have  boon  more  thoroughly  considered 
by  the  Government  officials  than  would  seem  to  have  been  tlu>  (!ase. 

The  author  states  that  "the  a(!tual  cost  of  tians))<)rtati()n,  when 
the  lock  system  is  completed,  should  not  exceed  '20  cents  ])or  short 
ton,  or  i  mill  per  ton-mile."  This  rate  does  not  include  anything  for 
interest  on  the  cost  of  construction,  annual  expenses  for  maintenance, 
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repairs  and  operation,  or  for  profit  to  the  transportation  and  transfer  Mr.  Wfener. 
companies. 

The  amount  by  which  these  fixed  charges  will  increase  the  trans- 
portation rate  cannot  be  stated  definitely  without  a  knowledge  of  the 
approximate  volume  of  traffic  to  be  expected. 

On  the  Erie  Caual,  a  waterway  of  approximately  the  same  depth 
as  the  one  under  consideration,  the  transportation  rate  averages 
about  2  mills  per  ton-mile,  and  as  both  are  free  waterways  it  is  fair 
to  presume  that  the  rates  on  the  Alabama  rivers  will  not  be  much 
different  from  that  of  the  Erie  Canal. 

On  the  Chesapeake  and  Ohio  Railroad,  it  is  stated  that  coal  is  car- 
ried at  a  profit  on  a  rate  of  2^  mills  per  ton-mile,  and  since  this  rate 
involves  fixed  charges  for  cost  of  construction  and  maintenance  of  the 
road,  it  is  really  comparatively  less  than  the  Erie  Canal  rate. 

The  Bessemer  and  Lake  Erie  Railroad  is  said  to  carry  ore  from 
Conneaut  to  Pittsburg  at  an  actual  cost,  for  transportation  alone,  of 
IJ  mills  per  ton-mile,  the  actual  freight  rate  being  3.65  mills  per  ton- 
mile. 

If  the  business  between  the  coal  fields  of  Alabama  and  the  seaboard 
will  warrant  the  expenditure  of  S5  000  000  for  a  free  waterway,  there 
is  no  reason  why  a  double-track  freight  railroad,  capable  of  handling 
coal  as  cheaply  as  the  Chesajjeake  and  Ohio  Railroad,  could  not  be 
operated  at  a  jjrofit  on  practically  as  low  a  transportation  rate  as  is 
likely  to  be  charged  on  the  improved  waterway,  if  the  fixed  charges 
due  to  cost,  maintenance  and  operation  be  included. 

In  all  estimates  of  transportation  rates,  it  should  be  noted  that 
there  is  a  vast  difference  between  the  actual  cost  of  moving  a  ton  one 
mile  in  an  open  waterway  on  a  loaded  vessel,  and  the  rate  which  must 
be  charged  to  cover  profits,  deterioration  of  works  and  vessels,  repairs, 
operation,  maintenance,  fixed  charges,  and  loss  from  terminal  and 
other  detentions.  It  is  extremely  doubtful  if  the  boats  of  the  river 
■waterway  would  be  able  to  go  sufficiently  near  the  mines  to  be  loaded 
without  first  handhng  the  coal  with  cars  over  several  miles  of  railroad, 
■which  would  involve  extensive  transfer  sheds,  and  a  large  addition  to 
the  cost  of  transportation  on  the  waterway,  which  would  be  eliminated 
from  the  rate  if  carried  on  cars  direct  from  the  mines  to  the  seaboard. 

xSo  data  are  given  in  the  paper  on  which  estimates  for  the  annual 
cost  of  maintenance  and  operation  can  be  based,  but,  if  the  waterway 
■is  to  be  a  commercial  success  when  completed,  it  will  be  necessary  to 
operate  it  24  hours  each  day.  This  will  require  three  shifts  of  men  at 
each  lock,  and  as  the  rivers  are  very  crooked  and  narrow — in  many 
places  being  only  100  ft.  wide — a  thorough  system  of  lighting  for  both 
locks  and  channel  will  be  necessary. 

For  the  present  consideration,  the  following  approximate  estimate 
of  the  probable  annual  expense  account  is  based  upon  a  volume  of 
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Mr  Wisner.  traffic  requiring  a  daily  24  hours'  service  and  the  waterway  maintained 
in  good  condition: 

Annual  cost  of  operation  and  supplies  :    Twenty  locks 

at  ^10  000 $200  000 

Lighting  of  locks  and  channel 50  000 

Maintenance  of  locks  and  channel 50  flOO 

Extraordinary  repairs,  supervision  and  contingencies     50  000 
Interest  on  $5  000  000  at  3% 150  000 

Probable  annual  expenses $500  000 

It  is  apparent,  therefore,  that,  until  the  volume  of  traffic  exceeds 
1  000  000  tons  per  year,  the  cost  of  transportation  due  to  the  necessary 
fixed  charges  alone  will  be  50  cents  per  ton,  or  more;  to  which  must  be 
added  a  transportation  rate  of  probably  li  mills  per  ton-mile,  making 
the  actual  cost  j^er  ton  between  terminals  practically  the  same  as  the 
present  railroad  rate. 

It  is  true  that  with  a  free  waterway  the  fixed  charges,  amounting  to 
about  one-half  the  total  annual  cost  of  transportation,  will  be  assumed 
by  the  General  Government,  but,  as  there  are  no  public  lands  to  be  de- 
veloped in  the  coal  regions  of  Alabama,  from  which  the  general  public 
are  to  receive  any  returns,  it  would  appear  that  the  only  parties  to  be 
benefited  by  the  imiJroTement  are  the  owners  of  the  coal  and  iron 
mines  of  Central  Alabama.  If  this  is  the  case  it  is  an  open  question 
whether  the  improvement  is  of  sufficient  national  importance  to  war- 
rant the  General  Government  in  assuming  one-half  the  cost  of  trans- 
portation of  the  products  from  the  mines  to  the  seaboard,  and  whether, 
if  the  project  is  sufficiently  meritorious  to  warrant  the  expenditure,  it 
would  not  be  more  just  to  the  people  of  the  entire  country  to  charge 
sufficient  toll  to  make  the  enterprise  self-supporting,  and  thereby  place 
the  annual  expenses  on  the  property  and  business  to  be  benefited. 

It  is  not  the  writer's  purpose  to  question  the  advisability  of  the 
project,  which,  from  the  data  available  in  the  reports  of  the  Chief  of 
Engineers,  cannot  be  stated  definitely,  but  to  raise  the  issue  as  to 
who  should  pay  for  and  maintain  improvements  of  waterways  and 
harbors  where  the  benefits  are  purely  local  and  have  no  direct  bearing 
on  the  commerce  of  the  whoh;  country.  The  largo  number  of  projects 
provided  for  in  the  liiver  and  Harbor  Bill  of  11101  whicli  wore  open  to 
this  criticism  caused  its  failure  to  pass  Congress,  and  the  bill  which 
recently  became  a  law  narrowly  escaped  the  same  fate,  for  similar 
reasons. 

There  is  a  tendency  on  the  part  of  legishitors  to  scrutinize  this 
class  of  (ixpenditnres  more  closely  than  heretofore,  and  engineers  hav- 
ing cliargo  of  i)r()jectH  requiring  national  KU])port  will  have  to  show 
wherein  the  commerce  of  the  country  will  be  eitli(>r  directly  or  indi- 
rectly benefited,  or  the  necessary  appropriations  will  not  be  obtained 
easily  in  the  future. 
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JoHxM.  G.  Watt,  M.  Am.  Soc.  C.  E.  (by  letter).— The  problems  Mr.  J.  M.  G. 
involved  iu  the  design  of  a  lock  to  be  constructed  on  the  solid  rock  are 
neither  difficult  nor  imiisiial,  being  simply  those  of  a  retaining  wall, 
or  of  a  wall  to  resist  hydrostatic  pressure,  combined,  in  certain  parts, 
■with  the  thrust  from  the  gates.  The  chief  points  to  be  considered  are 
the  details,  principally  those  of  the  filling  and  emptying  valves  and 
the  machinery  of  the  lock.  If,  however,  the  foundations  are  not  on 
such  favorable  material,  complications  set  in,  and  these  must  be  pro- 
vided for  as  each  particular  case  may  demand.  The  writer  does  not 
propose  to  discuss  the  general  principles  of  lock  design,  but  to  call 
attention  to  some  details  which  have  proved  useful  in  his  experience. 

The  giiard  of  a  lock  with  a  fixed  dam,  or  the  height  of  its  top  above 
the  dam  crest,  must  be  determined  m  accordance  with  the  varying 
conditions.  Theoretically,  it  should  be  such  that  navigation  over  the 
dam  can  be  had  from  the  moment  when  the  lock  passes  out  of  use 
through  submergence.  Practically,  other  conditions  may  determine 
this.  To  illustrate:  At  Lock  No.  8,  on  the  Kentucky  River,  where  the 
guard  is  10  ft.,  the  fall  over  the  dam,  when  the  lock  passes  out  of  use, 
is  from  7  to  9  ft.,  consequently  there  can  be  no  passage  either  through 
the  lock  or  over  the  dam.  To  render  the  lock  navigable  until  the  river 
rises  to  such  a  height  as  to  obliterate  this  fall,  the  walls  would  need 
to  be  raised  about  5  ft.,  necessitating  a  comparatively  large  outlay  for 
the  incommensurate  result  of  a  few  extra  days  of  navigation  each  year; 
but,  at  this  stage  of  the  river,  the  current  is  very  swift,  and  very  heavy 
drift  is  generally  running;  besides  this,  many  of  the  regular  landings 
are  submerged,  and  passage  under  some  of  the  bridges  over  the  river 
is  impossible;  therefore  navigation  is  suspended  until  the  rise  has  par- 
tially subsided.  In  view  of  this  condition  it  would  not  have  been 
economy  to  make  the  guard  15  ft.,  and  it  was  therefore  made  such  that 
the  lock  could  be  used  up  to  the  stage  when  boats  generally  stopped 
running. 

For  filling  and  emptying  the  lock,  in  the  writer's  opinion,  culverts 
in  the  walls,  passing  around  the  hollow  quoin,  are  the  best.  Valves 
in  the  gates  are  a  possible  source  of  weakness,  and,  whether  opened 
with  worm-gear  or  with  rack  and  quadrant,  all  offer  the  objection  that 
they  have  to  be  maneuvered  on  the  narrow  width  of  the  gate,  in  all 
sorts  of  weather  and  temperature,  and  both  day  and  night,  being  espe- 
cially dangerous  when  the  gates  are  coated  with  snow  or  sleet.  Cul- 
verts in  the  walls  may  be  closed  with  butterfly  valves  on  a  vertical 
axis,  or  with  cylindrical  valves.  If  the  former,  the  frames  in  which 
they  fit  should  be  of  metal,  not  of  wood,  and  should  be  cemented  water- 
tight when  set.  Those  with  which  the  writer  has  had  to  do  are  made^ 
some  of  cast  iron,  others  of  wrought  plates,  channels  and  angles,  all  with 
unequal  arms,  and  opening  with  the  longer  arm  inward  and  up  stream. 
These  arms  are  designed  so  that,  when  the  valve  is  closed,  the  longer 
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Hr.  J;  M.  G.  arm  lias  less  of  its  surface  exposed  to  the  water  pressure  than  the 
shorter,  and,  consequently,  the  excess  of  pressure  keeps  the  valve  closed. 
Cylindrical,  cast-iron  valves  are  in  use  ujion  the  Muskingum  River,  and 
have  given  satisfaction;  they  will  be  used  in  Locks  Nos.  1  and  2,  on  the 
Big  Sandy  River,  Locks  Nos.  9  and  10,  on  the  Kentucky  River,  and  in 
the  proposed  lock  at  Colbert  Shoals,  in  the  Tennessee  River.  They 
have  the  advantage  of  simplicity  and  of  ease  in  operation,  and  are  set 
farther  back  from  the  face  of  the  wall  than  the  butterfly  valves,  thus 
giving  the  lockmen  greater  safety  when  operating  in  icy  weather. 

For  opening  and  closing  the  gates  by  hand  power,  the  writer,  after 
much  investigation,  has  found  nothing  entirely  satisfactory,  but  the 
best,  in  his  ojjinion,  is  the  steel  rack-bar,  built  up  of  two  channels, 
latticed,  with  cast-iron  rack,  attached  to  the  top  of  the  gate  at  about 
one-third  the  distance  from  the  miter-post,  or  less.  This  rack  is 
operated  by  a  gear  wheel  on  which  is  a  capstan  head  with  sockets  for 
bars,  and  which  can  be  set  back  far  enough  on  the  wall  to  ensure  safety 
to  the  men  if  they  should  slip  when  nearest  to  the  lock  pit.  For  the 
river  walls,  this  rack  should  be  supported,  when  the  gate  is  ojjen,  on 
a  bracket  on  the  outside  of  the  wall,  removable  in  times  of  flood. 

For  coff'ering  the  upper  and  lower  bays,  in  order  to  make  repairs  in 
the  chamber,  permanent  trestles  to  support  needles  have  been  used. 
The  writer  considers  these  objectionable,  for  two  reasons:  First,  the 
danger  of  deterioration  by  rust.  These  trestles  are  constantly  under 
water,  and  inspection  cannot  be  had,  nor  can  they  be  repainted  without 
removal  by  a  diver,  or  unless  the  pool  is  drawn,  or  another  coflfer  piit 
in,  suspending  navigation  for  the  time;  consequently,  when  the  time 
comes  to  use  the  trestles,  they  may  prove  unreliable  because  of  loss  of 
strength  by  rust.  The  other  reason  is  that  they  are  in  the  way  of 
dredging.  Trestles  were  put  in  the  upper  entrance  to  Lock  No.  6,  on 
the  Kentucky  River,  when  built  in  1891,  but  there  has  never  yet  been 
occasion  to  use  them.  Dredging  is  necessary  there  every  year  after 
the  winter  and  spring  rises,  and  great  care  is  exercised  by  the  dredge 
runner  at  that  spot,  yet,  in  8])ite  of  this  care,  the  trestles  are  struck 
more  or  less  often  by  the  dredge  dipjjer,  and  one  was  caught  so  badly 
that  it  was  torn  out;  whether  the  others  are  in  a  fit  state  to  use,  or 
whether  they  are  bent  or  distorted,  is  not  known.  For  locks  having  a 
width  of  not  more  than  .O'i  ft.  in  the  chamber,  timV)er  beams  can  be 
built  up  to  span  the  ()])euiug,  letting  tlie  needles  rest  against  tliein  and 
against  a  sliouldcr  made  for  tliat  pur])ose  on  tlie  lock  floor.  For  larger 
spans  it  would  be  desirable'  to  use  a  removable  steel  truss  aV)ove  the 
water  level,  supi)orted  on  temporary  timbers,  or  removable  trestles, 
both  with  steel  needles  formed  of  I-beams  and  buckle  i)lates,  from  2 
to  4  ft. wide,  or  witli  ordinary  timber  needles.  The  journals  for  these 
trcHtles  would  be  set  ])erman(nitly,  and  would  be  made  extra  heavy  to 
resist  rust.     The  trestles  would  be  10  ft.  apart,  and  it  wt)uld  take  but 
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a  short  while  to  set  them  and  their  needles  in  place.    After  use  they  Mr.  J.  M.  a. 

Watt 
■would  be  removed,  cleaned  and  taken  to  their  place  of  storage,  where 

thev  could  always  be  inspected  and  kept  in  good  condition. 

The  question  of  whether  a  fixed  or  a  movable  dam  should  be  used, 
is  one  that  must  be  decided  by  the  requirements  of  the  commerce  of 
the  river  xinder  consideration. 

For  a  fixed  dam,  the  experience  of  the  writer  has  led  him  strongly 
to  prefer  a  concrete  to  a  timber  structure,  as  being  more  economical, 
and  less  a  cause  of  worry.  Timber  is  supposed  to  last  indefinitely 
under  water,  and,  as  a  general  rule,  it  does,  but  it  is  just  the  excep- 
tions that  cause  all  the  trouble,  and  the  writer  has  been  compelled  to 
tear  out  many  thousands  of  feet  of  good  timber  in  order  to  get  down 

CONCRETE  DAM  NO.  9,  KENTUCKY  RIVER,  KY.    ' 


_;^550.60 


Fig.  31. 

deep  enough  to  that  which  had  rotted  and  was  causing  the  over- 
turning of  the  structure.  When  the  cost  of  this  demolition  and 
reconstruction  is  taken  into  account,  it  will  be  found  that  concrete  is 
just  as  cheap.  If  concrete  is  used,  the  down-stream  slope  of  the  dam 
should  not  be  steeper  than  45°,  and  it  should  terminate  in  an  apron 
with  a  flat  curve  upward.  This  apron  .should  be  as  long  as  possible, 
in  order  to  give  a  good  discharge  to  the  water.    See  Fig.  31. 

If  a  dam  of  timber  cribs  filled  with  stone  is  used,  it  can,  unless  the 
river  is  a  very  swift  one,  be  built  along  the  shore,  in  quiet  water,  for 
several  courses,  and  then  be  towed  to  position,  sunk  and  filled.  The 
bottom  course  of  timber  should  be  blocked  up  so  as  to  fit  the  bed  of 
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Ur.  J.  M.  G.  the  river,  aiDproximately,  according  to  soundings  taken  before  build- 
ing; tliis  has  been  carried  out  successfuDy  by  the  writer  with  cribs 
250  ft.  long,  50  ft.  wide  and  8  to  10  ft.  high,  with  very  little  trouble. 
This  method  has  the  advantage  of  leaving  the  river  open  until  the 
last  moment.  This  kind  of  dam  is  dependent  only  upon  its  weight, 
the  timber  cribs  being  simjDly  so  many  boxes  to  prevent  the  stone 
from  being  washed  away,  and  all  dapping  of  cross-timbers  and  splicing 
of  longitudinal  timbers  is  an  unnecessary  expense.  It  has  been  the 
writer's  practice  to  use  butt  joints  everywhere.  In  the  face  of  the 
work  the  butt  joints  of  the  stringers  come  over  a  tie;  in  the  interior 
they  may  come  over  a  tie  or  anywhere  between  two  ties;  the  result 
has  been  quite  satisfactory  and  cheap.  The  use  of  timbers  square  in 
cross-section,  and  not  simply  oblong,  is  also  advisable,  for  economy. 
Any  side  may  then  be  put  iippermost,  and  no  time  is  wasted  in 
making  extra  turns.  This  item  is  small,  but  is  worth  consideration. 
The  most  economical  size  of  timber  on  the  work  on  the  Kentucky 
River  has  proved  to  be  10  x  10  ins. ,  this  being  more  easily  obtained 
than  12  x  12  ins.,  and  being  amply  large.  The  pens  of  dams  and  cribs 
are  all  10  ft.  from  center  to  center  each  way.  The  sheathing  on  the 
up- stream  side  of  the  dams  is  formed  of  one  layer  of  3-in.  plank, 
covered  by  2-in.  plank,  breaking  joints.  These  can  be  laid  close 
enough  to  obviate  any  necessity  for  caulking,  but  should  any  joints 
open  they  will  soon  be  filled  with  deposit.  The  top  layer  of  the 
sheathing  is  in  two  lengths,  the  one  next  the  crest  being  short,  as  it 
can  then  be  removed  easily  when  worn  out,  and  replaced  without 
drawing  the  pool  down  more  than  12  or  15  ins.  Probably  a  still 
better  way  to  construct  the  crest  would  be  to  stop  the  sheathing 
12  ins.  from  the  crest,  and  fill  this  space  with  longitudinal  12-in. 
plank.  This  would  entail  less  labor  and  time  in  tearing  up  when 
worn  out. 

Mr.  Nelles.  George  T.  Nelles,  M.  Am.  Soc.  C.  E.  (by  letter). — During  a  connec- 
tion of  six  years  with  the  improvement  of  the  Tennessee  River  and  its 
princii)al  tributaries,  the  writer  had  occasion  to  make  a  very  compre- 
hensive study  of  the  improvement  of  non-tidal  rivers  in  general,  and 
to  design  and  execute  works  of  improvement  very  similar  in  their 
character  and  object  to  those  described  by  Mr.  McCalla;  he,  there- 
fore, takes  great  i)leasuro  in  discussing  the  pai)er,  and  extends  his 
discussion  to  the  question  of  lock  designs  in  general. 

Mdluxl. — The  improvement  of  rivers  of  tliis  chiss  can  generally  be 
effected  either  by  regulation  or  canalization.  The  former  method 
comprises  the  removal  of  obstructions,  the  rectification  of  the  channel 
and  the  equalization  of  the  sloj)e  and  depth  by  means  of  excavation, 
training  and  contracting  works.  A  review  of  many  existing  examples: 
shows  that  the  succress  of  regulation  works,  wlierc^  the  How  is  ample 
and  tlio  natural  <u)nditions  not  in<'<>inj)atible,  dtqxuids  upon  their 
design  and  execution  in  accordance  with  correct  hydrotechnic  priu- 
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<5iples,  \ipon  the  stalnlitv  of  the  bed  and  bank,  wbetlier  natiaral  or  Mr.  Nelles. 
produced  by  artificial  means,  and  upon  the  conservation  to  the  greatest 
possible  extent  of  the  natural  shape,  conditions  and  tendencies  of  the 
stream. 

An  improvement  bv  canalization,  depending  upon  the  natural  con- 
ditions, can  be  effected:  By  the  construction  of  canals  with  proper 
locks  around  the  obstructed  sections;  by  the  construction  of  locks  and 
dams,  either  fixed  or  movable,  in  the  bed  of  the  river,  so  disposed  as 
to  produce  the  desired  depths;  or  by  a  combination  of  these  methods. 
Considered  simply  as  a  means  of  improvement,  canalization  is  a  much 
more  certain  and  satisfactory  method  than  regulation  for  streams  of 
comparatively  small  flow  and  protracted  low-water  periods.* 

The  method  adopted  for  the  impi'ovement  of  the  Warrior  system 
appears  to  be  admirably  suited  for  the  conditions  and  requirements, 
for,  in  addition  to  the  reasons  given  for  the  adoption  of  this  method 
of  improvement,  it  can  be  shown,  by  the  application  of  the  usual 
hydraiilic  formulas,  that  a  low-water  flow  of  not  less  than  2  500  cu.  ft. 
per  second  would  be  necessary  in  order  to  secure  anything  like  the 
same  results  by  regulation  methods. 

Fired  or  Movable  Dams.  — The  question  of  using  fixed  or  movable 
dams  no  doubt  received  the  consideration  its  importance  demands, 
and  the  conclusion  reached,  to  use  fixed  dams,  was  doubtless  fully 
justified;  still,  it  appears  to  the  writer,  from  the  information  furnished 
by  the  paper,  that  this  question  is  at  least  open  to  argument.  With 
fixed  dams,  it  is  extremely  doubtful,  in  a  river  characterized  by  rapid 
rises  of  such  short  duration,  if  there  will  be  any  open-river  navigation 
at  all;  that  is,  it  will  not  be  practicable  for  boats  to  take  advantage  of 
the  high- water  periods,  and  increase  correspondingly  the  size  and  draft 
of  their  tows,  so  that,  as  a  result,  the  size  of  the  locks  and  the  depth 
on  the  miter-sills  will  be  the  limiting  features  of  the  commerce  of  the 
river.  Consequently,  if,  as  the  author  states,  movable  dams  would 
add  three  months  to  the  season  of  open-river  navigation,  it  appears 
that  the  additional  cost  of  construction  and  for  maintenance  would  be 
fully  justified,  because  the  capacity  of  the  streams  would  be  increased 
sufficiently  thereby  to  offset  fully  any  reasonable  difference  in  the 
original  cost  or  for  maintenance. 

*  For  a  more  complete  discussion  of  the  question  of  improving  non-tidal  rivers,  and 

the  methods  recommended  for  effecting  such  improvement  in  special  cases,  the  reader 

is  referred  to  the  following  published  reports  by  the  vrriter: 

House  Document.  Congress.  Session. 

The  Improvement  of  the  French  Broad  River, 

Tenn No.  616.  56th.  1st. 

The  Improvement  of  the  Mountain  Section,  Ten- 
nessee River "    461.  56th.  1st. 

The  Improvement  of  the  Little  Tennessee  River, 

Tenn "      66.  56th.  2d. 

The  Improvement  of  the  Clinch  River,  Tenn "      75.  .56th.  2d. 

The  Improvement  of  the  Hiwasee  River,  Tenn...          "      77.  56th.  2d. 

Thelmprovementof  the  Holston  River.  Tenn...          "    218.  56th.  2d. 

The   Improvement   of    the     Middle    Tennessee 

River "     50.  57th.  1st. 
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Mr.  Neiies.  It  is  not  thought  by  the  writer  that  the  leakage  or  loss  of  available 
water  would  be  materially  greater  with  movable  dams  than  with  the 
timber  crib  dams  proposed.  It  has  been  shown  by  B.  F.  Thomas,  M. 
Am.  Soc.  C.  E.,*  that  it  was  possible  at  the  needle  dam  in  the  Big 
Sandy  River  at  Louisa,  Ky.,  to  reduce  the  leakage  through  the  navi- 
gable pass,  under  a  head  of  12  ft.,  to  less  than  5^  cu.  ft.  per  second,  or 
less  than  0.04:  cu.  ft.  per  second  per  linear  foot  of  dam.  In  view  of 
the  comparatively  small  low-water  flow  in  the  Big  Sandy  River  (50  cu. 
ft.  per  second)  this  loss  would  be  of  much  greater  relative  importance 
in  that  case  than  a  much  greater  loss  in  the  case  under  consideration. 
The  successful  use  of  movable  dams  on  the  Kanawha  and  Big  Sandy 
Rivers,  and  on  the  Meuse  and  other  European  streams,  of  far  less  low- 
water  discharge  than  the  Warrior,  indicates  clearly  that  leakage  would 
not  prove  as  serious  a  difficulty  in  the  present  case  as  anticipated  by 
the  author. 

Stability  of  the  Walls. — From  an  examination  of  the  text  and  accom- 
panying cuts  (which,  in  the  opinion  of  the  writer,  have  been  so  rediiced, 
condensed  and  abbreviated  for  publication  that  their  usefulness  has 
been  materially  impaired),  it  is  not  evident  that  the  effect  of  submerg- 
ence and  upward  pressure  on  the  base  has  been  considered  in  the 
design  of  the  lock  walls;  doubtless,  these  features  received  considera- 
tion, but,  to  what  extent,  and  how  their  effect  has  been  provided  for, 
is  not  made  clear  in  the  paper.  Under  ordinary  circumstances,  it  is 
customary,  in  the  design  of  retaining  walls  or  dams,  subject  to  water 
pressure,  and  founded  on  solid  rock  or  other  impervious  strata,  to 
neglect  the  effect  of  submergence  and  iipward  pressure  on  the  base, 
on  the  supposition  that  by  careful  workmanship  these  effects  can  be 
reduced  so  that  they  need  not  be  taken  into  consideration.  Eminent 
authorities  are  arrayed  on  both  sides  of  this  question.  In  a  paper 
entitled  "  High  Walls  or  Dams  to  Resist  the  Pressure  of  Water,  "f  by 
the  late  James  B.  Francis,  Past-President,  Am.  Soc.  C.  E.,  occurs  the 
following: 

"  Most  ledges  of  rock  have  seams  in  various  directions  which  admit 
the  passajije  of  water.  If  such  is  the  case  with  the  rock  on  which  the 
wall  we  ar(i  considering  is  built,  we  must  assume  that  the  water  in  the 
seams  is  in  communication  witli  the  water  in  the  reservoir,  and  that 
near  (the  back  edge  of  the  wall  there)  is  an  upward  i)i-essure  on 
the  masonry  equal  to  tin;  head.  *  *  *  The  U})ward  jjressure  nuiy 
also  extend  over  th(!  whole  base  of  the  dam,  naturally  tliminishiug 
toward  tint  loe,  *  *  *  where  it  would  be  zero.  Sni)posing  it  to 
diminish  uniformly  from  (the  back  to  the  toe),  the  avcinige  would 
hi'.  (Mjual  to  that  dn(^  to  half  the  head.  *  *  *  The  center  of  the 
upward  iiressure  will  be  at  *  *  *  one-third  of  th(>  width  of  the  l)ase 
from  (the  back  edge).      *     *     * 

"  It  is  oft(!n  tli(^  caH(!  that  in  ord<M'  to  reach  a  suitable  rock  founda- 
tion a  conHideral>l(!  jjartoftho  height  of  the  wall  is  below  the  permanent 

•  Annua)  H«poit  of  (.'hief  of  EnRineers,  U.  8.  A.,  1898,  p.  2140. 
t  TniniMirtionii^  Am.  Soc.  C.  E.,  Vol.  xix,  j).  147. 
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level  of  the  wftter  in  the  ground.     lu  this  part  of  the  wall  the  effective  Mr.  Nelles. 
weight  per  oiibic  foot  of  the  masonry  is  only  its  excess  above  the  -weight 
of  ft  cubic  foot  of  water." 

In  a  paper  entitled  "Notes  on  High  Masonry  Dams,"*  by  John 
D.  Van  Buren,  M.  Am.  Soc.  C.  E.,  a  strong  argument  is  advanced  in 
favor  of  designing  dams  to  resist  the  probable  upward  pressure  on 
the  base. 

In  discussing  these  papers,  Edward  Wegmann,  M.  Am.  Soc.  C.  E., 
denies  the  necessity  for  providing  against  the  upward  pressure,  other 
than  by  careful  workmanship,  but  admits  that  if  the  water  should 
penetrate  between  the  foundation  and  the  base  it  would  doubtless 
give  rise  to  an  upward  pressure  and  diminish  the  stability  of  the 
wall. 

Joseph  P.  Frizell,  M.  Am.  Soc.  C.  E. ,  says: 

"Engineers  of  standing  have  affirmed  that  in  computing  the 
stability  of  cement  masonry  under  water,  when  it  is  bedded  on  firm 
rock,  the  buoyancy  of  the  mass  should  not  be  considered,  the  water 
being  excluded  from  the  bottom  by  the  mortar.  These  experiments 
(by  Mr.  Francis)  show  that  such  exclusion  is  impossible. " 

E.  Sherman  Gould,  M.  Am.  Soc.  C.  E.,  says: 

"I  think  it  may  be  doubted  if  the  concluding  paragraph  of  Mr. 
Francis'  paper,  regarding  the  loss  of  weight  of  foundations  carried 
below  the  iiermanent  level  of  water,  is  to  be  taken  as  an  unquestioned 
fact.  It  would  of  course  be  safest,  in  such  cases,  to  make  calcula- 
tions on  both  assumptions,  and  take  the  result  which  indicated  the 
heaviest  work." 

E.  A.  Fuertes,  M.  Am.  Soc.  C.  E.,  says: 

"  But  it  cannot  be  admitted  as  a  certainty  that  'an  upward  pressure 
may  be  transmitted  through  the  mortar  to  the  entire  base '  of  the 
dam,  for  such  a  jiressure  could  be  transmitted  only  when  the  entire 
base  is  lilted  from  its  suj^port;  and  iu  this  case  no  pressure  could  be 
exerted  on  the  bed  of  the  foundation.  So  long  as  the  specific  gravity 
of  the  material  of  the  dam  exceeds  that  of  the  water  under  the  ordi- 
nary conditions  of  dams,  direct  contact  and  pressure  must  exist  at 
many  points  of  the  base,  however  irregularly  distributed  or  restricted 
they  may  be  to  small  and  unconnected  areas.  This  fact  points  to  the 
necessity  of  providing  for  increased  surfaces,  to  diminish  the  prob- 
ability of  overloading  the  jioints  of  contact,  thus  increasing  the 
probability  of  making  them  more  numerous." 

A  paper,!  descriptive  of  certain  exj^eriments  by  Messrs.  Broenni- 
man  and  Ross,  shows  clearly  the  existence  of  hydrostatic  pressure  in 
masonry  of  almost  every  description  when  subject  to  a  head  of  water. 
The  effect  of  this  permeability  on  homogeneous  structures  and  founda- 
tions is  not  set  forth  clearly  in  this  paper  or  in  the  paper  by  Mr. 
Francis.  It  is  generally  conceded,  however,  that  the  stability  of  the 
waU  is  to  some  extent  decreased. 

*  Transact ionii.  Am.  Soc.  C.  E.,  Vol.  xxxiv,  p.  493. 

+  Journal  of  the  Western  Society  of  Engineers,  Vol.  ii,  p.  449. 
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Mr.  Neiles.        In  his  "Practical  Designing  of  Retaining  Walls,"  William  Cain, 
M.  Am.  Soc.  C.  E. ,  writes  as  follows : 

"  As  water  often  saturates  the  filling,  and  perhaps  gets  under  the 
wall,  we  must  consider,  in  certain  cases,  water  pressure  in  connection 
with  the  thrust  of  the  backing.  *  *  *  jf  ^\^q  ^^11  is  founded 
on  a  jjorous  stratum,  the  weight  of  masonry  is  similarly  reduced 
(when  submerged)  by  62.4  lbs.  per  cubic  foot,  or,  say  one-half,  ordi- 
narily; but  if  the  foundation  is  rock  or  good  clay  '  there  is  no  more 
reason  why  water  should  get  under  the  wall  than  that  it  shoiild  creep 
through  any  stratum  of  well  constructed  masonry  or  puddle  dam,'  as 
Mr.  Baker  has  observed." 

From  a  review  of  the  authorities  quoted,  and  others,  it  is  seen 
that,  however  much  engineers  may  differ  m  regard  to  the  effect  of 
submergence  and  upward  pressure  on  walls  resting  on  an  impermeable 
foundation,  they  are  practically  in  accord  as  to  the  necessity  for 
considering  their  efi'ect  when  the  foundation  is  permeable. 

In  the  case  under  consideration,  where  the  walls  are  all  founded 
on  a  permeable  stratum  of  sand  or  gravel,  and  are  dependent  entirely 
upon  two  rows  of  sheet-piling  to  cut  off  the  water,  there  seems  to  be 
no  room  (whenever  there  is  a  head  of  water)  to  doubt  the  existence  of 
an  upward  pressure  on  the  base,  and  these  designs  have  recognized 
the  existence  of  such  a  pressure  by  providing  openings  through  the 
wooden  floor  to  relieve  it. 

Testing  the  stability  of  the  river  wall  (Section  F-F,  Fig.  6),  for  a 
head  of  water  of  17  ft.  on  the  outside,  when  the  lock  chamber  is 
empty,  considering  the  upward  water  pressure  on  the  base  and  the 
downward  as  well  as  the  horizontal  water  pressure  on  the  back,  and 
assuming  the  wall  to  be  30  ft.  high,  6  ft.  wide  on  top  and  12.25  ft. 
wide  on  the  base,  with  sloping  back,  it  is  found  that,  for  a  weight  of 
140  lbs.  per  cubic  foot  for  the  masonry,  the  factor  of  safety  against 
overturning  is  2,  instead  of  6,  as  stated  by  the  author,  and  that  the 
center  of  i)ressure  falls  about  1.25  ft.  beyond  the  outer  limit  of  the 
middle  third  of  the  base,  or  at  about  the  inner  limit  of  the  outer  fifth 
of  the  base.  According  to  Trautwine  and  others,  these  are  safe  con- 
ditions for  well-constructed  retaining  walls,  but,  according  to  the 
generally  accepted  conditions  of  stability,  viz.,  that  the  center  of 
pressure  shall  fall  within  the  middle  third  of  the  base,  and  the  factor 
of  safety  against  overturning  shall  not  be  less  than  15  for  walls  of  this 
description,  subject  to  water  pressure  and  to  sudden  shocks  and  jars, 
it  appears  that  a  suHiciieut  margin  of  safety  has  not  been  provided. 

It  is  the  writer's  oijinion  that  a  much  more  trying  condition  of 
pressure  against  this  wall  will  be  found  to  exist  during  floods,  when 
the  lock  is  nearly  full  of  water  and  the  pressure  is  outward.  The 
data  are  not  given  for  an  e.xact  determination  of  tliis  cjuestion,  biit, 
assuming  tlie  difroreiu^e  in  level,  at  the  time  the  walls  Hr(>  Hooded,  to 
he  2.5  ft.,  and  that  this  difference  increases   i)roi)ortiouately  up  to 
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10  ft.  as  the  river  falls,  aud  calculating  the  stability  of  the  wall  for  Mr.  Nelles. 
the  varioxis  changes  in  the  pool  levels,  it  is  foiiud  that  the  most  trying 
condition  of  pressure  w-ill  exist  when  the  water  level  in  the  lock  is  at 
Elevation  90  and  in  the  river  at  Elevation  93.8.  For  this  condition  it 
is  found  that  the  factor  of  safety  against  overturning  is  only  1.G4, 
and  that  the  center  of  pressure  is  about  1.35  ft.  beyond  the  outer 
limit  of  the  middle  third  of  the  base.  If  the  actual  cross-section  of 
the  wall  is  used  in  calculating  its  stability,  thus  increasing  the  head 
of  water  by  1  ft.  and  the  width  of  the  base  by  2  ft.,  it  is  found,  for  the 
conditions  of  pressure  above  stated,  that  in  both  cases  the  factors  of 
stability  will  be  less  than  shown  by  the  preceding  calculations. 

From  these  considerations  it  appears  that  this  wall  is  safe,  although 
the  factors  for  the  most  trying  conditions  of  j^ressure  are  not  as  great 
as  the  best  practice  demands  for  walls  subject  to  shocks  or  jars  from 
any  cause,  or  where  great  interests  would  be  jeopardized  by  a  failure. 

Testing  the  stability  of  the  land  wall,  which  is  taken  as  30  ft.  high, 
6  ft.  wide  on  top  and  16  ft.  wide  on  the  base,  with  five  2-ft.  steps  on 
the  back  (Section  F-F,  Fig.  6),  for  the  case  where  the  lock  is  empty 
and  the  head  of  water  behind  the  wall  is  17  ft.,  assuming,  as  is  the 
general  practice,  that  the  wall  will  be  called  upon  to  resist  the  com- 
bined action  of  the  earth  and  water  pressures,  estimated  sejjarately, 
and,  in  atldition,  an  upward  pressure  on  the  base  due  to  the  head  of  17 
ft.,  and  calculating  the  earth  pressure  by  the  Rankine  formula,  using 
a  natural  earth  slope  of  30°  and  a  weight  of  120  lbs.  per  cubic  foot,  it 
is  found  that  the  factor  against  overturning  is  1.6,  and  that  the  center 
of  pressure  falls  2.3  ft.  beyond  the  outer  limit  of  the  middle  third  of 
the  base.  For  earth  pressure  alone  the  factor  against  overturning  is 
2.8,  and  the  center  of  pressure  falls  close  to  the  outer  limit  of  the 
middle  third  of  the  base. 

The  writer  has  frequently  had  occasion  to  test  the  stability  of  gate 
abutment  walls,  and  has  found  almost  invariably  that  the  dimensions 
of  such  walls  as  fixed  by  a  consideration  of  the  room  required  for 
operating  machinery  and  for  culverts,  provided  ample  weight  and 
stability  to  resist  safely  the  external  forces  acting  on  them.  In  the 
present  case,  taking  the  lower  river  abutment,  and  assuming  a  length 
of  30  ft.  to  resist  the  thrust  of  the  gate,  for  the  condition  of  pressure 
for  which  the  river  wall  was  tested,  i.  e.,  water  in  the  lock  chamber  at 
Elevation  99,  and  outside  the  chamber  at  Elevation  93.8,  it  is  found 
that  the  factor  against  overturning  is  3  and  against  sliding  is  nearly  4. 

SiU  Failures.  — One  of  the  most  fruitful  sources  of  accident  to  locks 
is  found  in  the  lifting  or  failure  of  the  miter-sills,  due  to  insuflScient 
weight  or  fa.stening.  In  this  country,  the  most  notable  examples  of 
accidents  from  this  source  that  have  come  to  the  writer's  notice  are 
as  follows: 

At  the  Louisville  and  Portland  Canal  locks,  in  1891,  before  the 
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Mr.  Nelles.  canal  had  been  opened  for  traffic,*  under  a  head  of  9^  ft.,  the  upper, 
middle  and  lower  gate-sills  failed  in  rapid  succession  by  lifting.  The 
sills  were  composed  of  large  blocks  of  stone,  6  x  6  x  2  ft.,  laid  in 
cement  mortar  on  bed-rock,  but  not  bolted.  After  the  accident  it 
was  discovered  that  the  bed-rock  was  full  of  seams,  and  had  been 
shattered  badly  in  preparing  it  for  the  foundation.  The  repairs  were 
made  quickly  and  successfully  by  bolting  the  sill  stones  to  the  bed-rock 
with  2in.  fox-wedged  bolts  of  considerable  length. 

At  the  Des  Moines  Kapids  Canal,  in  1877,  after  having  been  in 
operation  for  one  month,  it  was  discovered  that  the  coping  courses  of 
the  lift  walls  and  the  lower  sills  of  the  middle  and  lower  locks  had 
lifted  from  1  to  3  ins.,  under  the  pressure  due  to  a  head  of  11  ft. 
When  the  locks  were  pumped  out  for  repairs  it  was  found  that  the 
primary  cause  of  the  failure  was  the  imperfect  loading  of  the  holding- 
down  bolts.  The  sills  of  all  the  locks  on  this  canal  were  immediately 
strengthened  and  repaired  by  means  of  If-in.  fox-wedged  bolts,  ex- 
tending well  down  into  the  bed-rock,  and,  while  the  bolts  were  still 
hot,  the  holes  were  poured  full  of  melted  sulphur.  It  is  understood 
that  these  repairs  were  eflfective,  and  that  no  further  trouble  has  been 
experienced  from  this  cause. f 

At  the  new  800-ft.  lock  at  Sault  Ste.  Marie,  in  September,  1895, 
before  the  lock  was  opened  to  navigation,  it  was  found  that  the  coping 
of  the  upper  guard-gate  miter-sill  rose  2J  ins.  under  the  pressure  due 
to  a  head  of  14^  ft.  of  water.  No  reason  is  given  for  the  failure,  and 
the  damage  was  immediately  repaired  l)y  re-setting  the  stones  and 
making  them  fast  with  one  hundred  IJ-in.  fox-wedged  bolts,  set  in 
rich  mortar.  The  other  sills  at  this  lock  were  also  re-bolted  and  made 
much  more  secure  thau  was  originally  thought  necessary.  J  Consider- 
able difficulty  was  also  experienced  at  this  lock  by  reason  of  the  lifting 
of  the  floor  and  culvert  timbers  when  under  pressure.  This  difficulty 
was  remedied  by  the  use  of  IJ-in.  fox-wedged  bolts  of  i)ro2)er  length. 
In  connection  with  these  repairs,  a  great  many  tests  and  experiments 
were  made  to  determine  the  holding  power  of  anchor  bolts  set  in 
cement  mortar.^  The  results  of  these  tests  may  be  stated  briefly  as 
follows:  Tlie  adhesion  of  1  to  1  Portland  cement  mortar  to  hammered 
Ijar-iron  varied  from  42  to  152  lbs.  per  square  inch,  in  six  mouths. 
The  adhesion  of  1  to  2  Portland  cement  mortar  to  1-iu.  round  iron 
rods,  imbedded  from  1  to  i)  ins.,  varied  from  2;)()  to  ;}5()  lbs.  i)er  square 
inch,  in  one  month.  Tests  made  with  limestone  screenings  instead  of 
sand  in  the  mortar  gave  results  nearly  double  those  above  stated. 
The  tests  made  seem  to  indicate  that  the  adhesion  per  stjuare  inch  is 
indoixmdent  of  the  area  in  contact,  whether  due  to  the  depth  imbedded 
or  to  the  size  of  the  rods. 


•Annual  Hi-uml  ol    Clncl    ..I    Ijirmc.  r  s,  I'    S    A.,    1872,  p.  400. 

•■  ■  .' .      '    '■■    ■■ ■:    -^    A      1877,  p.  78«. 

,  IHUfi,  p.  27H7. 
ltl«5,  p.  2917. 
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At  the  Muscle  Sboals  Canal,  in  Northern  Alabama,  the  same  trouble  Mr.  Nellea. 
•was  found  at  all  the  looks  where  the  lift  exceeded  8  ft.  The  siU  stones 
are  generally  6x  6ft.,  and  2.5  ft.  thick,  set  in  mortar  on  bed-rock  and 
partially  bolted.  No  serious  accidents  have  ever  resulted  at  these 
locks  from  this  cause,  and  the  repairs  have  been  effected  by  re-bolting 
the  disturbed  sill  stones  and  grouting  with  rich  mortar. 

In  view  of  these  somewhat  general  defects  in  lock  design  or  con- 
struction, the  writer  is  of  the  oi^inion  that  some  special  provision,  not 
indicated  on  the  plans,  will  be  necessary  to  assure  the  safety  of  the 
gate  and  coffer-dam  sills  in  the  design  now  under  discussion. 

Gates,  Valres  and  Culverts. — The  adoption  of  the  methods  advanced 
by  the  United  States  Deep  Waterways  Commission  in  the  design  of 
these  gates  should  make  them  an  example  of  the  most  advanced  ideas 
in  structures  of  this  kind,  and  it  is  to  be  regretted  that  the  author  has 
not  gone  deeper  into  the  details  of  the  design,  and  given  the  dimen- 
sions, conditions  of  pressure  and  size  of  parts  on  the  drawings.  The 
method  of  operation  and  the  details  of  the  gates  have  been  worked 
out  in  a  highly  ingenious  manner. 

The  exact  design  of  the  gates  for  locks  of  this  description,  where 
the  conditions  of  pressure  are  constantly  changing,  is  much  more  dif- 
ficult and  complicated  than  the  design  of  gates  where  the  pressure 
conditions  can  be  considered  constant,  as  for  instance  in  the  case  of 
the  Deep  Waterways  Commission  locks.  In  cases  like  the  present 
one,  where  the  pool  levels  are  constantly  changing  with  the  stage  of 
the  river,  each  part  should  be  designed  especially  for  the  most  trying 
condition  of  pressure  that  can  come  on  it,  and  it  is  not  unusual  to 
find  that  this  condition  is  different  for  each  member  in  the  gate;  con- 
sequently, it  is  not  possible  to  design  such  a  gate  with  reference  to  its 
rigidity,  as  advocated  by  Captain  Hodges  in  his  work  on  ' '  Mitering 
Lock  Gates,"  but  rather  wdth  reference  to  a  given  unit  stress  under 
the  maximum  load. 

The  variation  between  the  actual  and  theoretical  stress  in  lock 
gates,  as  determined  by  the  usual  methods  of  calculation,  and  the 
effect  of  the  vertical  members  in  distributing  the  stress  through  the 
gate,  is  well  illustrated  by  certain  observations  made  in  1898  by  Sydney 
B.  WiUiamson,  M.  Am.  Soc.  C.  E.,  at  Lock  6  of  the  Muscle  Shoals 
Canal.  These  observations  consisted  in  measuring  the  actual  deflec- 
tion of  the  horizontal  girders  in  the  lower  gate  at  Lock  6,  with  the 
lock  full  and  the  lower  pool  empty.  This  gate  is  made  up  of  15-in., 
o3-lb.,  rolled  I-beams,  34.6  ft,  long,  for  horizontal  girders,  spaced  as 
shown  in  Table  No.  8.  The  gate  is  sheathed  on  the  up-stream  side 
with  J-in.  plates,  which  extend  in  unbroken  sheets  from  top  to  bottom 
of  the  gate,  with  J  x  12-in.  cover  plates  at  all  joints,  and  is  stiffened  by 
means  of  four  diagonal  9-in.,  I-beams,  weighing  25  lbs.  per  foot, 
arranged  in  the  form  of  an  inverted  W,  riveted  on  the  back  of  the 
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Mr.  Neiies.  gate.  The  quoin  and  miter-posts  ai-e  fastened  to  the  sheathing  and  tip- 
stream  flange  of  the  horizontal  girders  in  such  a  manner  that  they  all 
act  together. 

TABLE  No.  8. 


(1) 

(3) 

(3) 

(4) 

(5) 

(6) 

C) 

Feet. 

Pounds. 

Pounds. 

Inches. 

Inches. 

Pounds. 

Pounds, 

0.21 

30 

808 

0.07 

0.56 

6  315 

234 

4.22 

880 

23  725 

2.10 

0.94 

lOOOC 

393 

6.86 

1  210 

32  622 

2.892 

1.125 

12  086 

470 

9.85 

1670 

45  024 

3.99;J 

1.125 

12  686 

470 

12.29 

1  825 

49  203 

4  303 

1.06 

11  953 

443 

14.60 

2  060 

55  539 

4.925 

0.75 

8  457 

313 

16.81 

2  220 

59  853 

5.307 

0.63 

7  104 

263 

17.81 

Top  of 

sill. 

18.82 

1  430 

38  554 

Bottom    of 

gate. 

Table  No.  8  shows:  (1)  the  head  of  water  on  the  horizontal  girders, 
i.  e. ,  the  depth  of  the  girders  below  the  level  of  the  upper  pool;  (2) 
the  load  per  linear  foot  on  each  horizontal  girder,  calculated  on  the 
assumption  that  the  gate  has  no  vertical  rigidity,  and  that  the  jiressure 
on  the  sheathing  due  to  the  head  is  transmitted  to  the  nearest  hori- 
zontal girder;  (3)  the  corresioonding  maximum  unit  stress  in  the 
horizontal  girders,  on  the  supposition  that  they  carry  all  the  press- 
ure, and  neglecting  the  effect  of  the  thrust  in  the  horizontal  girders; 
(4)  the  calculated  maximum  deflection  corresponding  to  the  maximum 
unit  stress  given  in  Column  3;  (5)  the  actual  measured  deflection  of 
the  horizontal  girders;  (6)  the  calculated  maximum  unit  stress  corre- 
sponding to  the  measured  deflection,  neglecting  the  effect  of  the  trust 
in  the  horizontals,  and  assuming  that  the  girders  receive  no  assistance 
from  the  sheathing;  (7)  the  calculated  load  per  linear  foot  corre- 
sponding to  the  deflection  and  unit  stress  given  in  Columns  5  and  6. 

Under  the  usual  assumptions  and  methods  of  calculating  the  stress 
in  gates  of  this  kind,  it  appears  from  Column  3  that  this  gate  is  abso- 
lutely unsafe,  and  is  strained  beyond  the  elastic  limit,  yet  the 
measured  deflections  and  the  actual  condition  of  the  gate  show  that 
such  is  not  the  case. 

By  assuming  the  sheathing  to  act  with  the  compression  flange  of 
the  horizontal  girders,  and  the  compression  due  to  thrust  in  the 
girders  to  offset  the  excessive  tension  in  the  other  flange,  the  cal- 
culated stress  can  be  reduced  to  safe  limits;  but  it  is  not  possible,  by 
any  reasonable  assumi)tion,  to  reduce  the  calculated  stress  to  the 
figures  corres))ondiiig  to  the  measured  deflection. 

Poiiutr  to  MdiDutvc.r  Lock  (idlcti. — 'J'lu*  rcisistancc  to  be  overcome  in 
man<!UV(;riiig  lock  gates  is  made  up  of  the  frictional  resistani'e  of  the 
bearings,  the  wind  j^ressure  against  the  exi)osed  surface  of  the  gate^ 
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and  the  resistance  dne  to  the  dynamic  pressure  of  the  water.  All  of  Mr.  Nelles. 
these  resistances  can  be  calculated  with  reasonable  certainty  for  given 
conditions.  Under  conditions  requiring  the  operations  of  the  lock 
gates  while  the  wind  is  blowing  15  miles  or  more  per  hour,  it  is 
usually  found  that  this  is  a  source  of  far  the  greatest  resistance  to 
be  overcome,  and  that  machinery  designed  to  overcome  the  resistance 
due  to  wind  pressure  will  be  more  than  sufficient  under  all  ordinary 
circumstances. 

In  the  study  of  the  power  plant  for  the  lift  lock  of  the  Colbert 
Shoals  Canal,  the  writer  found  the  probable  maximum  force  required 
to  maneuver  the  gates  to  be  made  up  as  follows: 

Dynamic  resistance 15  per  cent. 

Wind  resistance  ^30  miles  per  hour) 75        " 

Frictional  resistance 10        " 

The  actual  power  required  depends  upon  the  method  of  applica- 
tion, the  character  of  the  bearings  and  contact  surfaces,  and  the  time 
allowed  for  the  operation,  and  may  vary  from  that  exerted  by  one 
man  through  simple  and  inexpensive  appliances  to  40  and  50  H.-P. 
exerted  through  exjiensive  and  complicated  steam,  hydraulic  or  elec- 
tric motors. 

At  the  Canadian  "  Soo  "  Lock,  one  25-H.-P.  electric  motor  is  pro- 
vided for  each  37x  40-ft.  gate  leaf,  and  one  similar  motor  for  each  pair 
of  8  X  8-ft.  butterfly  valves. 

At  the  American  "  Soo"  Lock,  a  total  of  150  H.-P.  is  provided  to  ^ 

operate  the  hydraulic  motors  for  four  40  x  50-ft.  gate  leaves  and  four 
8  X  10-ft.  culvert  valves. 

At  the  Cascade  Locks,  Ore.,  where  the  machinery  is  operated  by 
direct  water  pressure,  it  was  found  that  an  actual  expenditure  of  10, 
H.-P.  was  necessary  to  open  one  40  x  50-ft.  leaf  weighing  125  tons. 
and  under  ordinary  circumstances;  and  the  oiiening  of  the  10  x  10-ft. 
culvert  valves  required  an  expenditure  of  18  H.-P. 

The  gates  at  Lock  "A"  of  the  Muscle  Shoals  Canal  are  operated 
by  special  hydraulic  engines  of  unusual  form  and  construction.  In 
these  engines  the  water  pressure  is  apphed  against  the  sides  of  a  small 
vane  or  fin,  9  x  18  ins.,  fastened  to  the  quoin  post  in  the  extension  of 
the  axis  of  the  gates,  and  working  in  a  fan-shaped  box  arranged  so  as 
to  allow  the  application  of  the  pressure  on  either  side  of  the  vane. 

The  lower  gates  are  18  x  37  ft.,  and,  when  the  wind  is  not  high, 
can  be  opened  and  closed  in  1|  minutes  under  70  lbs.  pump  pressure. 
Under  less  favorable  circumstances  a  pressure  of  150  lbs.  is  often  re- 
quired to  start  the  gates.  This  api^liance  has  not  proved  i^erfectly 
satisfactory  on  account  of  the  frequent  breakage  of  the  operating  vane 
or  fin.* 

♦Illustrations,  showing  the  details  of  these  engines,  may  be  found  in  the  Annual 
Report  of  the  Chief  of  Engineers,  U.  8.  A.,  1890,  sheet  111,  p.  2126. 
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Mr.Nelles.  Culverts. — The  considerations  bearing  on  the  designs  of  culverts  for 
filling  and  emptying  locks  are  quite  fully  set  forth  in  the  recent  report 
of  the  United  States  Deejj  Waterways  Commission,  and  in  that  report 
reference  is  made  to  the  wide  variation  in  the  coeflBcient  of  discharge 
through  lock  culverts,  due  to  the  shape  and  design  of  culverts. 

Table  No.  9  shows  some  rather  crude  observations,  made  at  the 
Muscle  Shoals  Canal,  which  are  of  some  interest  and  value  in  this  con- 
nection. It  gives  the  coefficient  of  discharge,  for  both  filling  and 
emptying  locks  of  the  usual  workmanship,  through  culverts  designed 
without  special  refei-ence  to  ease  of  flow. 

TABLE  No.  9. 
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Feet. 

Seconds. 

Square  feet. 

1. 

18  21b 
18  216 
17  672 
17  676 
17  974 

3.35 
7.2 
11.4 
10.35 
11.8 

300 
420 
540 
600 
600 

300 
480 
720 
540 
540 

44.56 

38.72 

40 

40 

44.56 

62.2 
74.9 
68.9 

58.4 
57.6 

62  2 

2 

65  5 

3 

51  6 

4 

64  9 

5 

64 

6 

17  960 
17  980 
17  980 
18113 

12 

11.6 
9.8 
6.3 

660 
540 
450 
300 

480 
450 
480 
360 

44.56 
44.56 
44.56 
44.56 

.52.8 
63.5 
70 
86.8 

72  5 

7 

76.2 

8 

65  6 

9 

70.7 

The  time  given  in  the  table  begins  with  the  opening  of  the  culvert 
valves  and  ends  when  the  gates  could  be  freely  opened. 

All  of  these  locks,  excej^t  Nos.  2  and  3,  have  two  short  filling  and 
emptying  culverts,  about  4  x  6  ft.,  built  in  the  gate  abutments  around 
the  gates.  Locks  2  and  3  have  single  6  x  8-ft.  culverts.  The  valves 
in  the  culverts  reduce  the  area  to  that  given  in  the  table. 

Size  and  Capacltj/  of  the  Locks. — At  first  sight  it  seems  that  the  locks 
are  of  insufficient  size  (52  x  282  ft.),  to  accommodate  a  large  traffic, 
but,  by  an  analysis  of  the  conditions  and  methods,  it  can  be  shown 
that,  under  favorable  circumstances,  the  system  will  have  a  sufficient 
cai)acity  to  handle  between  H  000  000  and  10  000  000  tons  of  coal  down 
stream  per  annum,  in  addition  to  (tarrying  the  cni])ty  barges  back  and 
taking  care  of  the  j)robablc  inland  commerce.  This  is  more  than  the 
present  coal  traffic  on  the  Missis8ij)i)i  lliver,  and  is  jirobably  more  than 
the  Warrior  system  will  be  called  on  to  carry  for  a  great  many  years, 
and  possibly  more  than  the  North  Alabama  coal  fields  will  bo  able  to 
l)roduce. 
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In  oonolusiou,  the  writer  Anslies  to  disclaim  all  intention  to  criti-  Mr.  Nelles. 
cize  the  improvement  or  designs  described  by  the  author,  but  offers 
these  remarks  simply  as  a  discussion  of  the  questions  opened  up  by 
the  paper. 

Edward  P.  North,  M.  Am.  Soc.  C.  E. — Neglecting  the  technical  Mr. North, 
portion  of  Mr.  McCalla's  valuable  and  interesting  paper,  and  turning 
attention  to  the  economic  questions  developed,  occasion  is  taken  to 
reiterate  the  opinion  that  unless  a  waterway  is  improved  in  such  a 
manner  as  to  pass  boats  of  a  burden  at  least  equal  to  that  of  freight 
trains  on  parallel  railroads,  such  an  improvement  will  fail  of  its  full 
economic  service.  In  other  words,  the  improvement  of  a  water- 
course may  be  of  doubtful  value  unless  it  is  on  so  ample  a  scale 
as  to  develop  new  industries  and  sources  of  freight  by  offering  such 
low  rates  for  transi^ortation  that  commodities  otherwise  unsalable 
can  be  produced  and  brought  to  market  with  profit. 

Through  such  a  service  consumers  receive  a  double  benefit  in  the 
reduction  in  price,  due  both  to  increased  supply  and  the  reduction  in 
cost  of  transportation;  much  labor  and  capital  is  profitably  utilized  in 
production  that  would  otherwise  be  idle,  and  railroads  find  their  traffic 
and  profits  augmented  by  increased  receipts  from  passengers  and 
package  freights.  A  smaller  waterway,  however,  may  be  valuable  in 
reducing  freight  rates  on  competing  railroads,  as  set  forth  in  reference 
to  the  Erie  Canal  by  the  late  Albert  Fink,  Past-President,  Am.  Soc.  C. 
E.  But  any  such  reduction,  advantageous  as  it  may  be  for  producers 
and  consumers,  may  be  made  to  the  loss  of  net  income  by  the  railroad, 
unless  it  is  so  radical  as  to  develop  new  industries. 

The  history  of  the  traffic  through  and  past  the  "Soo"  may  be  as 
instructive  as  to  the  value  of  large  channels  for  transportation  as  any 
known.  The  last  report  of  Colonel  G.  J.  Lydecker,  on  "Lake  Com- 
merce Passing  through  Canals  at  Sault  Ste.  Marie,  Michigan  and 
Ontario,  for  1901,"  gives  data  from  which  Table  No.  10  has  been  made. 

TABLE  No.   10.— "Soo"  Traffic. 


Year. 

Tons  of  freight. 

Aggregate  value. 

Value  per  ton. 

1851 

12  600 

88  000 

585  000 

1568  000 

8  889  000 

28  403  065 

1  675  000 

6  000  000 

13  00!)  000 

30  000  000 

128  000  0(X) 

289  916  865 

$1.33.00 
68.00 
22  00 

1861 

1871 

1881 

19  00 

1891 

14  50 

1901 

10.21 

That  is,  in  18-51,  without  a  canal,  the  produce  of  that  country  could 
not  be  brought  to  market  unless  its  average  value  was  .fl33.  Fifty 
years  later,  with  a  canal,  an  average  value  of  $10.21  brought  more 
than  2  200  times  as  much  freight  to  market. 
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Mr.  North.  It  will  be  remembered  that  the  canal  was  opened  in  1855  with 
double-lift  locks,  having  11^  ft.  on  their  miter-sills,  built  under 
charter  from  the  State  of  Michigan.  In  1881  a  single-lift  lock,  with 
17  ft.  on  its  miter-sills,  was  built  by  the  General  Government.  In  1895 
the  Canadian  lock,  with  20  ft.  on  its  miter-sills,  was  opened,  and  in  1896 
another  lock  by  the  United  States  Government,  known  as  the  Poe  lock, 
was  opened  to  traffic,  with  21  ft.  on  its  miter-sills. 

It  will  be  noticed  immediately  that  up  to  1871  the  canal  was  doing 
an  immense  and  rapidly  increasing  service  to  the  country  by  increasing 
the  commodities  brought  to  market  and  decreasing  the  cost  at  which 
they  could  be  offered  to  consumers.  But  between  1871  and  1881  there 
was  a  marked  slackening  in  the  public  value  of  the  canal,  both  as  to 
quantity  carried  and  reduction  in  value  of  freight,  followed,  after  the 
last- mentioned  date,  by  an  increasing  value  in  its  services.  During  the 
decade  ending  with  1881,  or,  more  exactly,  during  its  last  half,  the 
limiting  depth  of  the  miter-sills  in  the  "State  locks"  prevented 
jirofitable  competition  with  the  railroads,  and  Lake  commerce  was 
diminishing.  But,  opening  the  17-ft.  lock  and  the  concurrent  deepen- 
ing of  the  Lake  channels  has  resulted  in  the  growth  indicated. 

This  relation  between  traffic  and  the  capacity  of  its  channels  is  ably 
discussed  in  the  "Report  of  the  Committee  on  Canals  of  New  York 
State,  1899,"  made  to  Governor,  now  President,  Roosevelt.  Commenc- 
ing on  page  196,  it  says: 

"In  1875  the  ti)tal  tonnage  on  the  lakes  was  nearly  600  000  tons. 
*  *  *  The  traffic,  as  estimated  by  entrances  and  clearances  at  American 
ports,  was  for  that  year  about  15  000  000  tons. 

"This  develojjment  had,  however,  been  secured  without  any  ma- 
terial increase  in  the  size  of  tlie  vessels  in  use — a  limit  being  placed  on 
size  by  the  dei)th  of  water  in  the  harbors  and  in  the  channels  connect- 
ing Lake  Erie  and  Lake  Superior  with  Ijake  Huron-Michigan.  By 
1875  the  advance  in  railroad  construction  and  management  had  reached 
a  i)oint  which  enabled  the  railroads  to  comi)ete  with  the  lake  vessels; 
and  when  to  this  was  added  tlie  railroad  rate  wars  of  the  next  few  years 
there  was  not  only  a  cessation  of  increase  in  lake  commerce,  but  a 
positive  decline  l)oth  in  equipment  and  traffic.  New  construction  of 
vessels,  which  had  rcacdied  as  high  as  T.)  (K)0  tons  in  1874,  was  only 
7  000  tons  in  1H77,  and  averaged  only  11}  000  tons  a  year  for  th(>  live 
years  ending  in  l^s,S().  In  the  latter  year  all  the  vossel.s  on  the  lakes 
aggregated  only  560  000  tons,  JJO  000  less  than  live  years  befcn'e. 

"The  b(!giuuing  of  the  new  decade  marked  a  significant  revival  in 
lake  commei'ce,  which  cannot  be  disconnected  from  the  imi)rovemout8 
in  lake  harbors  and  channels  undertaken  by  the  national  govern- 
ment. The  most  important  work  brought  to  c()nii)l(>tion  at  this  time 
was  the  opening  of  tlm  shij)  (^anal  with  an  18-ft.  draft,  which  took  the 
place  of  the  10-ft.  canal  and  locks  maintained  by  theStateof  Michigan 
at  Sanlt  St(i.  Marie." 

IMacing  th(!  depth  at  10  ft.  is  an  unfortunate  misprint.  On  page 
301  of  the  Rej)ort  of  the  (!hief  of  Engineers  for  1881,  we  read: 

"A  d(!pth  of  about  11  ft.  6  ins.  (-ould  be  carried  -through  the 
channel  betwe(;u  Lakes  Superior  and  Huron  when  the  Government 
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l^esian  its  im]>rovement  in  1870    *     *     *    to  construct  a  new  lock  with  Mr.  North. 
a  sinjjle  lift   of  18  ft.  and  a  capacity  of  515  x  80  ft.,  for  a  draught  of 
17  ft.' 

And  it  adds  that,  up  to  that  time,  the  expenditures  had  only  re- 
sulted in  greater  speed.  In  the  same  report  for  1882,  page  2358,  Major 
Weitzel  says  that  the  conditions  of  the  land  grant,  by  the  aid  of  which 
the  State  of  Michigan  built  the  canal,  called  for  a  depth  of  water  of  12 
ft.,  and  he  states  that  the  canal  had  a  depth  of  12  ft.  at  mean  stage. 

Incidentally,  Major  Weitzel  ebtimates  a  fair  freight  rate  per  ton- 
mile  on  iron  ore  through  the  State  Canal  as  2.8  mills.  The  average 
freight  rate  on  all  commodities  returned  for  1887  was  2.3  mills,  and, 
with  the  facilities  oflfered  by  enlarged  channels,  the  average  freight 
rates  have  been  less  than  1  mill,  while  the  freight  on  iron  ore  for  1901 
was  0.78  mill  per  ton -mile. 

Continuing,  the  report,  after  calling  attention  to  the  increase,  both 
of  tonnage  and  in  the  size  of  vessels  built,  on  the  opening  of  the  deeper 
lock,  says: 

"  The  increase  of  shipi3ing  was,  of  course,  but  the  accompaniment 
of  the  increase  of  traffic.  In  1885  the  record  of  entrances  and  clearances 
at  the  United  States  ports  on  the  lakes  showed  a  traffic  of  19  200  000 
tons;  by  1890  this  had  almost  doubled,  reaching  the  figiire  37  500  000 
tons,  about  9  000  000  tons  of  which  i^assed  through  the  St.  Mary's 
Falls  canal.  Bv  1896  the  total  traffic  was  52  000  000  tons,  and  in  1898 
62  500  000  tons,  18  OOU  000  tons  passing  through  the  St.  Mary's  Falls 
canal." 

This  is  followed  by  an  estimate  of  60  000  000  tons  as  the  total  freight 
movement  on  the  Lakes  for  1898.  Most  of  the  figures  given  above  are 
reiterated  in  diagrams  and  tables  incorporated  in  the  text  of  the 
report. 

Increasing  a  decaying  traffic  of  15  000  000  tons  in  1875  to  62  500  000 
in  1898  is,  as  set  forth  in  the  report  quoted,  so  plainly  the  result  of 
increasing  the  maximum  possible  draft  of  vessels  from  11^  to  17  and 
20  ft.  as  to  cause  doubts  if  those  calling  for  a  10-ft.  navigation  through 
New  York  State  as  improving  its  water  routes  "to  the  utmost  limit 
of  which  it  is  capable,"  have  ever  seen  the  report  of  the  Committee  on 
Canals,  or  know  that  the  Canadian  canals,  with  14  ft.  on  their  miter- 
siUs,  have  been  unable  to  effect  serviceable  economies  in  transporta- 
tion. 

With  the  increase  of  freightage  through  the  "  Soo,"  the  develop- 
ment of  the  country  directly  tributary  to  and  feeding  this  route  has 
been  marked.  Taking  the  "  Upper  Peninsula  "  of  Michigan,  Wiscon- 
sin, Minnesota  and  the  Dakotas,  the  following  figures  are  from  census 
returns  for  the  years  named: 

1850.  1880.  1900. 

Population 317  013        2  315  477  4  802  585 

Value  of  farms 26  870  511     575  109  958     1  783  498  355 
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Mr.  North.  It  cannot  be  claimed  tliat  all  of  this  increase  in  population  and 
farm  values  is  due  to  the  cheap  transportation  offered  by  the  Lake 
route,  though  it  will  be  readily  admitted  that  it  has  been  an  imjiortant 
factor  in  the  development  of  those  States. 

The  development  of  our  iron  and  steel  industry,  however,  is  uni- 
versally admitted  to  be  dependent  on  this  water  route.  In  1855,  the 
year  the  canal  was  opened,  the  Hon.  A.  S.  Hewitt  made  a  generally 
accepted  estimate  that  the  world's  production  of  pig  iron  was  7  000  000 
tons.  Of  this  amount  the  United  States  contributed  700  159  tons,  or 
10  per  cent.  In  that  year  1  447  tons  of  iron  ore  were  carried  through 
the  Canal.  In  1880,  677  073  tons  of  iron  ore  passed  through  the  lock 
at  the  ' '  Soo  ";  the  total  production  of  pig  iron  is  estimated  at  17  950  000, 
and  the  United  States  contributed  3  835  191  tons,  or  21.3^o  of  the 
total.  For  1900  Mr.  Swank  estimates  the  total  production  at  40  400  000 
tons,  of  which  the  United  States  made  13  789  242  tons,  or  34. 19^',  and  that 
season  16  443  568  tons  of  ore  went  down  the  Lakes  through  the  locks 
at  the  "  Soo."  And  it  seems  reasonable  to  predict  that  if  a  convenient 
waterway  between  Duluth  and  New  York  Harbor,  with  21  ft.  depth, 
could  be  secured,  as  asked  by  the  various  Deep  Waterways  Con- 
ventions, within  ten  years  the  United  States  would  be  making  fully 
60%  of  the  world's  output  of  pig  iron. 

The  service  done  to  this  country,  and  the  world  in  general,  by  the 
decreased  cost  of  iron  due  to  our  large  production,  which  is  made 
possible  by  the  commodious  and  cheap  transportation  through  the 
enlarged  waterways  of  the  Lakes,  does  not  receive  the  full  recognition 
that  is  its  due.  In  1872,  when  for  the  three  preceding  years  our  make 
had  not  averaged  1  700  000  tons,  the  price  of  pig  iron  was  run  up  by 
unfeeling  monopolists,  on  an  increased  demand,  to  $53.88  yter  ton  for 
the  month  of  September,  averaging  $48.88  for  the  year.  Again,  during 
the  boom  of  1880,  when  we  made  only  3  835  191  tons  of  pig  iron,  the 
demand  for  steel  rails  exceeded  the  supjjly,  with  an  official  price  of 
$85  in  February  and  an  average  of  $67.50  for  the  year.  This  year, 
with  our  possible,  if  not  probable,  make  of  18  COO  000  tons,  and  the 
largest  consumption  of  iron  ever  known,  the  published  i)rice  of  steel 
rails  is  $28,  though  more  is  paid  for  prompt  delivery,  and  the  high 
prices  of  the  past  are  imjjrobable  unless  our  waterways  are  allowed  to 
decay.  There  seems  to  be  no  ground  for  doubting  that  the  improve- 
ment of  the  Lake  channels  has  been  of  great  service  to  the  peojile  of  this 
United  States  in  particular,  and  the  world  in  general,  by  developing 
industries  and  creating  new  sources  of  supply.  The  only  reason  that 
the  improvement  should  not  be  continued  to  greater  dejjth  seems  to 
be  that  the  value  of  <Mii)ital  iuvestcul  in  the  boats  now  in  use  would 
be  impaired  by  the  lower  Irciglit  rates  at  which  larger  boats  could  be 
profitably  opc^rated. 

The  value  of  imjjrovoments  on  the  MisKisHij)pi  Kiver  are  not  as  un- 
mistakable as  those  on  the  Lakes.     This  river  is  badly  handicaj)j)ed 
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bv  the  fact  that  it  lias  the  least  water  in  its  channels  during  the  season  Mr. North, 
of  the  greatest  freight  offerings.  On  the  other  hand,  it  is  nearly  80^^ 
longer  than  the  aggregate  of  the  routes  from  Chicago  and  Duluth  to 
Buffalo  and  has  15  000  miles  of  navigable  tributaries,  most  of  which 
are  shallow  streams.  But,  according  to  a  paper*  by  J.  A.  Ockerson, 
M.  Am.  Soc.  C.  E.,  8  ft.  cannot  be  depended  on,  and  there  is  a  recorded 
depth  of  3  ft.  between  St.  Louis  and  Cairo.  In  high  water,  however, 
cargoes  of  40  000  to  50  000  tons  of  coal  are  taken  in  a  single  tow  from 
Louisville  to  New  Orleans,  "a  distance  of  1400  miles,  at  a  cost  of 
about  10  cents  per  ton." 

While  Mr.  Ockerson  does  not  deal  with  all  the  traflBc  of  the  river, 
he  gives  a  diagram  showing  the  main  features  of  the  trade  between  St. 
Loiiis  and  New  Orleans  for  the  thirty  years  ending  with  19011,  and  a 
very  valuable  table,  commencing  with  1865.  This  table  shows  that 
for  the  three  years  ending  with  1867  the  river  freight  on  a  bushel  of 
wheat  from  St.  Louis  to  New  Orleans  averaged  29.4  cents;  and  for  the 
three  years  ending  with  1900  the  average  was  4.42  cents.  By  rail, 
from  St.  Louis  to  New  York,  the  average  freight  charge  for  the  first 
mentioned  period  was  65.4,  and  for  the  last,  12.7  cents.  By  river  the 
fall  has  been  85''o,  and  by  rail  it  has  been  80.5  per  cent.  The  per- 
centage of  river  traffic  to  the  whole  grain  traffic  has  varied  from  0.31% 
in  1870,  the  first  year  in  which  it  is  given,  to  a  maximum  of  37.9% 
in  1881,  and  for  1900  it  was  6.4  per  cent.  The  percentages  of  wheat 
carried  by  river  have  been  erratic.  The  decline  in  freight  rates  ha& 
been  fairly  uniform  for  both  routes. 

These  reductions  in  freight  rates,  of  course,  have  added  materially 
to  the  wealth  of  the  Mississipiji  Valley,  and  cheapened  the  merchandise 
carried  to  consumers.  Some  measure  of  this  service  to  the  Mississippi 
Valley  may  be  gathered  fi'om  the  history  of  the  Illinois  Central  Rail- 
road, which  was  consolidated  with  the  Chicago,  St.  Louis  and  New 
Orleans  Eailroad  in  1882,  making  a  through  line  from  Chicago  to  New 
Orleans.  In  1883  the  freight  traffic  of  the  road  was  604  632  667  ton- 
miles,  carried  at  1.43  cents.  Since  that  date  the  Ohio  has  been  bridged 
at  Cairo,  with  many  extensions  and  imiirovements  of  track,  etc.,  show- 
ing well-founded  commercial  confidence  in  the  future  of  the  road  and 
the  country  it  serves.  For  1900  the  freight  traffic  of  the  road  wa» 
3  425  794  698  ton-miles,  carried  for  0. 65  cent.  Under  a  decrease  of 
54.5%  in  earnings  per  unit,  the  freight  earnings  increased  from 
33  463  648  to  $22  280  420. 

Either  the  Mississippi  River,  the  rail  route  between  St.  Louis  and 
New  York,  or  the  Illinois  Central  Railroad,  or  all  of  them,  have 
evidently  been  of  great  value  to  production  in  that  portion  of  the 
country  they  serve,  and  if  any  damage  has  been  done  to  either  interest 
by  the  lessened  cost  of  transportation,  the  greater  burden  seems  to 
have  fallen  on  the  River  interest,  which  still  seems  strong  enough  to 
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Mr.  North,  prevent  any  increase  in  freight  rates,  and  jjossibly  strong  enough  to 
force  a  continued  decline. 

There  are  two  striking  instances  of  insufficiently  improved  water- 
ways, viz.,  the  Erie  Canal  and  the  Tennessee  River.  When  it  was  de- 
cided to  build  the  Erie  Canal,  New  York  was  a  one-horse  town,  inferior  in 
prestige  and  importance  to  either  Charlestown,  Philadelphia  or  Boston. 
"Wise  men  at  that  time  thought  New  London  would  be  the  jn-incipal  sea- 
port of  the  Union.  From  the  opening  of  the  Erie  Canal,  in  1825,  until 
about  1880,  its  comparatively  low  freight  rates  and  great  volume  of  traffic 
made  it  an  important  factor  in  additions  to  our  wealth,  and  caused  all 
the  railroads  of  the  country  to  center  at  New  York  Harbor.  But  since 
1862  its  channel  has  not  been  enlarged.  For  twenty  years  competing 
freight  trains  have  been  carrying  more  than  fiilly  loaded  boats.  Though 
there  is  yet  a  slight  rediietion  in  grain  rates  when  the  canal  opens,  it  is 
powerless  to  jirevent  discriminations  against  the  Port  of  New  York  and 
the  inhabitants  of  that  city,  and  the  interests  of  the  State  and  country 
are  so  overshadowed  by  the  influence  of  those  who  keep  toll  houses  at 
its  ends  that  no  proposition  to  increase  its  navigable  depth  to  more 
than  10  ft.  seems  to  be  entertained. 

In  the  Tennessee  River,  the  great  obstacle  to  navigation  is  at  and 
about  the  Miiscle  Shoals,  where  the  river  falls  more  than  100  ft.  Some 
16  miles  of  canal,  with  a  steel  trunk  900  ft.  long  and  having  a  cross- 
section  of  60  X  5  ft.,  and  with  locks  300  x  60  x  5  ft.,  were  opened  on 
November  10th,  1891,  at  a  cost  of  slightly  more  than  m  000  000.  In 
1900  traffic  had  developed  to  such  an  extent  that  14  881  tons  of  freight 
passed  throiigh  the  canal,  at  a  cost  of  $65  546  for  attendance  and 
maintenance.  This  is  !B4.40  per  ton,  and,  at  the  average  railroad  rate 
for  that  year,  would  have  carried  the  freight  nearly  600  miles.  The 
unremunerative  character  of  the  improvement  is  due  to  the  fact  that 
no  boat  which  can  jjass  through  the  locks  can  float  machinery  enough  to 
make  it  effective  as  either  a  freight  carrier  or  a  towboat.  The  Tennessee 
is  nearly  as  long  as  the  Ohio,  and  has  the  i)otontiality  of  nearly  as  great 
wealtli. 

Neither  of  these  instances  presents  any  argument  against  imi)roviug 
waterways.  The  Erie  Canal,  which  ouve  controlled  the  route  of  freight 
and  the  location  of  wealth  by  presenting  the  most  ami)le  and  conve- 
nient channel  for  transportation,  has  fallen  to  its  present  low  estate 
greatly  through  political  and  personal  aspirations.  The  money  ex- 
pended on  the  Tennessee  has  been  wasted,  to  a  great  extent,  and  the 
develo])ment  of  wealth  in  its  valley  seriously  retarded  by  men  of  un- 
doul)t(!d  lioiK'sty,  l)ut  iJosKCfssed  of  inadequate  knowledge  of  the  trans- 
I)()rtation  jiroblein. 

Mr.  MciCalla  docs  not  mention  tlie  tonnage  of  tlie  boats  that  are 
expect(!d  to  \)a.nn  the  locks  on  the  improvement  he  describes,  but  it  is 
possible  that  they  will  accommodate  barges  of  from  1  800  to  2  000  tons, 
or  about  one-half  of  the  ])robab]o  comi)eting  train-load.      The  small 
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draft  will  prohibit  distribution  along  the  shores  of  the  Gulf,  without  Mr.  North, 
transferring  cargoes,  and,  as  the  looks  will  only  admit  one  boat  at  a 
time,  fleet  towing  will  be  attended  with  considerable  delay  and  ex- 
pense, except  on  the  lower  fourth  of  the  improvement.  It  would 
cheapen  transportation  materially  if  the  three  lower  locks  were 
lengthened  so  that  tows  could  be  made  up  for  Mobile  at  Demopolis. 
As  at  present,  it  is  questionable  if  the  improvement  is  of  sufficient 
capacity  to  develop  new  industries  or  serve  the  country  by  reductions 
in  freight  rates  material  enough  to  cause  noticeable  increase  of  wealth 
in  the  valley  of  the  Warrior  and  Tombigbee  Rivers. 

Improvements  in  the  mechanism  and  methods  of  railroad  transpor- 
tation have  had,  and  will  probably  continue  to  have,  so  marked  an 
intixience  on  trausi^ortation  by  water  that  reference  is  made  to  the 
beneiicence  of  our  railroad  development,  a  great  deal  of  which  has 
been  forced  on  their  managers  by  the  competition  of  our  free  water- 
ways, and  most  of  which  would  have  been  impossible  without  the 
increased  production  and  consumption  due  to  the  low  transportation, 
charges  found  profitable  by  both  water  routes  and  railroads. 

In  1882  the  editor  of  -'Poor's  Manual  "  succeeded  for  the  first  time 
in  oV)taming  the  ton-mileage  and  rates  on  all  of  our  railroads.  The 
figures  for  the  two  extreme  dates  available  are: 

Ton-mileage, 

United  States  Rate  per 

Railroads.  ton-mile. 

1882 39  302  209  249  1.236  cents. 

1900 141  162  109  413  0.746  cent. 

This  is  an  increase  of  259%'  in  service,  with  a  decrease  of  39.65% 
in  compensation  per  unit.  This  is  not  as  good  a  showing  as  is  made 
by  the  Lake  traffic,  but,  considering  the  volume  moved,  it  is  i^robably 
more  efficient  in  wealth  production. 

A  comparison  of  our  results  with  those  attained  in  the  United 
Kingdom  of  Great  Britain  and  Ireland  is  rendered  difficult  by  the 
fact  that  the  English  do  not  return  ton-mileage,  but,  as  there  is 
neither  a  free  internal  water  route,  a  free  harbor,  nor  any  long  canal 
of  even  the  capacity  of  the  Erie  Canal  in  that  country,  a  comparison  is 
made  in  Table  No.  11  on  the  basis  of  tons  shipped. 

TABLE  No.  11. — Freight  Shipments. 
Railways  of  the  United  Kingdom. 


Freight  re- 
ceipts. 

Tons 
shipped. 

Receipts  per 
ton. 

l»fi 

£37  704  31.5 
53  470  564 

256  2 If)  833 
424  929  513 

35.32  pence. 
31  20 

1900 

Railroads  of  the  United  States. 

1H82  

$485  778  331 
1052  835  811 

360  490  375 
1  071  431  919 

81. .348 
0  983 

19fX) 

302  DISCUSSION-   ON    IMPROVEMENT   OF    RIVERS. 
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Fio.  82. 
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Mr.  North. 


Fio.  33. 


Tons. 

Year. 

Tons. 

7.28 

1900 

10.25 

6.48 

1900 

14.05 
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Mr.  North.  It  is  seen  tbat,  while  the  British  managers  have  increased  the  tons 
shipped  by  approximately  66%"  and  decreased  the  compensation  by 
12%,  our  managers  have  increased  the  tons  shipjjed  by  170%  and 
decreased  the  charges  per  ton  shipped  by  27  per  cent.  One  resiilt  of 
the  more  liberal  jiolicy  in  this  country  is  shown  in  the  following: 

Tons  Shipped  pee  Capita. 
Year. 

United  Kingdom 1882 

United  States 1882 

That  is  to  say,  in  1882  the  inhabitants  of  the  United  Kingdom 
shipped  fi.4%  more  tons  per  capita  than  we,  and  in  1900  we  shipped 
S7%  more  than  they.  Concurrently,  the  recognized  value  of  our  rail- 
road securities  as  investments  is  changing  places  with  those  of  the 
British.  The  comparison  is  not  entirely  satisfactory,  as  it  is  generally 
understood  that  for  more  than  fifty  years  there  has  been  no  substantial 
reduction  in  British  freight  rates;  J.  S.  Jeans  saying,  in  his  "Railway 
Problems,"  that  any  apparent  reduction  in  Eugli.sh  rates  is  due  to 
shortened  haul;  but  in  this  country  the  average  haul  has  been  increased 
by  about  20  per  cent. 

Speaking  of  our  reductions  in  freight  rates,  the  learned  author 
says: 

"  This  colossal  concession  to  the  trade  and  industry  of  America  has 
both  immediate  and  far  reaching  consequences.  Its  more  immediate 
effects  have  been  to  enable  the  remotest  cattle-breeder  and  wheat- 
grower  in  the  United  States  to  obtain  access  to  other  markets  than  his 
own,  and  thereby  to  enter  into  the  world's  competition  for  the  sui)ply 
of  the  world's  markets.  Its  ultimate  results  are  to  be  witnessed  in  the 
extraordinary  chea])nesK  of  the  bread -stutl's  furnished  to  Euglaud  by  the 
United  States,  and,  as  a  necessary  consequence  thereof,  by  other 
countries;  in  the  singularly  severe  and  protracted  depression  of 
British  agriculture;  and  in  the  complete  discomfiture  of  many 
interests  tliat  were  fairly  strong  and  cai)al)le  of  holding  their  own 
until  this  fiscal  monster  came  to  the  front." 

There  was  for  some  years  a  remarkable  parallelism  between  the 
cai)ital  put  into  American  railroads  and  the  decrease  in  the  value  of 
English  farm  lands.  How  far  the  early  adoption  of  our  traffic  and 
fiscal  i)olicies  by  the  British  would  have  averted  "  the  complete 
discomfiture  of  many  iutcu-ests  that  were  fairly  strong,  etc.,"  until 
confronted  by  a  sui)erior  intelligencre,  will  never  be  known,  but  the 
complete  discomfiture  of  large  interests,  through  a  narrow  minded  and 
oltstructive  grasping  for  large  gains,  does  not,  on  the  whole,  make 
for  the  general  welfare,  however  just  it  may  bo  for  the  obstructionists. 

The  effect  of  a  capacious  wat(!rway  on  near-by  railroads  may  be 
seen  by  cora))aring  tlu;  routt;  through  the  "  Soo  "  with  the  ('hicago 
and  Northwestern,  and  the  Chicago,  Milwaukee!  and  St.  Paul  Kail- 
roada. 
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Mr.  North. 


1882  '83  '8i  '85 


1890  '91  '92  '93  '94  '95  '96  '97  '98  '99  1900  '01 
Fig.  34. 
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Mr.  North.  In  1901  the  tonnage  throiigh  the  "  Soo  "  was  eighteen  times  that 
of  1881,  and  the  average  value  jjer  ton  was  between  53  and  54%  of  the 
value  in  1881.  No  definite  return  of  freights  paid  is  known  until 
1887;  then  the  average  freight  rate  was  2.13  mills  per  ton-mile,  and  in 
1901  the  rate  was  0.99  mill.  The  two  railroads  named,  in  a  part  of 
their  lengths,  compete  with  the  "Soo"  route,  but  through  a  large 
area  they  feed  it  and  are  fed  by  it.  Commencing  with  1882,  the 
services  they  performed  and  the  rates  charged  are  given  in  Table 
No.  12. 

TABLE  No.  12. 

For  1882. 


C,  M.  &  St.  P.  R.  R 945  250  150  ton-miles  at  1.48  cents. 

C.  &  N.  VV.  R.  R 1192188039        "  "1.47     " 


2  137  438  198        "  "  1.475 


For  1900. 


C,  M.  &  St.  P.  R.  R 3  3.57  456  584  ton -mUes  at  0.93  cent. 

C.&N.  W.R.R 38493()77tJ0        "  "0.83      '• 


7  206  824  344        "  "  0.873 


Here  the  decrease  in  freight  rates,  though  noticeable,  is  not  as  great 
as  on  the  Lakes,  nor  is  the  increase  in  traffic  as  large.  The  increase  in 
ton-mileage  has  not  been  quite  up  to  the  ratio  of  the  whole  country, 
and  the  rate  charged  has  fallen  a  little  faster  than  that  ratio. 

The  effect  of  an  average  decline  of  40%",  in  the  charges  made  to  the 
inhabitants  of  their  territory  for  services  rendered,  on  the  value  of  the 
two  roads,  as  shown  by  tlie  market  prices  of  their  stocks  on  July  1st 
of  the  two  years  is  shown  in  Table  No  13. 

It  does  not  seem  reasonable  to  claim  the  cheap  transportation 
offered  by  the  improved  Lake  route  as  the  sole  factor  in  the  increased 
population  and  farm  values  in  the  States  tributary  to  that  route,  nor 
can  it  be  contended  that  the  doubling  of  the  value  of  these  two  great 
railioads  would  have  been  i)OKsi1)le  without  the  contributions  to  the 
wealth  of  tlie  country  made  by  tin;  low  freiglit  rates  on  the  Lakes. 
Both  channels  of  distributiim  seem  to  have  been  mutually  helpful. 

The  relations  between  the  freight  traffic,  the  receijits  per  unit,  and 
the  aggregate  receipts,  on  the  two  roads  mentioned  and  through  the 
"  Soo  "  are  shown  on  tlie  diagrams.  Figs.  32,  33  and  34. 

Attention  sliould  be  called  to  the  fa(!t  that,  while  the  average*  haul 
on  the  railroads  is  about  100  miles,  by  the  "  Soo"  it  is  more  than  800 
miles. 
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TABLE  No.   13. — Yauk  of  Stocks  on  the  C,  M.  &  St.  P.  and  the  Mr. North. 
C.  A:  N.  W.  Eailko.\ds  on  July  1st,  1882  and  1900. 

July  1st,  18i<2. 


C.  M.  Jt  St.  p.  R.  R 

S'37  904  261  Common,    at  1 .  12  .... 
IC  447  4f3  Preferred,  at  1.27|. . . . 

15  095  924  Common,    at  1.31}.... 
22  15.S  119  Preferred,  at  1 .46  .... 

816  008  Shares      at  127  93 

S31  252  772 
20  989  702 

$52  242  474 
53  156  952 

C..t  X.  \V   R.R 

$19  813  400 
32  343  552 

$104  399  426 

July  1st,  1900. 


CM.  &St.  P.  R.  R '. 

$47  146  600  Common,    at  1. 11.... 
40  454  900  Preferred,  at  1.71^. . . . 

.39  114  678  Common,    atl.59i.... 
22  395  160  Preferred,  at  1.96  .... 

1  491  109  Shares,  at  1.52.06 

$52  332  726 
69  279  016 

$121  611  742 
105  135  745 

C.  >S:  N.  W.  R.  R 

$62  241  231 
42  894  514 

$226  747  487 

As  long  as  all  charges  for  transportation  must  be  taken  in  some  ratio 
from  the  resources  of  both  producer  and  consumer,  and  high  freight 
rates  are  as  inimical  to  the  prosperity  of  a  country  as  low  rates  of 
wages,  the  claim  made  by  many  railroad  managers  that  reductions  in 
freight  charges  are  a  gift  to  the  public  will  be  true,  but  it  seems, 
in  the  instances  cited,  to  be  fully  as  much  a  gift  to  the  railroads 
as  to  the  community.  On  the  other  hand,  the  assertion  sometimes 
made,  that  a  reduction  of  rates  will  take  a  specified  sum  out 
of  the  pockets  of  the  railroad  making  such  reduction,  seems  as 
fallacious  as  figuring  our  ton-mileage  at  what  Mullhall  said  was 
the  English  rate,  2.8  cents  per  ton-mile,  and.  claiming  the 
Si  000  000  000  difference  between  rates  as  a  loss  to  American  railroads. 

S.  Whtseby,  M.  Am.  Soc.  C.  E. — There  are  one  or  two  points  to  Mr.  Whinery. 
which  the  speaker  wishes  to  call  attention.  In  all  these  projects  for 
improving  waterways  for  navigation,  the  question  of  the  quantity  of 
business  to  be  accommodated,  must  be  carefully  considered.  It  is  not 
suflBcient  to  assert  that  the  territory  penetrated  is  capable  of  afi'ording 
a  large  business  by  the  development  of  its  natural  resources;  there 
must  be  a  demand  for  these  products  along  the  route  or  at  its  terminals. 
The  great  deposits  of  coal  that  are  tapped  by  the  headwaters  of  the 
Warrior  and  Tombigbee  Rivers  will  undoubtedly  all  be  mined  in  the 
future  and  will  find  a  market.  It  is  not  at  all  clear  to  the  speaker  that 
this  market  will  be  found  at  the  City  of  Mobile,  or  at  any  other  points 
that  can  be  served  by  river  transportation  better  than  by  rail  transpor- 
tation. 
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Mr.  Whinery.  According  to  the  census  of  1900,  Moliile  bad  a  population  of  a  little 

less  than  38  500.  Ju  1W90  the  population  was  slightly  greater  tlian 
31  000.  There  is  no  reason  to  believe  that,  in  the  future,  it  will  become 
a  very  large  city,  and  still  less  reason  to  exj^ect  that  it  will  become  a 
great  manufacturing  center.  The  local  consumption  of  coal,  therefore, 
is  quite  certain  to  be  comparatively  small. 

To  what  extent  coal  may  be  exported  from  this  country  is  yet  prob- 
lematic, and  even  if  the  export  biasiuess  should  become  very  large  it  is 
not  at  all  certain  that  Mobile  would  secure  a  very  large  share  of  that 
business.  The  city  is  at  the  head  of  Mobile  Bay,  some  thirty  miles 
from  the  open  Gulf,  and  it  is  reached  through  a  long  stretch  of  arti- 
ficial channel  which  wUl,  doubtless,  require  the  expenditure  of  large 
sums  of  money  for  maintenance,  and  which,  at  best,  is  somewhat  diffi- 
cult of  navigation. 

The  construction  and  maintenance  at  Mobile  of  a  harbor  of  sufficient 
capacity  to  accommodate  a  very  large  exjiort  business  Avill  involve  a 
further  very  large  expense. 

The  distance  to  European  ports  is  notably  greater  than  from  Nor- 
folk and  other  points  on  the  Atlantic  seaboard  where  coal  is  available 
for  export.  On  the  other  hand.  Mobile  is  much  nearer  to  Mexican, 
West  Indian  and  South  American  ports  depending  for  their  coal  supply 
largely  ujDon  importation. 

There  are  no  large  cities  in  the  region  that  would  probably  be  sup- 
l^lied  with  <!oal  through  Mobile,  as  New  Orleans  will  probably  continue 
to  get  the  bulk  of  its  supjjly  by  the  Ohio  and  the  Mississipin  Rivers, 
and  Galveston  could  probably  be  supplied  more  economically  by  rail. 
Therefore,  there  is  no  assurance  of  a  market  at  Mobile  that  would 
justify  the  very  large  expenditures  of  money  required  to  make  a  satis- 
factory water  route  between  the  Warrior  coal  field  and  that  city.  Nor 
is  it  likely  that  any  great  i)oints  of  coal  consumption  will  be  developed 
in  the  intermediate  territory  along  the  river.  It  is  tacitly  admitted  by 
the  author  that  the  commerce  of  the  region,  other  than  relates  to  coal, 
could  f)robably  be  taken  care  of  at  least  as  cheaply  by  rail  as  by  river. 
In  any  event,  it  seems  safe  to  assert  that,  whatever  may  develop  in  the 
future,  there  exists  no  commercial  justification  for  these  expensive 
improvements  at  this  time.  Even  if  it  were  certain  that  Mobile  would 
supply  an  adequate  market  for  the  ])r()ducts  along  the  route,  it  may  be 
(piestioned  whether,  when  all  things  arc  considered,  the  commercial 
business  of  the  region  served  could  be  more  economically  transported 
to  that  market  by  water  than  by  rail.  Excluding  the  one  item  of  coal, 
experience  seems  to  indicate  conclusively  that  in  the  great  region  of 
the  Mississippi  Valley  river  transportation  cannot  com])eto  si;cce88- 
fully  with  rail  transportation.  The  history  of  the  rise,  tlie  s])lendid 
a<rliiev(Mnent,  and  the  decadoncre,  in  the  face  of  rail  competition,  of 
water  transijortatiou  on  the  Mississiijpi  l{i\(  i-  and   its  Iriluiturics  has 
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never  been  adequately  writteu.  Such  a  history  would  be  as  interesting  Mr.  Wliinery. 
as  a  fairv  tale,  and  it  would  teach  lessons  that  have  an  important  bear- 
ing on  present  transportation  problems.  There  are  plenty  of  men  yet 
living  who  saw  these  rivers  literally  alive  with  commerce.  They  can 
recall  the  time  when  the  Ohio  and  the  Mississippi  Rivers  carried  great 
tleets  of  vessels  of  all  kinds,  from  the  riide  flatboat  to  the  gorgeous 
floating  palace,  all  loaded  down  with  the  commerce  of  the  productive 
and  jirosperous  region  through  which  they  flow.  The  shijj-yards  along 
theii-  banks  were  busy  with  the  construction  of  new  vessels.  But  this 
magniticent  river  commerce  has  declined  until  it  may  be  said  to  have 
practicaDy  disappeared,  although  the  actual  commerce  of  the  region 
has  grown  to  many  times  its  volume  in  the  days  when  river  transi^orta- 
tion  was  iu  its  prime.  The  railroad  has  taken  the  place  of  the  steam- 
boat. There  must  be  sufficient  reason,  or  reasons,  for  this  great  change. 
Commerce,  in  attaining  its  end,  seeks  the  lines  of  least  resistance. 
The  decadence  of  this  river  transportation  must  be  accepted  as  proof 
that,  all  things  considered,  the  steamboat  could  not  compete  success- 
fully with  the  railroad. 

Analogies  drawn  from  the  wonderful  expansion  and  success  of  water 
transportation  on  the  Great  Lakes,  are,  in  the  opinion  of  the  writer, 
totally  inapplicable  to  ordinary  river  transportation.  The  conditions 
are  entirely  different.  The  Great  Lakes  lie  mostly  between  parallels 
of  latitude  which  also  embrace  the  most  wonderful  development  of 
human  activity  and  commercial  enterprise  that  the  world  has  ever 
witnessed.  Between  the  parallels  of  40^  and  45°  north  lie  a  chain  of 
great  cities  the  like  of  which,  in  their  number,  in  their  rapid  growth, 
in  their  present  jiopulation,  and  in  their  commercial  importance,  can 
be  found  nowhere  eLse  in  the  world.  The  commerce  of  all  this  region 
is  more  or  less  tributary  to  transportation  on  the  Great  Lakes.  Around 
their  western  end  hes  the  great  grain-producing  region  of  the  United 
States  and  Canada,  and  the  course  of  this  grain  to  its  market  is  par- 
allel with  their  length.  Along  their  course  and  toward  their  westerly 
end  are  situated  the  most  wonderful  iron  and  copper  mines  yet  devel- 
oped on  the  Continent.  At  their  eastern  end  is  found  the  most  exten- 
sive and  valuable  coal  region  develojjed  in  the  Western  Hemisphere. 
Within  the  zone  and  in  the  prolongation  eastwardly  of  the  general  axis 
of  the  Lakes  is  the  commercial  metropolis  of  North  America.  The 
region  tributary  to  them  abounds  in  every  element  necessary  to  stimu- 
late agriculture,  manufactures  and  commerce.  The  minerals  from  the 
the  West  and  the  coal  from  the  East  must  be  brought  together.  These 
lakes,  with  their  connecting  rivers,  aided  by  comparatively  inexpensive 
improvements,  barring  the  ice  of  winter,  present  almost  ideal  condi- 
tions for  inland  water  transportation. 

For  these  reasons,  lessons  drawn  from  the  results  of  channel  im- 
provement on  the  Great  Lakes  must  be  applied  with  the  greatest  can- 
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Mr.  Whinery.  tion  to  tlie  problems  of  imi^roving  ouv  river  systems.  Does  any  one 
believe  that  if  the  Mississippi  and  the  Ohio  Rivers,  between  Pittsburg, 
St.  Lonis  and  New  Orleans,  had  navigaVjle  channels  that  would 
accommodate  the  i^resent  vessels  on  the  Lakes,  their  commerce  could 
ever  approach,  much  less  equal,  that  of  the  Great  Lakes? 

It  is  not  to  be  overlooked  that  these  rivers  possess  now,  and  always 
have  possessed,  during  as  many  months  in  the  year  as  the  Lakes  are 
open  for  navigation,  a  capacity  for  navigation  sufficient  to  accommo- 
date a  much  greater  commerce  than  they  ever  carried  even  in  the 
jjalmiest  days  of  river  transportation.  The  decadence  of  their  com- 
merce, therefore,  must  be  sought  in  causes  other  than  their  lack  of 
navigable  capacity,  and  he  would  be  a  bold  prophet  who  would  pre- 
dict that  their  former  supremacy  could  be  restored  by  any  amount  of 
channel  imjirovement. 

If  Congress  could  be  brought  to  consider  the  question  of  river  and 
harbor  improvements  from  the  cool  and  deliberate  point  of  view  of 
the  jjractical  business  man,  there  would  be  a  revolution  in  the  charac- 
ter of  our  Kiver  and  Harbor  bills.  How  many  members  of  that  body, 
who  urge  and  vote  appropriations  for  many  government  improvement 
works,  could  be  induced,  were  they  as  rich  as  Crcesus,  to  invest  cap- 
ital in  the  same  projects,  as  private  commercial  enter])rises,  even  if 
they  could  control  and  reap  all  the  i>rofits  both  actual  and  contingent? 
What  sane  business  corporation,  for  instance,  if  it  owned  all  the 
territory  in  Kentucky  and  Tennessee  tributary  to  the  Cumberland 
River,  would  think  it  wise  business  policy  to  enter  upon  a  project  to 
improve  that  river  at  a  cost  of  many  millions  of  dollars?  The  Gov- 
ernment is  now  engaged  upon  such  a  project,  involving,  if  the 
speaker's  memory  is  correct,  no  less  than  twenty-two  locks  and  dams 
between  the  head  of  navigation  and  Nashville.  It  is  safe  to  assert 
that  a  fair  interest  on  the  cost  of  this  project,  when  completed,  would 
be  more  than  sufficient  to  pay  the  whole  of  the  transportation  charges 
by  rail  on  all  the  business  that  the  improved  river  would  ever  at- 
tract. 

Api)lying  the  same  line  of  thought  to  the  improvements  in  prog- 
ress and  c()ntem])lated  on  the  Mobile  River  and  its  tributaries,  it  may 
well  1)(!  (inestioaed  whether  they  will  ever  yield  returns  sufficient  to 
justify  their  construction.  Considering  all  the  conditions,  it  is  an 
open  question  whether,  if  the  coal  dejjosits  penetrated  were  all  owned 
by  a  giant  corporation  and  Mobile  was  the  chief  market  for  the  coal,  it 
would  be  found  more  economical  to  make  use  of  the  improved  water 
route,  rather  tl)an  of  the  railroads,  for  sui)plyiug  that  market.  Time 
<lo(!S  not  p(!rmit  the  discussion  of  this  ({uestion  in  d(!tail,  tliougli  some 
of  the  facts  liav(!  been  referred  to  by  otliers  in  tlie  discussion  of  tliis 
])aj)er. 
Mr.  ittifter.  (JKoictiK  W.  JJaitku,  INF.  Am.  Soc  (!.  E.  (by  lettei"). — To  a  student 
of  liydrology  notliiiig  cuii  he  inoic  iiiltMcsting  in   Mr.  McCalla's  i)ai)er 
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thau  bis  reference  to  the  tloods  iu  the  Black  Warrior  River.  The  Mr.  Rafter, 
writer  remembers,  when  living  at  Tuscaloosa,  fifteen  years  ago,  view- 
ing with  amazement  the  high-water  mark  on  the  piers  of  the  bridge 
crossing  the  Warrior  River  at  that  place.  It  indicated  that  when  in 
flood  flow  the  stream  spread  over  the  valley,  as  Mr.  McCalla  states, 
for  miles  in  width,  and,  for  the  time  being,  the  Warrior  River  was,  in 
eflect,  another  Mississippi. 

The  flood  flows  of  this  stream  are  nndotibtedly  very  large,  and  their 
possible  effect  upon  the  river  improvements  is  interesting  matter  for 
discussion. 

The  catchment  ai'ea  of  the  river  at  Tuscaloosa  is  given  at  4  900  sq. 
miles,  and  the  maximum  discharge  at  38.8  en.  ft.  per  square  mile  per 
second,  thns  indicating  a  total  flood  flow  of  about  190  000  cu.  ft.  per 
second.  The  minimum  flow,  on  the  contrary,  of  150  cu.  ft.  per  second, 
shows  only  about  0.03  cu.  ft.  per  square  mile  per  second,  or  the  mini- 
mum flow  may  be  taken  at  about  tzTs^  of  the  maximum. 

The  annual  rainfall  producing  these  flows  is,  as  an  average  for  ten 
years,  from  1891-1900,  inclusive,  48.59  ins.  In  Table  No.  14  the 
writer  has  comjiiled  the  rainfall  at  Tuscaloosa  for  the  storage  period 
— December  to  May,  inclusive —  for  the  ten  years,  1891-1900. 

Table  No.  14. — R.\iNFAiiii  at  TuscAiiOOSA,  Alabama,  tok  the  Stoeage 
Period,  1891^1900,  Inclusive. 


Year. 

Annual. 

Dec. 

Jan. 

Feb. 

Mar. 

Apr. 

May. 

Total  of 
Period. 

<1) 

^2) 

(3) 

(*) 

(5) 

(6) 

(7) 

(8) 

^9) 

1891 

58.58 

5.09* 

8.48 

10.23 

9.38 

1.70 

1.72 

36.60 

18M2 

52.95 

4.88 

6.88 

2.50 

5.40 

3.16 

2.92 

25.74 

1893 

50.00 

4.42 

3.08 

8.27 

4.41 

2.61 

7.10 

29.89 

18M 

48.51 

4.29 

8.57 

4.73 

5.18 

4.46 

0.69 

27.92 

1895 

51.94 
40.09 

5.97 
5.74 

7.42 
4.11 

2.24 
4.11 

7.30 
5.19 

2.77 
4.74 

4.81 
3.52 

30.51 

1896 

27.41 

1897 

41.46 

1.11 

4.43 

4.83 

5.63 

4.07 

2.71 

22.78 

1898 

43.65 

8.08 

6.65 

1.46 

4.91 

3.73 

0.19 

25.02 

1899 

50.15 

3.43 

8.14 

3.96 

7.63 

2.60 

2.22 

27.98 

1900 

7.88 

3.58 

5.54 

6.08 

15.67 

1.43 

40.18 

Mean 

48.59 

5.09 

6.13 

4.79 

6.11 

4.55 

2.73 

♦  Mean  of  nine  years. 

The  figures  in  Table  No.  14  show  that  the  total  of  the  storage  period 
varied  during  these  years  from  22. 78 ins.,  in  1897,  to  40.18  ins.,  in  1900- 
Although  the  total  in  1900  was  the  largest  of  any  during  the  period,  it 
does  not  follow  that  the  heaviest  floods  would  necessai-ily  take  j^lace 
in  that  year.  Flood  flows  are  dependent  on  other  conditions  than 
depth  of  rainfall;  that  is  to  say,  their  intensity  will  very  largely  de- 
pend upon  whether  or  not  the  ground-water  is  high  or  low  at  the  time 
of  the  occurrence  of  a  heavy  rainfall.     If  the  ground  is  full  of  water  at 


312  DISCUSSION    ON   IMPROVEMENT    OF    RIVERS. 

Mr.  Rafter,  sucli  a  time,  a  given  rainfall  will  produce  a  mnch  heavier  flood  tLan  if 
the  ground-water  is  low. 

Moreover,  with  other  conditions  the  same,  a  given  rainfall  will  prodiice 
a  larger  flood  during  the  storage  period  than  during  either  the  grow- 
ing or  replenishing  periods.  Taking  the  average  of  the  United  States, 
during  the  storage  period,  from  60  to  80^;^  of  the  rainfall  runs  off;  dur- 
ing the  growing  jseriod,  ordinarily  only  10  to  15%"  runs  off;  while 
during  the  replenishing  period,  20  to  40%  runs  ofi".  These  figures  are 
very  general,  and  may  be  dejjarted  from  somewhat  in  special  cases,  but 
they  serve  to  illustrate  why  extreme  floods  are  more  common  in  the 
storage  period  than  at  any  other  time. 

The  writer  has  defined  the  storage,  growing  and  replenishing  periods 
so  frequently  in  his  writings  on  hydrology  that  he  assumes  that  they 
are  understood  by  everybody,  and  hence  does  not  repeat  the  matter 
here. 

The  sj^ecific  application  to  be  made  of  these  flood  data  is  that,  with 
a  sand  and  clay  bottom,  a  very  slight  change  in  the  regimen  of  the 
stream  is  likely  to  lead  to  extensive  erosion,  thus  endangering  the 
foundations  of  structures.  Undoubtedly,  this  point  has  been  at- 
tended to,  and  the  writer  merely  mentions  it  as  interesting  in  connec- 
tion with  the  work  on  the  Warrior  system. 

Mr.  McCalla's  jjaper  is  an  exceedingly  valuable  one,  and  states  in  a 
forcible  manner  many  of  the  imjjortant  questions  to  be  considered  in  the 
canalization  of  a  river.  One  of  the  sections  of  dam  projjosed  to  be 
used,  shown  by  Fig.  7,  is  a  very  satisfactory  type,  where  an  engineer 
builds  timber  dams.  Other  types  of  dams  are  shown  by  Figs.  17  and 
18,  but  whether  these  will  not  at  some  time  yield  diiring  an  extreme 
flood  flow  can  only  be  determined  by  experience.  The  writer  cannot 
but  think  that  Portland  cement  concrete  would  give  more  satisfactory 
I'esults  and  prove  quite  as  economical  when  the  total  cost  for  a  term  of 
years  is  considered ;  but  as  this  phase  of  the  question  has  been  ably 
discussed  by  others,  the  writer  merely  refers  to  it  at  this  time. 

By  way  of  showing  how  important  it  is  that  work  be  of  the  very 
best  description,  the  following  experience  on  the  Erie  Canal  is  perti- 
nent: A  few  weeks  ago,  a  break,  involving  two  weeks'  cessation  of  nav- 
igation, occurred  at  a  culvert  built  in  1840.  For  sixty-two  years  this 
culvert  has  gone  on  doing  its  work,  without,  if  the  writer  has  been 
correctly  informed,  any  repairs  during  tlie  i)eriod,  but  suddenly,  with- 
out warning,  it  gave  way,  and  the  masonry  work  of  sixty-two  years 
ago  was  laid  bare.  It  appears  that  a  bench-wall  was  built  without  any 
pretense  of  backing,  with  merely  a  veneering  of  tliin  face-stones,  and 
how  the  culvert  stood  at  all — why,  in  short,  it  did  not  go  out  when 
water  was  first  let  into  th(!  caual — is  a  mystery. 
Mr.  Belzner.  TiiKODOiiK  Bklznku,  Juu.  Am.  Soc.  C.  E.  (by  letter). — Notes  on 
Sheet-Filiwf. — liegarding  the  sheet-piles  that  were  used  at  Lock  and 


DISCUSSION    ON    IMPROVEMENT   OF   RIVERS.  313 

Dam  Xo.  4,  Warrior  Rivei-,  which  formed  the  inner  and  outer  wall,  Mr.  Beizner. 
the  writer  believes  that  if  a  3x  12-in.  pile  had  been  used,  made  up  of 
three  pieces  the  full  length  of  the  pile,  instead  of  being  spliced,  the 
results  would  have  been  better. 

The  sheet-piles  as  first  ordered  at  Lock  and  Dam  No.  4  were  made 
up  as  follows:  One  piece  dressed, 2  x  12  in8.aud24ft.long,  andtwopieces 
iiudressed.  2x  12  ins.  and  24  ft.  long.  The  undressed  pieces  were  spliced, 
the  length  of  the  pieces  being  about  18  ft.  and  6  ft. ;  one  piece  being 
spliced  at  one  end  of  the  pile  and  the  other  piece  at  the  other  end. 

The  material  for  the  pile  was  any  variety  of  pine.  "Wire  nails 
(6J-in. )  were  driven  through,  from  1  in.  to  18  ins.  apart,  staggered,  and 
clinched.  Three  nails  in  a  row  were  driven  at  the  top  and  bottom  of 
the  pile  and  also  at  the  splice  joints. 

The  piles  were  driven  with  a  2  500-lb.  drop-hammer,  in  combination 
with  a  water-jet,  the  jet  being  kept  at  the  point  of  the  pile  all  the  way 
down.  The  fall  of  the  hammer  was  usually  5  ft.,  but  at  times  it  was 
necessary  to  increase  the  fall  on  account  of  obstructions  and  hard 
driving. 

The  pile  drove  easily  through  soft  material,  such  as  soil  and  fine 
sand,  and  the  method  seems  to  have  been  efficient  where  the  pile  was 
to  be  driven  through  a  uniform  stratum,  free  from  logs  and  other 
obstructions,  but  under  the  conditions  at  Lock  and  Dam  No.  4  these 
piles  are  not  eflBcient. 

They  have  not  sufficient  thickness  to  prevent  a  tendency  to  buckle 
when  driven  hard.  The  si^lice,  also,  lessens  the  resistance  to  buckling; 
therefore  piles  made  up  of  three  pieces,  3  x  12  ins.,  the  full  length  of 
the  pile,  would  give  more  satisfactory  results,  and  also  reduce  the  per- 
colation considerably. 

Driving. — The  writer  believes  that  it  was  not  the  purpose  of  the 
designer  to  drive  the  pile,  but  to  jet  it  into  place,  short  blows  being 
used  to  make  the  pile  sink  over  the  jet,  but  the  jet  would  often  strike 
a  log  or  some  other  obstruction  and  the  pile  could  not  be  made  to 
go  down  by  this  method.  In  such  cases  the  pile  was  driven  through, 
or  often  past,  the  obstruction.  A  deflection  of  the  point  was  the 
result,  accompanied  by  a  bending  of  the  pile  in  the  leads  above  ground. 
Here  was  shown  the  disadvantage  of  the  splice,  and  also  of  the  pile 
being  of  small  section.  The  pile  often  had  to  be  bent  in  the  leads,  in 
order  that  driving  might  continue,  without  breaking  the  pile.  A 
stiffer  pile  might  have  forced  the  obstruction  from  its  way  or  might 
have  been  driven  through  it. 

William  M.  Hall,  M.  Am.  Soc.  C.  E.  (by  letter) — The  writer  has  Mr.  Hall. 
read    this  paper  with  much   interest,  and,    as  the   literature  on  the 
locating  of  locks  and  dams  is  very  scant,  it  is  hoped  that  the  Society 
will  soon  have  more  jiapers  on  the  same  subject. 

The  writer  will  not   discuss  the  paper;  but,  as  he  has  assisted  in 
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Mr.  Hall,  the  location  of  several  locks  and  dams;  aud,  as  he  has  been  engaged 
during  the  past  year  on  the  location  of  two  Ohio  River  locks  and 
movable  dams,  some  of  the  guides  which  he  is  using  in  the  latter 
work  may  be  of  interest  to  others.     They  are  briefly  as  follows: 

1.  Select  a  location  where  sufficient  width  can  be  had  for  a  lock 
110  ft.  wide,  a  navigation  pass  of  600  ft.,  and  a  weir  of  at  least  250  ft. 

2.  Select  a  location  which,  with  small  exj^euse,  will  admit  of  the 
jiassage  of  tows  around  the  coffer-dams  of  the  various  parts  during 
construction. 

3.  Select  a  location  where  the  sill  of  the  navigation  jsass  can  be 
placed  above  the  bed  of  the  river,  and,  as  low  as  the  controlling  con- 
tour above  and  below,  without  danger  of  the  movable  parts,  when 
down,  becoming  buried  in  sand. 

4.  Prefer  a  location  where  the  channel  above  and  below  will  be 
straight  for  2  000  ft.  or  more;  and  avoid  locations  where  it  will  be 
necessary  to  "flank"  fleets  of  barges  in  jjassing  through  the  naviga- 
tion i^ass. 

5.  By  use  of  core-drills  for  testing  the  depth  to  and  quality  of 
ledge  rock,  and  by  other  careful  investigation,  select  the  location, 
filling  the  above  conditions,  which  has  the  best  natural  foundation 
within  the  limits  of  the  stretch  of  river  on  which  it  is  possible  to  place 
the  lock  and  dam. 

6.  Prefer  a  location  at  the  foot  of  a  shoal  with  a  natural  pool 
below  and  near  by. 

7.  Prefer  a  location  below  and  near  navigable  tributaries;  thereby 
improving  the  tributaries  as  well  as  the  main  stream. 

8.  Seek  locations  with  good,  firm  and  high  banks,  and  with  suit- 
able land  near  by  for  power-house,  store-house  and  the  tenders' 
quarters. 

9.  Prefer  a  location  where  the  lock  can  be  i)laced  on  the  opposite 
shore  from  drift.  (On  the  upper  Ohio,  the  prevailing  winds  being 
from  the  west,  unless  the  conformation  of  the  river  or  local  tribu- 
taries prevent,  the  wind  usually  carries  the  drift  near  the  easterly 
shore.) 

10.  If  necessary  to  se^leot  a  location  in  a  IxmuI,  prefcM-  to  place  the 
lock  next  the  concave  shore,  and  as  near  to  the  liead  of  the  bend  as 
other  conditions  will  allow. 

11.  Avoid  cutting  the  harbors  of  iiiiportaiit  towns  or  cities  in  twain 
by  a  lock  and  dam. 

The  writer  wishes  to  acrknowlcMlge  the  recoij)t  of  imicli  infonnation 
on  th(i  foregoing  subjects  from  the  reading  of  Department  Uej)orts  by 
W.  H.  Bixby,  Major,  U.  S.  A.,  M.  Am.  Soc.  G.  K.,  and  ]{.  F.  Thomas, 
M.  Am.  Soc.  C.  E.,  and  hy  tlie  disrussiou  of  these  subjects  witli  tliem 
mid  with  W.  E.  Craigliill,  (Japtain,  U.  S.  A. 
Mr.  ThomaH.  B.  F.  Thomas,  M.  Am.  Soc.  C.  E.  (by  letter). — All  ongineors  engaged 
in  d(!Higniiig  and  coiistnictiiig  works  of  river  imi)roveni<'nt  have  felt 
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the  need  of  papers  of  this  character,  giving  in  detail  the  various  parts  Mr.  Thomas. 
of  the  design  and  methods  of  construction.  Except  in  a  general  way, 
and  in  isolated  piiiuphlets,  there  is  no  work,  except  De  Lagrcne's 
"Cours  de  Navigation  luterieure,"  which  treats  of  this  important 
branch  of  engineering,  and  this  treatise,  published  some  thirty  years 
ago,  is  now  out  of  print.  Then  there  are  numerous  Government 
reports  which  contain  valuable  information,  but  a  search  for  it  involves 
an  expenditiu'e  of  much  time  and  labor;  so  much,  in  fact,  that  a  busy 
engineer  cannot  undertake  the  task.  This  paper,  coming  at  a  time 
when  many  engineers  are  engaged  in  the  study  of  projects  for  improv- 
ing rivers  by  canalization,  is  a  valuable  addition  to  literature  of  this 
class;  and,  owing  to  the  care  with  which  it  has  been  prepared,  it  will 
prove  of  much  benefit  to  such  engineers,  and  of  interest  to  those  not 
thus  engaged. 

It  is  not  the  purpose  of  the  writer  to  review  the  paper  in  detail, 
but  rather  to  discuss  the  subject  generally  from  the  standpoint  of  one 
who  has  been  giving  it  jjretty  close  attention  for  a  number  of  years. 

Location. — The  practice  of  making  trial  borings  for  foimdations  is 
a  most  excellent  one,  and  no  work  of  imijortance  should  ever  be  com- 
menced without  first  making  a  careful  examination  of  the  river-bed 
material.  This  has  been  too  often  neglected,  sometimes  with  disas- 
trous results.  Not  only  is  this  necessary  in  order  to  determine  the 
character  of  the  structure  to  be  built,  but  it  is  also  advisable  from  the 
standjioint  of  economy.  Investigation,  with  proper  ajjpliances,  of  all 
the  possible  sites  is  the  only  method  by  which  the  cheapest  as  well  as 
the  most  suitable  location  can  be  chosen.  The  borings,  where  rock 
exists,  should  extend  into  the  ledge  from  4  to  5  ft.,  in  order  to  be  fairly 
certain  that  a  boulder  or  loose  rock  has  not  been  encountered,  and 
they  should  be  made  at  intervals  of  not  more  than  50  ft.  under  the  im- 
portant parts  of  the  structures.  The  water-jet  method  used  by  the 
author  is  very  satisfactory,  but,  where  the  number  of  holes  is  limited, 
or  where  there  is  an  insufiicient  depth  of  water  to  float  a  suitable  plant 
of  this  character,  the  writer  has  found  the  method  of  driving  the  casing 
with  hand  pile-drivers  quite  economical,  and  sufiiciently  rapid  for 
ordinary  purposes.  A  light  pile-driver,  which  can  be  carried  any- 
where by  three  or  four  men,  is  set  up  on  the  sand  bars,  or  on  a  light- 
draft  pushboat,  and  fitted  with  a  banded  wooden  hammer  of  such 
weight  as  can  be  lifted  readily.  This  is  operated  by  four  men  pulling 
on  a  rope  attached  to  it  and  passing  over  a  sheave  in  the  head  of  the 
driver.  Two  of  the  men  stand  on  the  second  floor  of  the  driver  and 
two  on  the  bottom.  As  the  pipe  is  driven  the  material  is  pumped  out 
with  a  sand  pump,  the  driving  being  stopped  during  the  operation. 
WTien  bed-rock  is  reached,  a  churn  drill  is  dropjied  into  the  casing, 
and  the  hole  is  continued  with  it. 

In  seeking  his  locations  in  "curved  instead  of  straight  reaches" 
the  author  has  departed  from  the  usual  practice,  but,  when  the  curve 
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Mr.  Thomas,  is  of  very  long  radius,  the  idea  is  to  be  commended;  because,  in  such 
locations,  -with  the  lock  on  the  convex  shore,  protection  from  di'ift  is 
afforded,  which  cannot  always  be  counted  on  in  straight  reaches.  It 
is  not  good  practice,  however,  to  place  a  lock  having  a  fixed  dam  in  an 
abrupt  bend,  but  when  the  conditions  reqtiire  it  (as  they  sometimes  do, 
because  it  seems  that  the  best  foundations  are  usually  on  the  concave 
sides  of  bends),  the  question  at  once  ai'ises  as  to  whether  to  place  the 
lock  on  the  convex  shore  (the  "  point  "),  as  the  author  has  done,  or  on 
the  concave  bank  (the  "sag  or  bend  "),  as  has  been  the  most  general 
custom.  In  a  river  carrying  considerable  drift,  the  "point"  side  is 
indicated  because  of  the  protection  it  affords,  but  such  location  renders 
a  lock  more  difficult  and  dangerous  of  entrance  from  above,  because  of 
the  necessity  of  "  hugging  the  point "  in  order  to  keep  the  stern  of  the 
boat  from  being  caught,  by  the  stronger  current  away  from  the  shore, 
and  rounded  to.  Should  the  machinery  become  disabled,  or  high 
winds  prevail  at  such  a  time,  disaster  is  likely  to  follow,  because  of 
the  proximity  to  the  dam;  and  it  is  never  wholly  safe  to  enter  from 
above  without  running  out  a  shore  line.  Another  argument  against 
such  a  location  is  the  fact  that  the  quiet  water  or  eddy  immediately 
"  under  a  point  "  causes  deposit,  and  shallow  water  results,  making 
the  entrance  difficialt,  and  often  requiring  dredging.  The  danger  to 
craft  can  be  partially  overcome  by  the  prolongation  of  the  land  wall 
up  stream  by  a  retaining  wall  for  a  distance  equal  to  the  length  of 
craft  to  be  locked,  so  that  boats  may  come  alongside  of  it  before  get- 
ting too  close  to  the  dam. 

Where  the  location  is  on  the  concave  bank  there  is  usually  no  diffi- 
culty of  approach  and  entrance  from  above,  but  drift  goes  into  the 
head-bay  incessantly  and  causes  more  or  less  trouble.  Owing  to  the 
current  setting  against  the  bank  below,  some  difficulty  of  exit  Avili 
often  occur.  There  is  much  less  trouble  from  dejiosit  in  such  a  loca- 
tion than  in  a  point  location. 

Fixed  or  Movable  Dams. — Where  adjacent  lands  are  subject  to  over- 
flow it  is  always  well  to  guard  against  increasing  the  height  of  the 
flood  level,  and  it  is  unnecessary  to  state  that  the  erection  of  fixed  bar- 
riers a(;rosH  a  strc^am  which  raise  its  low-water  level  will  also  raise  its 
high-water  lev(>l.  Tlie  author  gives  the  present  dei)th  of  overflow  of 
the  valley  at  from  5  to  10  ft.  for  several  miles  in  width.  It  is  quite 
l^robable  that  the  flood  line  will  go  perceptibly  highcM-  ujjon  the  com- 
pletion of  the  system  of  fixed  dams. 

In  a  country  not  troubled  with  ice  it  would  se»Mii  that  movable 
dairiH  (!ould  be  ke))t  up  at  all  times,  except  wheu  the  stage  of  water 
was  ample  without  th(Mn,  and  thus  give  <'onstant  navigation,  and  if 
))roi)er  care  is  used  in  construction  there  will  ba  no  loss  of  water  by 
leakage.  The  \vriter  lias  not  yet  seen  a  fixed  wooden  dam  that  will 
compare  in  tightnesH  with  the  needle  dam  at  Louisa,  Ky.,  which  is  in  a 
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river  having  a  miuimum  discbarge  of  less  than  one-third  of  that  of  the  Mr.  Thomas. 
river  under  discussion.  In  the  six  years  it  has  been  in  operation  there 
has  never  been  a  time  when  the  pool  could  not  be  kept  at  normal  height. 
This  condition,  doubtless,  will  change  to  some  extent,  however,  when 
others  of  the  system  have  been  completed,  and  lockages  become  more 
frequent.  The  author  states  that  "  the  cost  of  construction,  operation 
and  maintenance  is  much  greater  with  movable  than  with  fixed  dams." 
A  glance  at  the  reports  of  the  cost  of  the  operation  and  maintenance 
of  the  Kanawha  Dams  will  disprove  this  supposition,  and,  as  to  first 
cost,  it  must  be  remembered  that,  while  the  foundations  of  movable 
dams  are  of  masonry,  those  of  fixed  dams  are  usually  of  crib  work — 
a  cheaper  and  less  durable  material.  lu  fifty  years  the  Avooden  dam 
will  have  been  partially  rebuilt  twice,  while  the  masonry  will  still  be 
good.  Given  the  same  grade  of  material  and  workmanship,  the  mov- 
able dam  has  no  disadvantage  on  the  score  of  cost  of  construction  or 
in  operation  and  maintenance.  The  argument  that  wood  will  last  for- 
ever under  water  does  not  prove  true  in  stationary  dams,  where  it  not 
only  decays,  but  frequently  actually  wears  out  clear  down  to  the  river 
bed. 

The  fact  that  tows  are  small  will  hardly  justify  breaking  them 
up  to  pass  them  through  the  locks,  because  small  tows  are  moved  at 
much  greater  expense  (per  ton)  than  large  ones,  and  the  delay  will 
add  to  this  expense.  A  model  river,  during  good  stages  of  water, 
should  enable  a  tow  to  proceed  without  interruption  when  once  under 
way;  under  no  other  condition  can  coal  be  moved  at  a  minimum  of 
cost.  As  to  drift  carried  by  floods  increasing  the  cost  of  operation 
and  maintenance,  experience  proves  that  but  little  drift  travels  until 
after  the  dams  are  lowered.  Occasionally,  however,  dams  near  large 
tributaries  have  been  injured  by  the  appearance  of  drift  before  the 
lowering  could  be  completed,  and  it  is  not  always  wise  to  build  such 
dams  in  preference  to  fixed  dams. 

Probably  the  worst  enemy  to  movable  dams  is  ice.  It  appears  at 
times  when  there  is  not  suflBcient  water  for  navigation,  and  yet,  in 
order  to  be  sure  that  the  dams  will  not  be  injured,  they  must  be 
lowered.  This  may  strand  loaded  barges  or  other  craft,  and  entail 
tremendous  loss,  as  well  as  stop  navigation.  A  case  in  point  is  the 
dam  at  Davis  Island  on  the  Ohio,  which  forms  a  harbor  for  Pittsburg. 
Owing  to  the  early  freezing  of  the  Allegheny,  it  is  frequently  neces- 
sary to  lower  this  dam  when  there  is  very  little  water  for  open-river 
navigation,  and  the  loss  and  inconvenience  thus  occasioned  are  wide 
spread,  affecting  many  industries  in  this  busy  community.  This 
seems  to  have  been  a  case  where  a  fixed  dam  would  have  been  pre- 
ferable, even  though  it  made  it  necessary  that  all  navigation  should 
pa.ss  through  the  lock.  Another  solution,  and  jjossibly  a  more  satis- 
factory one,  would  have  been  the  construction  of  a  bridge  dam  (which 
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Mr.  Thomas,  can  be  opei'ated  in  the  ice)  at  the  site  of  the  next  dam  below,  which  is 
fortunately  in  a  narrow  place  iu  the  river  where  there  is  an  island. 
The  cost  of  such  a  dam  probably  would  not  greatly  exceed  that  of  the 
two  which  it  would  replace,  and  there  would  be  only  one  lock  to  pass 
through,  instead  of  two  as  at  present,  a  very  great  advantage  on  that 
river,  where  the  tows  are  large  and  numerous. 

Size  and  Depth  of  Lock. — One  of  the  experiences  quite  common  on 
improved  streams  is  to  find  that  insutiicieut  depth  has  been  provided, 
and  that  the  locks  are  too  small.  Usually,  the  depth  is  regulated  by 
the  draft  of  the  largest  craft  when  loaded,  with  a  slight  allowance  for 
clearance,  but  it  seems  that  no  sooner  have  good  depths  been  pro- 
vided than  better  depths  are  demanded.  Thus,  on  the  Upper  Ohio,  a 
start  was  made  a  few  years  ago  with  6  ft.  on  the  sills,  and  8  ft.  is  now- 
asked  for.  Another  example,  still  more  striking,  from  the  fact  that 
the  demands  were  granted,  is  the  improvement  of  the  Seine  below 
Paris.  The  original  slack-water  system  was  established  between  1838 
and  1853,  at  a  cost  of  ^2  800  000,  with  a  depth  of  5^  ft.  This  depth 
was  increased,  between  1858  and  1878,  to  6|  ft.,  at  an  additional  cost 
of  $2  800  000.  Ten  years  later  the  depth  was  increased  to  10^  ft.,  at  a 
further  cost  of  $12  200  000.  The  commerce,  which  amounted  to  very 
little  under  the  first  arrangement,  owing  to  the  inroads  made  tipon  it 
by  the  improvements  iu  railroad  traffic,  has  increased  enormously 
with  the  greater  dejjths  for  navigation.  Similarly,  may  be  cited,  the 
St.  Mary's  Falls  Canal  improvements,  completed  in  1855,  at  a  cost  of 
$1  000  000.  Between  1870  and  1881  the  additional  sum  of  $2  000  000 
was  expended  for  the  purpose  of  accommodating  the  increasing  com- 
merce. In  1896  a  lock,  800  ft.  long  and  100  ft.  wide,  giving  a  depth  of 
21  ft.,  was  completed  at  a  cost  of  %?>  700  000.  That  further  improve- 
ments will  be  re({uix'ed  before  many  years,  is  (i[uite  ap])arent  to  those 
who  are  conversant  with  the  commerce  passing  through  the  canal.  It 
is  evident,  then,  in  studying  the  question  of  depths  to  be  given  on  a 
river  which  is  at  all  worthy  of  im2)rovement,  that  it  is  far  better  to 
provide  a  much  greater  draft  than  indicated  for  present  needs,  in 
order  to  be  reasonably  certain  that  future  commerce  may  be  well 
served.  The  same  idea  should  also  be  a])plied  in  fixing  the  size  of  a 
lock,  because  the  trend  of  modern  trausjxirtatiou  is  toward  cheap 
rates,  and  these  can  be  had  only  by  using  larger  craft.  It  is  much 
less  expensive  to  build  beyond  present  requirements  in  the  start  than 
it  is  to  remodel  later  on  to  suit  now  conditions.  The  lift  to  be  given 
a  dam  is  determined  by  the  rights  of  riparians,  the  proximity  of  water 
mills  iu  tributaries,  the  lunglits  of  bridges  (crossing  the  stream,  and 
by  local  conditions,  sucli  as  suitabhi  foundations,  etc.  (lousidoriug 
navigation  iutcu'csts  solely,  the*  grcMiter  the  lift  the  better,  Ix'cause  then 
the  number  of  hxiks  will  b(!  r(;duced,  and  boats  will  make  better  time 
and  be  subjected  to  fewf-r  dangers.     As  a  general  thing,  movable  dams 
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are  much  lower  than  they  shoiild  be,  and  in  many  localities  fixed  Mr.  Thomas. 
dams  are  open  to  the  same  objection,  but,  as  a  rule,  these  have 
about  all  the  height  allowable,  and  in  some  places  their  effects  on  the 
unprotected  banks  below  are  very  injurious.  Unless  the  banks  are 
of  hard  material  they  should  be  well  protected  below  all  fixed  dams 
and  i>ai-tioularly  those  of  high  lift.  For  movable  dams,  this  protec- 
tion can  be  much  less,  and  is  iisually  not  necessary  on  the  lock  side, 
owing  to  the  fact  that  the  dams  are  lowered  from  the  abutment  end. 
In  many  instances  the  bank  protection  can  take  place  gradually,  as 
the  original  material  is  eroded. 

Malen'ala  of  Co)tstriictio)i. — A  good  many  of  the  older  locks  were  built 
of  wood;  then  came  stone;  and  now  it  is  concrete,  which  has  not  yet 
been  in  use  on  this  class  of  work  long  enough  for  engineers  to  be  cer- 
tain of  its  durability.  No  reason  is  apparent,  however,  why  it  should 
not  be  all  that  is  desired,  and  it  certainly  simplifies  construction  very 
greatly,  particularly  in  localities  where  good  building  stone  is  inac- 
cessible. At  first  there  was  a  disposition  to  use  natural  cements,  but, 
as  the  Portlands  became  cheaper  and  better  understood,  they  displaced 
the  formei",  until  now  nearly  all  these  structures  are  being  built  of 
American  Portland  cement.  The  prices  have  gone  down,  as  the  num- 
ber of  manufactories  increased,  until,  within  the  past  year,  it  has  been 
possible  to  jirocure  a  first-class  Portland  cement  in  the  Ohio  Valley 
for  less  than  81.50  per  barrel.  The  better  grades  of  natural  cement 
have  proved  quite  satisfactory  under  water,  but  there  are  so  many  poor 
grades  manufactured  and  sold  that  they  have  prejudiced  the  use  of 
natural  cement  altogether.  At  first  there  was  a  disposition  to  criticise 
the  appearance  of  concrete  work,  but,  after  several  years'  use,  it  is 
believed  that  this  objection  will  not  be  apparent,  as  all  walls  become 
more  or  less  marred  by  the  rubbing  of  boats  and  barges.  It  is  thought, 
also,  that  Portland  cement  will  be  too  hard  to  show  many  scratches, 
and  that,  after  ten  years'  service,  the  appearance  of  a  lock  face  built 
of  it  will  be  superior  to  that  of  stone  heretofore  used.  There  is  no 
doubt  of  its  being  a  cheajier  material  in  almost  all  localities  where 
locks  are  to  be  built,  and  it  eliminates  entirely  "stone  cutters'  strikes  " 
and  the  use  of  skilled  labor.  Of  late  years  this  is  a  very  considerable 
pecuniary  advantage,  because  of  the  eight-hour  law,  which  requires 
the  United  States  to  pay  the  same  for  eight  hours'  work  as  is  jjaid  for 
a  full  day's  work  by  others  in  the  locality.  The  rapidity  with  which 
a  concrete  wall  can  be  put  up  is  one  of  its  chief  advantages,  as  on 
many  rivers  the  working  season  is  very  short,  owing  to  high  water; 
and  it  is  impracticable  to  do  very  satisfactory  stone  work  at  night,  as 
each  stone  must  be  brought  from  a  pile  at  some  distance  and  swung 
into  place  and  lined  up.  With  concrete  the  work  can  proceed  without 
stopping,  and  one  mixer  will  put  out  from  400  to  500  bbls.  of  cement 
in   24  hours,  barring  breakdowns  and  other  delays.     A  single  shift, 
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Mr.  Thomas,  working  in  daylight  only,  is  placing  an  average  of  200  cu.  yds.  of  con- 
crete daily,  to  the  writer's  knowledge.  The  projjortions  used  are  1 
part  of  cement,  3  of  sand,  and  6  of  broken  sandstone.  At  another 
lock  the  proijortions  are  1  bbl.  of  cement,  15  cu.  ft.  of  sand,  and  33J 
cu.  ft.  of  broken  limestone,  varying  in  diameter  from  ^  in.  to  2^  ins. 
This  apj)ear8  to  be  a  little  "lean,"  but  the  product  seems  to  be  hard 
and  strong.  Common  river  sand  is  iised,  about  70%  of  which  will 
pass  a  No.  30  sieve,  50)!f^  a  No.  50,  and  2%  a  No.  100.  Sandstone  is 
somewhat  soft,  crushing  slightly  during  the  jii'ocess  of  ramming,  but 
limestone  is  very  satisfactory.  Exjserience  proves  that  pieces  which 
will  barely  pass  through  a  2^-in.  ring  are  too  large,  and  that  better 
results  can  be  obtained  by  reducing  this  to  1^  ins.  and  taking  all  the 
smaller  particles  down  to  |  in. — virtually,  "run  of  crusher"  stone. 
The  larger  stones  seem  to  bunch  together  and  cause  voids,  and  will 
not  pack  like  the  smaller  ones. 

The  author  has  adoi:)ted  the  block  method  of  building;  that  is, 
each  day's  work  forms  a  separate  monolith.  The  method  in  most  gen- 
eral use,  probably,  is  that  of  the  continuous  monolith,  in  which  the 
concrete  is  built  from  bottom  to  top  without  stopping.  The  block 
method  is  used  on  the  Kentucky  and  Big  Sandy  Rivers,  and  is  grad- 
ually growing  in  favor,  although  a  stronger  and  more  presentable  wall 
can  doubtless  be  made  by  the  other  method.  In  the  continuous-mono- 
lith construction  the  form  timbers  are  put  up  the  entire  height  to 
begin  with,  and  it  is  necessary  to  lift  the  concrete  to  the  top  and  then 
lower  it  to  position.  This  is  frequently  quite  troublesome,  the  buck- 
ets knocking  the  forms  out  of  line  and  threatening  the  safety  of  the 
men  cooped  up  underneath.  When  the  concrete  is  built  in  blocks  it 
is  only  necessary  to  carry  up  the  forms  as  the  work  progresses,  and 
night  work  is  not  required  at  all.  The  design  of  forms  varies  in  dif- 
ferent locaUties,  the  most  usual  type  being  that  with  posts  erected, 
inside  of  which  lagging  is  placed  as  the  work  proceeds.  The  posts 
are  braced  at  intervals,  as  may  be  necessary.  Another  style  is  that  in 
which  the  lagging  is  tied  together  with  rods,  and  held  apai't  by 
braces,  the  rods  being  generally  left  in  the  completed  work.  There  is 
some  diffi(-ulty  in  holding  forms  of  tliis  class  exactly  in  lino,  and  their  use 
is  not  general,  although  it  crtects  (juite  a  saving  in  cost.  Dressed  luin- 
V)er  should  always  be  us(id  for  lagging,  on  all  faces  to  be  exposed  after 
the  completion;  and  a  lining  of  slieet  iron  would  prevent  the  graining 
of  the  wood  from  showing  and  would  otherwise  improve  the  appear- 
ance of  the  face  of  the  wall.  However,  after  a  few  years'  use  all 
cliaiiiber  faces  on  rivers  having  a  good  commerce  show  more  or  less 
injury,  and  it  is  not  (essential  tliat  a  beautiful  wall  be  had  at  the  start. 
TIh!  forms  can  bo  removed  in  from  three  to  live  days  and  used  again. 
Upon  tluiir  removal  it  is  a  good  id(»a  to  go  over  the  face  of  tlie  wall  and 
nil)  df)wii  rough  places  with  a  l)lock  of  wood  or  soft  stone.     This  will 
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improve  the  appearance  of  the  work  greatly,  and  can   be  done  very  Mr.  Thomas. 
readily  if  attended  to  immediately  after  the  lagging  comes  off. 

Gates,  Valres,  etc. — The  gates  seem  to  be  very  well  designed.  Steel 
is  now  replacing  wood  for  such  stnictnres,  and  will  eventually  do  so 
entirely,  unless  experience  proves  its  inadaptability  for  such  work. 
It  sometinies  happens  that  boats  strike  the  gates  with  consider- 
able violence.  In  a  wooden  gate  this  does  not  result  in  permanent 
injury  or  in  injury  which  cannot  be  repaired  then  and  thei-e.  With  a 
metal  gate,  the  case  is  different.  If  it  is  struck  with  sufficient  force 
to  bend  it,  it  may  not  spring  back  to  place,  in  which  case  it  will  not 
miter,  and  becomes  useless.  To  repair  the  damage  it  may  be  necessary 
to  remove  the  gate  and  transport  it  to  a  shop — quite  an  undertaking. 
There  are  two  general  types  of  metal  miter-gates  now  in  use  and  under 
construction  on  the  rivers  of  this  country:  In  one  class  the  beams  are 
placed  horizontally,  and  transmit  the  strains  to  the  walls  and  the 
opposite  leaf  through  heel  and  toe  jDosts;  in  the  other  class  the  sup- 
porting beams  are  placed  vertically,  connecting  with  horizontal  gird- 
ers at  bottom  and  toj).  This  class  of  gate  has  less  metal  than  the 
other  when  the  length  is  considerably  greater  than  the  height,  but  a 
heavy  strain  is  transmitted  through  the  top  girder  to  the  wall  well 
toward  its  top.  In  the  writer's  opinion  it  is  not  to  be  preferred  to  the 
horizontal  framed  gate.  A  more  serious  objection  to  it  is  that  when 
rust  has  weakened  the  uprights  at  the  water  line,  as  it  probably  will, 
the  entire  gate  must  be  renewed.  With  horizontal  framed  gates  it 
would  only  be  necessary  to  renew  the  lower  portion.  The  use  of  a 
buckle-plate  skin  will  permit  of  a  wider  spacing  of  girders  and  effect 
a  material  saving  of  metal,  because  these  plates  are  much  stronger 
than  flat  plates  of  equal  weight,  and  will  require  no  stiffeners,  even 
in  very  wide  panels. 

Originally,  metal  gates  had  a  double  skin  in  order  to  secure  buoy- 
ancy and  consequent  reduction  of  weight,  but  it  was  found  that  the 
compartments  leaked  and  were  not  kept  pumped  out,  so  that  the  addi- 
tional plating  was  simply  so  much  weight  to  be  carried  without  any 
beneficial  result.  It  has  also  been  found  that  the  upper  compartments 
fill  with  mud  and  induce  rust.  Without  doubt  the  single- skin  gate  is 
to  be  preferred  in  every  way.  One  objection  to  all  metal  gates  is  that 
they  are  likely  to  rust  at  the  water  line  and  below,  when  they  cannot 
be  kept  clean  and  painted,  and  the  writer  has  considered  the  advisa- 
bility of  building  the  upper  portion  of  metal  and  the  lower  of  wood. 
The  latter  could  be  renewed  at  any  time  without  disturbing  the  former, 
and  with  very  little  delay  to  navigation.  Wooden  gates  are  short 
lived.  The  ^\Titer  knows  of  few  gates  which  have  lasted  more  than 
sixteen  years;  many  are  partially  renewed  within  ten  years,  and  a  few 
in  less.  There  is  only  one  lock  provided  with  iron  gates  on  the  tribu- 
taries of  the  Upper  Ohio,  but  these  seem  to  be  perfectly  good  after 


322  DISCUSSION   ON    IMPROVEMENT    OF    RIVERS. 

Mr.  Thomas,  twenty-one  years'  service.  In  Ids  -work  on  mitering  lock  gates,  Major 
Hodges  gives  the  average  life  of  a  metal  gate  at  forty  years,  when 
properly  cared  for  and  repaired. 

The  method  of  operating  the  gates  adopted  by  the  author  seems  to 
be  undesirable,  although  experience  may  prove  otherwise.  Mechanism 
somewhat  similar,  but,  doiibtless,  imperfect  in  construction,  was  tried 
a  number  of  years  ago  on  a  lock  on  the  Kentucky  River,  and,  later, was 
supplanted  by  something  else.  The  writer  was  told  that  it  was  not 
satisfactory,  but  has  no  information  on  the  subject.  The  most  com- 
mon method  of  gate  operation  is  by  a  rack-bar  and  pinion  turned  by 
capstan  bars,  but  it  is  not  wholly  satisfactory,  partially  because  of  the 
friction  of  the  rack  and  pinion  and  jjartially  because  the  bar,  in  order  to 
reduce  its  length,  is  attached  to  the  gate  too  far  from  the  toe.  The  prim- 
itive wooden  spar  and  modern  wire  rojje  winding  on  a  capstan,  as  seen 
on  the  Kanawha  and  elsewhere,  is  the  simplest  and  most  satisfactory 
device  the  writer  has  yet  observed  for  hand  operation.  The  spar  and 
line  ai-e  attached  at  the  toe,  the  length  of  spar  not  being  objectionable 
when  it  is  an  ordinary  i^ole,  and  the  best  point  from  which  to  operate 
is  thus  secured.  It  is  worthy  of  note  that  the  new  locks  on  the  Moldau, 
in  Bohemia,  are  provided  with  rack-bars  operating  under  the  coping, 
where  they  are  out  of  the  way  during  maneuvers.  The  same  system 
has  an  example  on  the  Fox  River  in  this  country. 

The  cost  of  wooden  gates,  for  locks  from  50  to  55  ft.  wide,  with  about 
12-ft.  lift,  ranges  from  $1  500  to  $2  5U0  per  leaf,  usually  being  about 
)$2  000.  Steel  gates  will  not  usually  cost  any  more,  if  designed  with  a 
view  to  economy.  In  adopting  the  balanced  valve  the  author  fol- 
lowed the  ijractice  which  has  the  advantage  of  long  and  fairly  satis- 
factory trial,  and,  with  the  modifications  and  arrangements  which  he 
has  provided,  most  excellent  results  should  follow.  This  valve  is 
sometimes  used  with  a  vertical  and  sometimes  with  a  horizontal 
axle,  and  seems  to  work  equally  well  in  either  way.  Other  forms  of 
valves  in  use  are  the  gridiron  sliding  valve,  in  which  the  valve  is 
pierced  with  rectangular  oi)ening8,  and  the  cylindrical  valve,  which 
consists  of  a  cylinder,  from  4  to  6  ft.  in  diameter  and  IS  to  20  ins.  higli, 
sliding  vertically  inside  a  chamber  having  a  water-tight  cover.  This 
cylinder  or  ring  encircles  the  culvert  opening,  and,  when  down,  shuts 
off  the  water.  When  raised,  which  is  an  easy  operation,  as  the  water  is 
pressing  ocjually  from  all  sides,  the  water  goes  into  the  culvert  under 
the  cylinder.  Tliis  valve  is  in  satisfactory  use  on  the  Muskingum 
River,  and  is  being  adopted  for  new  locks  on  the  Big  Sandy  and  Ken- 
tucky. The  writer  has  l)een  considering  the  advisability  of  disi)eusiug 
with  the  cliamlxir  over  the  cylinder,  dropi)iug  its  cover  down  to  the 
top  of  the  (jylinder,  and  sliding  the  latter  up  on  guides  on  the  outside. 
This  cylindrical  valve  has  beeu  rendered  self-operating  by  the  intro- 
duction of  water  through  its  cover,  and  a  patent  has  beeu  issued  to 
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Major  W.   L.  Marshall,  and  another  to  Mr.  Sanford  L.   Cluett,  for  Mr.  Thomas. 
devices  of  this  character.     Some  of  the  latter  have  been  made  for  trial 
on  the  Big  Saudv.  but  are  not  vet  in  use. 

General  Remai-As. — In  jireparing  i)lan8  for  work  of  the  character  of 
that  under  discussion  it  should  always  be  remembered  that  repairs 
will  be  costly,  tedious  and  detrimental  to  navigation,  because  the  water 
will  be  troublesome,  and  it  will  be  necessary  to  close  the  locks  for  a 
time.  It  is  of  the  first  importance,  then,  not  only  to  make  the  various 
parts  as  simple  as  possible,  but  also  to  make  them  stronger  than 
necessary.  Especial  attention  should  be  given  to  designing  all  valves 
or  other  movable  parts  so  that  they  can  be  readily  removed  for  exam- 
ination or  repair.  It  is  only  necessary  to  go  over  one  of  the  older 
improvements  to  be  convinced  of  the  necessity  for  such  cautions.  The 
eiposed  ends  of  anchor  bolts  will  rust  eventually,  so  that  renewal 
will  be  necessary,  and  it  will  be  well  to  provide  sleeve  nuts  in  the 
original  construction  so  as  not  to  necessitate  digging  the  old  bolts  out 
of  the  masonry. 

Of  late  years,  considerable  taste  has  been  displayed  in  the  design 
of  lock  buildings  and  in  the  care  of  the  grounds.  These  places  should 
be  veritable  parks,  with  grass,  shade,  flowers,  and  neat  walks  and 
fences;  in  fact,  they  should  be  object  lessons  to  their  several  commu- 
nities. A  very  little  money  will  go  a  long  way  when  all  the  labor  is 
ready  at  hand  and  under  pay  the  year  round.  The  works  themselves 
should  be  kept  in  the  best  of  repair,  and  lock  gates,  irons,  machinery, 
boats,  and  such  jiroperty  as  can  be  improved  thereby,  should  be 
thoroughly  overhauled  and  painted  every  year.  It  is  a  lesson,  to  those 
engaged  upon  the  works,  which  is  very  cheap  at  the  price,  as  it  causes 
each  man  to  be  more  careful,  to  take  more  pride  in  his  work  and  in 
himself,  and  thus  he  becomes  a  valuable  citizen  as  well  as  a  valuable 
employee. 

D.  M.  Andrews,  M.  Am.   Soc.   C.   E.    (by  letter). — This  paper  is  a  Mr.  Andrews. 
valuable  contribution  on  a  subject  of  which  there  is  far  too  little  infor- 
mation available.     There  is  little  to  criticize  in  the  paper;  the  writer, 
however,  wishes  to  discuss  certain  of  the  items  from  the  viewpoint 
of  his  own  experience. 

The  Black  Warrior  and  Warrior  are  one  and  the  same  river;  the 
name  Black  Warrior  changing  to  Warrior  at  Tuscaloosa,  as  explained 
by  the  author.  The  Black  Warrior  has  stable  banks  and  bottom. 
The  Warrior  has  caving  banks  and  a  shifting  bottom. 

The  adoption  of  the  fixed  type  of  dam  for  the  Black  Warrior  was 
unquestionably  the  best;  and,  for  the  reasons  given  by  Mr.  McCalla, 
particularly  the  small  low-water  discharge,  the  fixed  type  was  the  only 
type  that  could  have  been  safely  adopted  for  the  Warrior.  With  the 
fixed  type,  however,  the  pools  between  the  dams  will  in  time  fill  up, 
and  constant  dredging  will  be  required  to  maintain  a  channel  of  the 
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Mr.  Andrews,  proi^osed  widtli  and  dejjth  between  the  locks.  Witli  dams  of  the 
movable  tyi^e  this  filling  of  the  pools  could  be  prevented  by  lowering 
the  dams  during  periods  of  high  water,  and  letting  the  river  clear 
itself  of  accumulations  of  silt  and  gravel. 

The  Avriter  believes  that  the  advantages  or  disadvantages  of  loca- 
tions at  convex  or  concave  shores  are,  except  in  abnormal  situations, 
more  apjiarent  than  real;  however,  other  things  being  equal,  a  straight 
reach  is  probably  the  best  location.  The  writer's  experience  leads 
him  to  the  following  conclusions: 

There  should  be  guide  piers,  both  above  and  below  every  lock, 
placed  an  angle  of  about  10^  with  the  axis  of  the  lock.  Where  there 
is  much  disturbance  below  the  dam  during  periods  of  high  water,  the 
lower  liier  should  extend  from  the  lower  end  of  the  river  wall.  Solid 
piers  not  less  than  150  ft.  in  length,  and  longer  where  the  volume  of 
traffic  is  considerable,  with  drift  passages  at  the  lock  wall,  are  prefer- 
able to  pile  clusters. 

Rack-bars  for  maneuvering  lock  gates  are  objectionable  in  rivers 
carrying  much  drift,  for  they  have  to  be  removed  when  the  lock  is 
about  to  be  submerged,  and  replaced  when  it  emerges.  The  maneu- 
vering apparatus  described  by  the  author  is  not  open  to  this  objection, 
and,  as  the  writer  knows  from  experience,  is  in  other  respects  a  most 
admirable  arrangement. 

The  design  of  the  dams  at  Locks  Nos.  1,  2  and  3,  Black  Warrior 
River,  is  bad,  on  account  of  the  stepped  lower  slope.  Drift  passing 
over  the  dams  would  cause  the  displacement  of  the  slope  stones,  and 
entail  constant  expense  for  repairs.  A  better  arrangement  is  that  in 
which  the  stones  are  set  with  the  beds  normal  to  the  slope,  as  at  Lock 
No.  4  of  the  same  river.  Dams  of  this  type,  viz.,  crib-tilled  dams 
with  a  lower  slope  of  stone  should  have  the  lower  slope  laid  without 
cement  beds  or  joints,  thereby  allowing  the  free  passage  of  leakage. 
The  face,  whether  of  masonry  or  sheet-piles,  should  be  made  water- 
tight, or  as  nearly  so  as  possible;  but  in  rivers  of  considerable  low- 
water  discliarge,  it  is  not  the  part  of  economy  to  go  to  any  great 
expense  to  secure  a  water-tight  face.  As  usually  designed,  it  is  only 
necessary  to  maintain  the  surface  of  the  pool  at  the  crest  of  such  dams. 
The  low-water  discharge  not  needed  for  that  purpose  may  pass  the 
dam  as  leakage.  This  last  statement  does  not  ap])ly,  of  course,  to 
dams  iutendcd  to  develop  power. 

The  writer  has  recently  repaired  and  raiscMl  to  a  height  of  15  ft.  (the 
height  being  originally  T2  ft.),  a  crib-tilled  dam,  700  ft.  long,  built  ou 
a  foundatioD  of  gravel,  mud  and  rotten  limestone.  The  repairs  and 
addition  to  tlie  height  were  made  by  building  a  heavy  stone  slope  from 
l)elow  and  over  the  crib,  or  what  was  left  of  it.  The  stones  in  the 
slope  contained  from  1  to  13  cu.  yds.  each,  and  were  laid  dry  with  the 
beds  normal  and  the  faces  flush  with  the  8loi)e.     The  face  of  the  dam 
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"was  of  double-lap,  4  x  r2-iri.  and  2  x  12-iu.  sbeet-pilinp:.     The  sheet-  Mr.  Andrews. 

piling  extended  5  ft.  above  the  crest,  as  a  protection  bnlkhead  to  the 

■workmen  below.     After  the  slope  below  was  finished,  the  piling  was 

cut  flush  with  the  crest.     The  operation  was  repeated  until  the  dam 

was  finished.     Quarry  waste  was  filled  in  against  the  sheet-piling  from 

above.     No  attempt  was  made  to  get  a  water-tight  face,  the  low-watev 

flow  being  sufticieut  to  maintain  the  upper  pool  at  the  crest,  with  the 

leakage  allowed.     An  apron  at  the  toe,  to  prevent  scour,  was  built  of 

large    stones    roughly    placed,  and   the   interstices   were   filled   with 

smaller  stones.     The  work  was  done  by  hired  labor,  and  cost,  every 

expense  included,  82.51  -f  per  cubic  yard. 

As  to  the  expediency  of  the  improvement  of  our  rivers,  oj^inion  is 
as  diverse  as  it  once  was  concerning  the  proper  gauge  for  our  railroads, 
and  it  seems  that  the  arguments  for  and  against  are  likely  to  be  as 
vigorously  presented  as  were  those  fought  over  in  the  days  of  the 
"Battle  of  the  Gauges." 

The  writer  can  do  no  more  than  generalize,  not  having  statistics  at 
hand,  but  he  ventures  the  assertion  that,  should  the  Erie  and  Welland 
Canals  be  abandoned,  freight  rates  from  the  West  to  New  York  would 
go  soai-ing,  and  New  Orleans  would  become  the  chief  shipping  point 
for  the  export  trade  of  the  country.  He  is  aware  that  pages  upon 
pages  of  statistics  have  been  printed  showing  that  the  railroads  enter- 
ing New  York  from  the  West  can  and  do  carry  freight  as  cheaply  as 
the  same  is  transported  through  the  canals;  but  those  statistics  being- 
presentations  of  facts  make  no  prediction  of  the  probable  effect  of  an 
abandonment  of  the  water  lines  of  transportation  from  the  Great  Lakes 
to  the  Eastern  Coast. 

The  writer  recently  had  some  machinery  shipped  to  a  jioint  on  the 
Lower  Mississippi  River,  a  part  coming  from  Bridgeport,  Conn. ,  and 
a  part  from  Birmingham,  Ala.  The  freight  rate  from  Bridgeport  was 
practically  the  same  as  that  fi'om  Birmingham,  because  Bi'idgeport, 
though  the  length  of  haul  was  against  her,  had  the  advantage  of  con- 
tinuous water  transportation. 

Statistics  of  this  kind  interest  the  jjeople  at  large,  and,  as  long  as 
conditions  remain  as  they  are,  there  will  be  a  demand  for  the  improve- 
ment of  our  rivers,  though  argument  be  piled  upon  argument  show- 
ing that  railroads  can  be  built,  operated  and  maintained,  at  far  less 
cost  than  the  cost  of  improving,  and  maintaining  the  improvement  of, 
our  rivers. 

Nat.  a.  Yuille,  Esq.   (by  letter). — In  his  very  interesting  paper,  Mr.  Yuille. 
Mr.  McCalla  mentions  the  borings  for  the  foundations,  with  which  the 
writer  was  intimately  associated  for  several  years.     A  description  of 
some  of  the  details  of  this  work  may  be  interesting. 

The  Black  Warrior  River  varies  in  width  from  about  .500  to  1  500  ft., 
and  is  confined  by  high,  steep  banks,  and,  in  many  places,  by  precipi- 
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Mr.  YuiUe.  tous  saudstone  cliffs,  several  hundred  feet  liigh.  At  frequent  inter- 
vals, and  extending  entirely  across  the  river,  are  natural  dams  of  bed- 
rock. It  was  proposed  that  the  locks  and  dams  in  this  river  be  built 
of  sandstone  masonry  upon  this  bed-rock  foundation. 

The  oscillation  of  this  river  is  considerably  less  than  that  of  the 
'Warrior,  and  becomes  less  and  less  in  proceeding  toward  the  head. 
By  means  of  coffer-dams  the  construction  of  the  locks  can  be  con- 
tinued throughout  the  year,  and  would  not  be  interfered  with, 
materially,  by  many  rises  in  the  river  that  would  make  construction 
impracticable  in  the  Warrior  River.  At  Lock  No.  4,  on  the  Black  War- 
rior River,  the  existence  of  bed-rock  suitable  for  a  foundation  was 
known,  the  borings  being  taken  to  ascertain  the  kind  of  material  to  be 
excavated,  and  the  relative  amounts  of  earth  and  rock  excavation. 
The  estimates  were  based  upon  the  result  of  these  borings. 

The  Warrior  River  varies  in  width  from  about  500  to  200  ft.  or  less. 
Except  in  a  few  places,  the  banks  are  alluvial  deposits  which  during 
high  water  are  flooded  from  3  to  10  ft. ,  the  river  widening  from  3  to 
5  miles.  There  are  numerous  shoals,  bars,  and  a  few  rock  reefs  in  the 
Warrior,  but  none  of  the  reefs  is  of  the  good  sandstone  so  plentiful  in 
the  river  above.  In  fact,  with  the  exception  of  a  very  poor  quality  of 
sandstone  seen  in  several  places  in  the  vicinity  of  Lock  No.  6,  there  is 
none  cropping  out  below  Tuscaloosa.  A  short  distance  above  the 
final  location  of  Lock  No.  6,  are  two  rock  reefs,  upon  one  of  which  it 
was  at  first  thought  the  lock  would  be  built;  but  examination  by  bor- 
ing developed  the  fact  that  the  reefs  were  only  thin  crusts  of  very 
poor  sandstone,  the  principal  cementing  substance  in  which  was  iron 
oxide.  Most  of  the  other  reefs  examined  along  the  river  Avere  of  soft, 
rotten  limestone,  which  usually  extended  only  part  way  across  the 
river,  and  then  dipped  too  far  below  the  grade  of  the  lock  to  be  used 
without  some  piling.  This  rotten  limestone,  or  marl,  under  the  crust 
or  under  water  was  soft,  like  very  hard,  stiff  clay,  and  of  deep,  gray- 
ish-blue color.  When  exposed  to  the  atmosphere  and  sunlight  it  be- 
came hard  and  brittle,  and  of  a  pale  blue  color — almost  Avhite. 

The  hope  of  finding  safe  natural  rock  foundations  being  abandoned, 
locations  avoiding  these  reefs  and  strata  of  rock  were  sought,  where 
piling  could  b(^  used  under  the  entire  structure.  At  Lock  No.  3  con- 
siderable dillJculty  was  encountered  in  avoiding  several  thin  strata  of 
rock,  upon  which  it  was  considered  unsafe  to  build,  and  which  were 
too  thick  to  be  penetrated  by  piling.  A  distance  of  3  miles  was  exam- 
ined thoroughly  before  deciding  ui)on  the  final  location.  Fig.  3  shows 
the  i)lan  and  ])rotil(^  of  the  borings  and  the  position  of  the  rock  at  the 
final  location  of  this  lock. 

Perhaps  the  grt^atest  difliculty  (encountered  in  deciding  u])<ni  the 
location  of  any  of  the  locks  was  at  Lock  No.  2,  Warrior  River,  where 
fourteen  possible  locations  within  a  distance  of  5  miles  wore  examined; 
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the  objection  iu  each  case  being  the  presence  of  soft,   rotten  lime-  Mr.  YulUe. 
stone  above  the  foundation  of  the  lock  on  one  side,  while  on  the  other 
side  the  rock  di'opped  too  deep  to  build  upon  without  piling.     It  was 
not  considered  advisable  to  build  part  of  the  structure  on  rock  founda- 
tion and  part  on  pile  foundation,  for  fear  of  unequal  settlement. 

WTiile  the  greatest  difficulty  in  locating  a  lock  site  was  at  Lock 
No.  2,  Warrior  River,  the  greatest  difficulty  iu  the  actual  borings  was 
at  Lock  No.  6,  where  the  immense  bed  of  clean  gravel  penetrated 
made  the  taking  of  borings  very  laborious,  slow  and  expensive. 

In  connection  with  a  topographical  survey  of  the  Warrior  River, 
made  by  the  writer  in  1898,  probings  were  taken  at  frequent  intervals. 
These  probings  were  taken  by  two  men  working  an  iron  rod  down  into 
the  ground  by  hand;  the  idea  being  to  locate  rock  near  enough  to  the 
surface  to  use  it  for  foundations.  At  the  same  time  this  survey  was 
being  made,  another  party  was  in  the  field  making  a  more  thorough 
examination,  by  taking  probings  in  squares  of  10  ft.  under  the  locks, 
as  projected.  A  1-in.  iron  pipe,  with  a  solid  point  screwed  in  the  end, 
was  used  in  this  work  and  was  driven  with  a  small,  hand  pile-driver, 
usually  obtaining  greater  penetration  than  in  those  made  by  hand 
rods.  In  connection  with  these  probings,  two  water-jet  borings  under 
the  lock  and  one  under  the  abutment  of  the  dam  were  also  taken.  The 
water-jet  borings  were  practically  the  same  as  will  be  described  later, 
the  details  of  the  apparatiis  and  the  methods  of  taking  them  being 
changed  constantly  as  suggested  by  experience.  Subsequent  borings 
and  excavations  have  proved  these  probings  to  be  very  unsatisfactory; 
in  fact,  thev  were  misleading,  as  erroneous  inferences  were  drawn. 
The  information  obtained  was  negative  rather  than  positive.  It  be- 
came known  that  there  was  no  rock  above  the  bottom  of  the  probing, 
but  as  to  what  stopped  the  iron  rod — whether  it  was  solid  rock,  or 
merely  a  piece  of  gravel,  or  accumulating  friction — could  not  be 
known.  T\Tien  it  was  decided  to  abandon  search  for  rock  reefs,  it 
"was  also  decided  to  discontinue  these  probings  and  take  water-jet 
borings  only. 

During  the  following  year  a  survey  and  boring  party,  of  about 
twenty-three  men,  was  jjut  in  the  field,  with  the  writer  in  charge. 
They  lived  in  a  quarter-boat  and  in  tents  on  the  bank.  Two  gangs,  of 
six  men  each,  operated  two  sets  of  boring  apparatus,  and  a  third  gang 
of  five  men  pulled  the  casings.  The  other  six  men  did  the  necessary 
surveying,  locating  borings,  cross-sectioning  the  site  of  the  work, 
laying  out  proijerty  lines,  placing  stone  monuments,  etc.  The  pre- 
vious topographical  survey  assisted  greatly  in  the  work  of  selecting 
lock  sites,  all  possible  locations  being  selected  from  the  map  and 
profile,  and  each  one  being  tested  by  further  surveys  and  trial 
borings. 

Boring  Apparatus. — A  2-in.  casing  and  a  1-in.  water  pipe,  both  in 
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Mr.  Yuille.  sections  about  10  ft.  long,  were  iised.  Two  light  foiir-leggecl  frames, 
with  loose  boards,  adjustable  at  different  heights,  for  the  men  to  stand 
on  while  operating  the  apparatus,  were  used.  A  heavy  tripod,  with  a 
hand-winch  attached,  and  with  two  detachable  wheels  for  ti'ansporting 
it,  was  used  for  pulling  the  casing  when  considerable  power  was  re- 
quired. With  this  machine  the  threads  of  the  casing  couplings  could 
be  stri^jped.  A  similar  tripod,  of  lighter  pattern,  with  double  blocks 
and  falls,  was  used  for  easy  pulling. 

Heavy  wooden  mauls,  10  ins.  in  diameter  and  7  ft.  long,  operated 
by  four  men,  were  used  in  driving  the  casing.  These  mauls  were 
lifted  vertically,  by  means  of  wooden  bars  passing  through  auger 
holes  in  the  upper  end,  and  dropping  upon  the  casing.  In  driving, 
the  pipe  was  protected  by  solid  iron  heads,  12  ins.  long,  screwed  over 
the  end.  These  driving  heads  were  also  used  in  piilliug  the  pipe,  and 
were  threaded  in  the  socket  so  as  to  fit  both  2-in  and  1-in.  pipe. 
Three  different  kinds  of  drill  bits,  all  perforated  with  water  holes, 
were  used  for  rock,  clay  and  gravel.  The  gravel  bit  was  most  generally 
used.  In  cases  where  the  1-in.  water  pipe  broke,  the  bottom  part 
was  sometimes  lost  and  sometimes  recovered.  The  best  device  for 
recovering  a  pipe  was  a  piece  of  tapering,  barbed  iron  screwed  into  a 
piece  of  pipe.  The  l)arbed  iron  was  jammed  into  the  lost  pipe,  which 
was  then  drawn  up. 

Two  small  Cameron  steam  pumps,  No.  0  and  No.  1,  furnished  with 
steam  from  a  6-H.-P.  vertical  boiler,  were  used  for  forcing  water  into 
the  borings.  "When  the  distance  was  short,  1-in.  Eureka  mill  hose 
was  used  from  the  pumps  to  the  borings.  When  the  distance  Avas 
greater,  1-in.  pipe  and  the  hose  were  both  used. 

Method  of  Work.  —  \T\  boring,  the  drill-pip(>  is  churned  u]>and  down 
by  two  men  using  a  T-pipe  handle  at  the  top,  to  which  the  water  hose 
is  connected.  Each  time  the  drill- bit  lands,  the  pipe  is  given  a 
quarter  turn  to  the  right,  to  cut  the  material  at  the  bottom  and  to 
keep  the  coui)lings  tight.  Generally,  the  drill-pipe  is  kept  a  few 
inches  l)elow  the  casing  in  order  to  form  a  cavity  at  the  bottom,  and 
thus  facilitate  the  driving  of  the  casing.  In  both  driving  and  pulling, 
the  easing  should  bo  twisted  frequently,  by  means  of  a  lever  clamped 
to  it,  in  order  to  keep  it  free,  and  it  should  always  bo  twisted  to  the 
right  to  keej)  the  couplings  tight. 

When  necessary  to  drive  the  casing,  the  upper  length  of  drill-])ipe 
is  taken  off"  and  the  driving  head  screwed  to  the  next  length.  This  is 
then  lowered  and  the  same  driving  head  is  screwed  to  the  top  of  the 
casing.  The  casing  is  tliou  driven,  th(i  drill-])ii)e  being  suspended 
insid(!,  with  the  drill-l)it  about  10  ft.  above  tin;  bottom  of  tlio  casing^ 
and  tlius  protected  from  injury.  When  the  casing  is  driven  as  far  as 
it  will  go,  tlie  driving  head  is  taken  off",  another  length  of  drill-])ii)o  is 
added,  tlie  drill-pipe  is  lowered  and  boring  resumed. 
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A  T-^pc>Tit  is  kept  uear  the  top  of  the  casing,  and  through  this  the  Mr.  YuiUe. 
materials  washed  up  pour  out.  Samples  are  taken  in  a  ciip  constantly, 
and  changes  of  material  at  once  noted  and  the  length  of  pipe  measured. 
Thus  the  thickness  and  elevation  of  the  diflferent  strata  are  obtained 
and  recorded.  The  different  materials  are  classified  as  to  composition, 
fineness,  hardness,  compactness  and  color,  especial  jjains  being  taken 
to  make  the  classifications  as  uniform  as  practicable.  Under  the 
heading  of  remarks  should  be  noted  other  items,  such  as  fossils  in  the 
rock,  embediled  logs,  artesian  water,  time  of  boring  through  a  certain 
thickness  of  hard  strata;  also  causes  of  delays,  mishaps,  etc.  Samples 
of  some  of  the  strata  were  bottled,  labeled  and  placed  on  file. 

Borings  were  taken  under  the  sites  of  all  structures  and  through  the 
approaches  at  intervals  of  about  50  feet.  Generally,  the  borings  ex- 
tended at  least  30  ft.  below  the  lock  floor,  and  one  boring  at  each  lock 
site  extended  at  least  80  ft.  below  the  lock  floor.  The  deepest  boring- 
made,  188  ft.,  was  at  Lock  No.  2.  The  200  ft.  of  drill-pipe  used  for 
this  boring  was  handled  by  six  men  with  some  ditiiculty.  Borings 
taken  to  show  the  character  of  excavation,  as  a  rule,  extended  only  a 
few  feet  below  grade. 

The  greatest  difficulty  occurred  in  boring  through  thick  beds  of 
coarse  gravel;  all  the  pump  water  sometimes  percolating  through  the 
gravel  instead  of  coming  up  through  the  casing.  The  best  method  of 
getting  through  such  gravel  is  to  drive  the  casing  as  far  as  possible, 
and,  with  the  drill -bit,  crush  and  grind  the  lumps  of  gravel  confined 
within  the  casing.  Then  the  water  which  does  not  escape  from  the 
bottom  of  the  casing  will  bring  up  the  small  particles  of  broken  gravel. 
The  drill  cannot  work  below  the  casing  in  such  gravel,  as  all  the  pump 
water  will  escape,  and  coarse  gravel  will  fall  in  above  the  drill-bit  and 
jam  it.  For  one  casing,  2^-in.  pipe  was  tried,  wdth  1-in.  drill-pipe, 
but  it  required  so  much  more  water  to  give  the  necessary  upward 
velocity  in  the  larger  annular  sjiace  between  the  two  pipes,  and  the 
friction  on  the  outside  of  the  casing  was  so  much  greater  that,  instead 
of  diminishing  the  difficulties  encountered  with  the  2-in.  casing,  it 
increased  them  greatly. 

Sometimes  it  was  necessary  to  continue  the  borings  through  and 
below  strata  of  rock  through  which  the  casing  could  not  be  driven. 
In  such  cases,  if  soft  material  were  encountered  under  the  rock,  the 
classification  became  unreliable,  because  materials  from  different 
elevations  in  the  uncased  hole  kept  falling  in  and  coming  to  the  top  of 
the  easing,  there  being  no  way  of  ascertaining  just  whence  they  came. 

Cost. — For  Locks  Nos.  1,  2  and  3,  Warrior  Eiver,  86  trial  borings, 
aggregating  3  841  ft.  in  depth,  were  made  at  a  cost  of  $\  676,  or  43 1% 
cents  per  foot;  236  final  borings,  aggregating  9  875  ft.  in  depth,  were 
made  at  a  cost  of  82  185,  or  22-rV  cents  per  foot.  The  greater  cost  of 
trial  borings  per  foot  was  largely  due  to  the  delay  in  moving  from 


330  DISCUSSION   ON    IMPROVEMENT   OF   RIVERS. 

Mr.Yuille.  place  to  place.  Tlie  cost  of  survey  work,  in  connection  with  the  bor- 
ings at  the  three  lock  sites,  was  about  ^700. 
Mr.  McCaiia.  R.  C.  McCalla,  M.  Am.  Soc.  C.  E.  (by  letter).— The  writer  feels 
gratified  that  his  paper  has  brought  out  an  able  and  interesting  dis- 
cussion of  a  subject  on  which  the  literature  is  rather  scanty,  consider- 
ing the  number  of  important  works  of  this  character  in  the  United 
States  and  other  countries.  He  hopes  to  profit  by  many  of  the  ideas 
and  arguments  advanced. 

Location. — The  Warrior  is  a  narrow,  crooked  stream.  There  are 
very  few  straight  reaches  and  few  or  no  places  wide  enough  to  take  in 
the  lock  and  abutment  and  a  dam  long  enough  to  provide  sufficient 
spillway  for  the  proper  discharge  of  flood  waters.  The  ^ddth  of  the 
stream  at  low  water  varies  from  100  to  300  ft.  and  averages  about  200 
ft.,  therefore  the  locks  and  abutments  must  be  set  well  back  into  the 
banks.  If  straight  reaches  were  available  for  locations,  curved  ap- 
proaches leading  back  into  the  stream  would  be  required  at  both  ends 
of  the  lock.  If  locations  were  made  in  bends  and  on  the  concave 
shore,  still  sharper  or  longer  curves  would  be  required  in  the  ap- 
proaches to  get  back  into  the  stream. 

Wherever  a  lock  is  located,  it  forms  a  barrier  to  the  current,  and 
thereby  causes  silt  deposits  in  the  lock  and  approaches;  also,  during 
rises  there  must  be  a  strong  off-shore  current  above  the  lock  toward 
the  "  suck  "  of  the  dam.  The  deposit  and  ofl'-shore  current  are  both 
somewhat  worse  on  a  convex  than  a  concave  shore.  With  locks  in  the 
bends  and  on  the  convex  shore,  straight  approaches  parallel  to  the 
axis  of  the  lock  are  secured,  and  they  re-enter  the  stream  within  a 
short  distance. 

During  about  eight  months  each  year  the  pools  are  like  ponds, 
without  current ;  and,  certainly,  during  that  period,  straight  ap- 
proaches would  be  better  for  navigation.  At  times  during  the  other 
four  months,  wherever  the  locks  are  located,  it  will  be  dangerous  to 
enter  from  above  without  putting  a  line  ashore,  and  snubbing  posts 
will  be  i)laced  along  the  banks  for  this  purpose. 

Vast  quantities  of  drift  are  borne  by  floods.  At  times  the  writer 
has  seen  the  drift  so  thick  that  it  looked  almost  as  though  one  could 
walk  across  the  river  on  it.  This  drift  is  constantly  becoming  water- 
logged and  dro])ping  to  the  bottom  in  eddy  water.  Concave  shore 
locations  would  place  the  locks  right  in  the  path  of  this  drift,  and 
would  <!aus(!  much  of  it  to  accumulate  in  the  locks  during  floods.  It 
will  probably  be  easier  to  pump  out  silt  than  to  remove  a  combination 
of  silt  and  drift. 

All  things  considered,  the  writer  believes  that,  for  this  system  of 
rivers  at  least,  a  convex  shore  in  a  bend  of  long  radius  gives  the  best 
location  for  a  lock. 

Ddvin,  Lift,  (iiKtrd,  Etc. — The  question  of  fixed  or  movable  dams 
admits  of  many  arguments  on  both  sides.     Movable  dams  are  at  best 
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rather  frail  strnctnres.  Tows  on  the  "Warrior  will  always  be  small,  and  Mr.  McCaUa. 
will  require  from  one  to  two  lockages,  only,  to  pass  a  lock.  Movable 
dams  would  have  to  be  kept  up  about  nine  months  per  annum,  and 
would  have  to  be  raised  occasionally  during  the  other  three  months. 
Therefore,  to  navigation,  the  saving  of  time  from  the  use  of  movable 
instead  of  fixed  dams  would  be  small.  Probably  no  form  of  movable 
dam  except  the  needle-dam  is  sufficiently  tight  to  hold  the  low-water 
flow  of  the  Warrior;  and  a  serious  objection  to  the  needle-dam  is  that 
the  needles  must  be  taken  out  of  the  river  and  stored  when  the  dam  is 
lowered,  and  brought  back  when  the  dam  is  to  be  raised. 

The  "Warrior  and  Tombigbee  are  both  quite  flat,  and  all  the  indica- 
tions are  that  fixed  dams  of  10  ft.  lift  and  proper  length  wiU  drown 
quickly  diu'ing  floods  and  exert  little  or  no  influence  on  maximum  flood 
heights.  The  dam  at  "Warrior  Lock  No.  6  was  completed  during  Sep- 
tember, 1902,  and  a  small  rise  occurred  during  the  following  month. 
Daily  gauge  readings  at  7  a.  m.  during  the  rise  are  shown  in  Table  No. 
15,  the  zero  of  both  gauges  being  the  lower  miter-siU,  Elevation  = 
74.5,  and  the  crest  of  the  dam  being  16.5  ft.  above  zero,  or  Elevation 
=  91.0: 

TABLE  No.  15. 


Date. 

Above  the  dam. 

Below  the  dam. 

Oct  11        

18.51 
20.25 
20.60 
19.70 
18.85 
18.29 
17.99 
17.70 
17.60 
17.50 

9.00 

"    12 

15.00 

•>    J3         

17.20 

"    14 

14.20 

'•    15 

11.20 

"    16 

9.20 

"    17 

7.90 

"    18 

7.05 

"    19 

6.30 

•'20 

5.87 

' 

Dam  No.  5,  seventeen  miles  below,  the  crest  elevation  of  which  is  81.0, 
was  nearly  completed  at  the  time.  Part  of  the  rise  went  over  this  dam 
and  part  through  the  chamber  of  Lock  No.  5,  where  the  gates  had  not 
been  erected.  It  will  be  noticed  that  the  lower  pool  gained  quite 
rapidly  on  the  upper  pool  at  Lock  No.  6,  and,  had  the  rise  continued, 
the  two  pools  would  probably  have  reached  approximately  the  same 
level  several  feet  below  the  top  of  the  lock  walls.  Of  course,  on  a 
more  i-apid  rise,  the  lower  pool  would  not  have  gained  so  rapidly  on  the 
upper  pool,  but  it  is  thought  that  the  maximum  diflference  in  pool 
levels  when  the  lock  walls  become  submerged  will  be  about  one  foot, 
and  that  this  will  occur  very  rarely. 

In  the  "Warrior  River  the  principal  objections  to  concrete  dams  on 
pile  foundations  are  the  cost  and  the  danger  of  "blow  outs  "  under- 
neath. It  is  believed  that  the  stone  filling  in  the  crib  dams,  resting 
directly  on  the  river  bed,  will  settle  and  choke  a  leak  before  it  can 
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Mr.  McCalla.  become  large,  and  that  thus  the  danger  of  "  blow  oi;ts  "  is  reduced  to 
a  minimum. 

The  object  of  caulking  the  sloping  sheathing  is  to  prevent  streams  of 
water  from  trickling  through  the  stone  filling,  carrying  the  sand  and 
gravel  out  of  the  interstices,  and  thus  reducing  the  weight  of  the 
filling.  Weep  holes  are  provided  in  and  near  the  down-stream  face  to 
relieve  the  sheathing  of  dangerous  up-thrust.  So  far,  there  is  ap- 
jjarently  very  little  leakage  through  or  under  Dams  Nos.  5  and  6,  which 
are  the  only  ones  of  this  type  completed  on  these  rivers. 

Scour  is  expected  below  the  dams  during  floods,  and  it  is  to  be 
guarded  against  by  heavily  rip-rapping  the  bed  of  the  stream  below 
the  apron  and  along  the  back  of  the  river  wail  and  the  face  of  the  abut- 
ment. 

Sheet-Pilit}(j. — Sheet-piling  6  ins.  thick  was  found  to  be  rather  light 
for  hard  driving,  and  on  future  woi'k  9- in.  jailing  is  to  be  used  almost 
entirely.  Each  pile  should  be  built  of  three  pieces  extending  the  full 
length  of  the  pile,  and  the  center  pieces  should  be  dressed  to  uniform 
thickness  to  reduce  leakage.  The  best  width  of  tongue  for  jiiles  built 
of  3  X  12-in.  planks  seems  to  be  about  3i  ins.,  and  great  care  should 
be  taken  not  to  injure  the  piles  by  hard  driving,  the  combination  of 
jet  and  short  blows  of  a  heavy  hammer  giving  the  best  resiilts.  The 
heads  of  all  piles  should  be  j^rotected  by  a  Casgrain  pile  cap  during 
driving. 

Pumping  Out. — Thus  far,  there  has  been  no  difficulty  in  pumping 
out  the  lock  chambers  with  the  coffer  timbers  in  place,  an  8-in.  centri- 
fugal pump  being  ample  to  control  the  leakage  under  ordinary  condi- 
tions. 

Sill  Anchorage. — The  miter-sills  are  held  down  by  l|-in.  bolts,  4 J 
ft.  long,  and  spaced  3  ft.  apart.  Each  bolt  has  an  8-in.  cast  washer  on 
the  bottom  and  a  4-in.  wrought  washer  and  nut  on  the  top.  The  sills 
can  hardly  come  up  unless  the  walls  come  with  them. 

Mtineuvering  Gears. — The  gate-maneuvering  gears  have  been  in 
constant  use  seven  years  on  tlie  Tuscaloosa  locks,  and  have  proved  very 
satisfactory.  A  small  boy  can  02)('rate  the  gates  with  ease  under 
ordinary  conditions.  The  gears  are  simi)le,  durable  and  efficient.  They 
lie  flat  and  close  to  the  walls,  and  nothing  has  to  be  removed  during 
floods  except  the  lever,  which  is  unsliipped  and  laid  down  by  the  gears. 
The  writer  believes  that  this  method  is  the  most  satisfactory  now  in 
use  for  the  hand  maneuvering  of  lock  gates,  and  wislios  to  give  full 
credit  for  i\w  design  to  the  late  Horace  Harding,  M.  Am.  Soc.  C'.  E., 
who  was  in  local  cliargo  of  these  improvements  for  many  years. 

Hlahilit)/  of  Walls. — Tlio  river  wall  is  G  ft.  wide  on  top,  12.15  ft. 
wide  at  the  base,  and  29.5  ft.  high,  but  rests  on  a  concrete  footing 
course,  14.25  ft.  wide  and  1.5  ft.  thick,  with  a  tight  mortar  joint  be- 
tween the  base  of  the  wall  and  the  top  of  the  fooling  course.  Ui)-thru.Ht 
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in  tliis  mortar  joint  is  not  considered  possible,  and,  therefore,  tbe  wall  Mr.  McCaiia. 
proper  has  n  factor  of  safety,  against  overturuiug  on  tbe  footing  course, 
of  alioiit  ii.  with  17  ft.  head  outside  and  the  lock  chamber  pumped  out. 

Up-thrust  undoubtedly  exists  under  the  footing  course,  but  the 
head  miist  be  reduced  considerably  while  the  water  is  percolating 
through  or  under  the  sheet-piling  and  through  the  saud  and  gravel 
underneath  the  wall  on  its  way  to  the  floor  valves.  Assuming  an  up- 
thrust  due  to  half  the  maximum  head  distributed  uniformly  under  the 
footing  course,  the  factor  of  safety  against  overturning  would  be  about 
2.5.  with  17  ft.  head  outside  and  the  lock  chamber  pumj^ed  out. 

With  the  water  level  in  Warrior  Lock  No.  6,  at  Elevation  99,  the 
water  level  in  the  lower  pool  should  be  about  at  Elevation  96  to  97, 
instead  of  93.8,  as  assumed  by  Mr.  Nelles.  The  gauge  readings  given 
in  Table  No.  15  illustrate  the  rapid  gain  of  the  lower  on  the  iipper 
pool  level  during  rises. 

The  bank  Malls  are  believed  to  be  perfectly  safe  under  the  worst 
possible  conditions.  With  the  lock  chambers  pumped  out,  fresh  fill- 
ing was  placed  behind  the  bank  walls  level  with  the  top,  and  was 
thoroughly  saturated  with  water  to  assist  settlement,  the  water  stand- 
ing in  pools  for  days  at  or  near  the  coping  level.  No  evidence  of  settle- 
ment or  movement  of  the  walls  can  be  detected.  The  bank  walls  are 
6  ft.  wide  on  top,  stepping  at  the  back  to  16  ft.  wide  at  the  base,  with 
steps  2  ft.  wide  and  5  ft.  high.  The  footing  course  is  18  ft.  wide  and 
1.5  ft.  thick,  projecting  1  ft.  on  the  front  and  back.  Both  walls  are 
31  ft.  high,  including  the  footing  course. 

(jriiide  Walls,  Masonri/  Floors,  Etc. — Long  guide  walls  above  and 
below  the  lock  bank  wall,  masonry  lock  floors,  masonry  dams  (if  they 
can  be  secured  against  "  blow  outs  "),  and  other  features  of  this  char- 
acter suggested  by  those  discussing  the  paper,  are  excellent  things, 
but  they  cost  a  great  deal  of  money.  If  all  these  suggestions  were 
adopted  for  these  imjirovements,  the  first  cost  would  be  perhaps 
SIO  CKJO  000  instead  of  S5  000  000,  and  the  time  required  for  com 
pletion  perhaps  would  be  doubled  also,  because  the  biennial  appro- 
priations for  a  particular  improvement  are  necessarily  limited  by  the 
needs  of  the  whole  country  and  the  funds  available.  At  the  present 
rate,  eight  to  ten  years  will  be  required  to  complete  the  work,  while 
the  traffic  is  nearly  all  prospective,  and,  possibly,  may  never  develoj^. 
Under  these  conditions  it  is  deemed  to  be  to  the  best  interests  of 
the  United  States  to  complete  the  work  as  rapidly  as  practicable,  and 
at  tbe  minimum  cost.  Betterments  can  be  made  as  tbe  traffic  justifies 
them  and  as  the  old  works  wear  out.  Permanent  guide  walls  of  proper 
height  and  length  would  be  very  costly  and  would  not  be  justified  for 
a  small  and  unimportant  traffic.  It  would  be  better  to  let  tbe  boats 
put  a  line  ashore  occasionally.  Temporary  guide  walls  of  timber 
cribs,  or  pile.s  and  timber,  if  built  now,  would  rot  down  before  the 
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Mr,  McCaila.  lock  system  is  completed,  and,  therefore,  before  tliere  can  be  much 
traffic.  If  temporary  works  of  this  character  are  to  be  used  they 
should  be  built  at  about  the  time  of  completion  of  the  jjermanent  works. 
Besides,  after  the  locks  have  been  in  use  a  while,  the  character  of  the 
guide  walls,  guard  protection,  etc.,  best  suited  to  the  needs  of  traffic 
and  to  local  conditions  can  be  determined  better  than  now,  for  expe- 
rience is  an  excellent  teacher. 

If  the  timber  crib  dams  prove  safe  and  satisfactory,  but  finally  rot 
or  wear  out,  they  can  be  replaced  with  concrete  dams  on  the  old 
foundations,  which  should  be  thoroughly  settled  by  that  time.  If  the 
timber  floors  fail  or  wear  out  rapidly  they  will  have  to  be  replaced 
with  more  permanent  construction. 

If  our  pioneer  railroad  builders  had  adopted  the  policy  of  using 
nothing  but  the  best  and  most  permanent  construction,  nine-tenths  of 
the  United  States  would  still  be  a  wilderness.  On  the  contrary,  they 
built  cheap  lines  into  undeveloped  territory,  and  improved  their  prop- 
erty as  the  territory  developed  and  was  justified  by  the  traffic.  The 
results  have  proved  their  wisdom  abundantly. 

Commercial  Importance,  Depth,  Etc. — The  depth  of  the  channel,  or 
rather  the  6-ft.  draft  of  vessels,  was  fixed  by  Congress,  and  the  engi- 
neers connected  with  the  work  are  in  no  way  responsible  for  it.  It  is 
certainly  ample,  however,  for  ordinary  flat-bottom  river  steamboats, 
and  for  ordinary  coal  barges  of  500  tons'  burden. 

Unlimited  arguments  can  be  made  for  or  against  the  commercial 
importance  of  these  improvements.  That  is  a  matter  to  be  considered 
more  especially  by  Congress  than  by  the  engineers  on  the  work,  except 
in  so  far  as  they  are  called  upon  by  Congress  for  information.  In  the 
ojnnion  of  the  writer  the  commercial  value  of  the  work  will  have  to  be 
determined  finally  by  experience.  If  it  regulates  railroad  freight  rates 
in  the  region  tributary  to  the  improved  rivers,  and  develops  a  large 
export  coal  traffic  from  Mobile,  the  public  will  be  amply  repaid  for 
every  dollar  expended. 
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MEMOIRS  OF  DECEASED  MEMBERS. 


GEORGE  SEARS  GREENE,*  Past-President  and  Hon.  BI.  Am.  Soc.  C.  E. 


Died  J.^ni'ary  28th,  1899. 


George  Sears  Greene,  son  of  Caleb  and  Sarah  Robinson  Greene, 
was  born  at  Apponaug,  in  the  Town  of  Warwick,  Rhode  Island,  on 
May  6th,  1801. 

He  was  a  descendant,  in  the  seventh  generation,  from  John  Greene, 
a  surgeon,  who  came  to  America  in  1635,  from  Salisbury,  England, 
and  settled  in  Warwick  in  1642.  Among  his  descendants,  in  the  fifth 
generation,  was  General  Nathanael  Greene,  Avho  was  a  distinguished 
officer  in  the  American  Army  in  the  War  for  Independence. 

The  subject  of  this  memoir  entered  the  United  States  Military 
Academy  at  West  Point  in  1819.  During  the  last  year  of  his  academic 
course  he  was  Acting  Assistant  Professor  of  Mathematics.  In  June, 
1823,  he  was  graduated  second  in  his  class,  was  appointed  Second 
Lieutenant  of  Artillery,  and  was  detailed  as  Assistant  Professor  of 
Mathematics  and  Engineering  in  the  Academy,  and  continued  there 
until  1827,  with  the  exception  of  four  months'  service  in  the  Artillery 
School  at  Fortress  Monroe  in  1824.  On  leaving  West  Point  he  served 
with  his  regiment,  the  Third  Artillery,  on  garrison  duty  in  Maine, 
Rhode  Island  and  Massachusetts,  and  on  ordnance  duty. 

In  May,  1829,  he  was  jjromoted  to  a  First  Lieutenancy.  On  June 
3()th,  1836,  he  resigned  his  commission  in  the  Army  and  entered  on 
the  practice  of  civil  engineering,  engaging  in  the  construction  of  rail- 
roads in  Xorth  Carolina,  Maine,  Massachusetts,  Rhode  Island  and 
Maryland. 

In  1856  he  was  retained  by  the  Croton  Aqueduct  Department  of 
New  York  City,  and  for  six  years  was  occupied  in  the  design  and  con- 
struction of  works  for  the  extension  of  the  water  supply,  comprising 
the  large  distributing  reservoir  in  Central  Park,  38  ft.  deep,  and 
covering  96  acres;  the  construction  of  a  wrought-iron  pipe,  90.5  ins. 
in  diameter  and  1  400  ft.  long,  on  High  Bridge,  across  the  Harlem 
River;  and  the  laying  of  a  cast-iron  pipe,  60  ins.  in  diameter  and 
4  116  ft.  long,  across  Manhattan  Valley. 

There  were  at  that  time  no  examples  of  similar  works  of  equal 
magnitude  with  these.  The  plans  and  specifications  prepared  for 
these    works    by    Captain    Greene    were    carefully    elaborated,    and 

•  Memoirprepared  by  J.  .James  R.  Croes,  L.  L.  Buck  and  G.  S.  Greene,  Jr.,  Members, 
Am.  Soc.  C.  E.,  Committee  appointed  by  the  Board  of  Direction. 
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embodied  several  novel  featiires  in  reservoii-  and  pipe  construction, 
among  which  were  the  precautions  taken  against  leakage  and  loss  of 
water  by  founding  the  puddle  walls  in  the  surrounding  embankments 
on  concrete  laid  in  trenches  in  the  solid  rock;  by  constructing  a 
division  embankment,  with  its  top  3  ft.  below  the  full  water  line  of 
the  reservoir,  and  having  in  its  center  a  jjuddle  wall  founded  on 
concrete  resting  on  rock,  and  having  upon  it  a  toothing  wall  of  brick 
masonry,  4  ft.  high,  which  the  jjuddle  embraced;  by  lining  the  water 
faces  of  all  embankments  with  a  pavement  of  masonry  on  a  bed  of  con- 
crete; and  by  requiring  all  embankments  to  be  built  up  in  thin  layers 
rolled  with  a  grooved  roller. 

Another  novel  practice  was  the  use  of  concrete  in  large  masses 
(rendered  practicable  by  the  invention  of  the  stone  crusher  in  1858 
by  Eli  Whitney  Blake),  and  the  reduction  of  cost  and  increase  of 
specific  gravity  of  the  mass  by  the  insertion  of  large  unwrought  stones. 
There  was  also  no  precedent  for  the  construction  of  the  90-in.  wrought- 
iron  pipe  across  High  Bridge,  more  than  ^  mile  long  supported  on 
saddles  which  rest  on  rollers,  thus  permitting  changes  in  length 
caused  by  variations  in  temperature  to  be  taken  up  by  a  stuffiog  box 
at  each  end  of  the  pijje. 

In  the  case  of  the  pipe  across  Manhattan  Valley,  Avhich  was  of 
12  ins.  greater  diameter  than  any  cast-iron  water  pipe  previously 
manufactured,  Captain  Greene's  investigations,  of  the  material  and 
methods  of  manufacture  then  existing,  led  him  to  discard  the  ordi- 
nary hub  joint  and  to  have  the  pipes  cast  as  straight  cylinders,  with 
the  joints  made  by  half-sleeves  bolted  together.  No  leaks  or  fractures 
have  occurred  in  these  pii)es,  while,  in  the  case  of  a  line  of  6-ft.  cast- 
iron  pipe  with  hub  joints,  laid  some  years  later,  under  other  auspices, 
most  of  the  joints  failed  under  pressure  when  water  was  turned  on. 

The  works  which  Cai)tain  Greene  had  designed  Avere  well  under 
way  when  the  attempt  was  made  to  destroy  the  integrity  of  the  Union. 
He  responded  promi^tly  to  his  country's  call,  and  Avent  to  the  front 
in  January,  1802,  as  Colonel  of  the  (iOth  Regiment,  New  York  Volun- 
teers. On  April  8th,  1862,  he  was  commissioned  as  Brigadi(M-(Jeneral, 
United  States  Volunteers,  and  served  in  the  Army  of  Northern  Vir- 
ginia and  the  Army  of  the  Potomac  until  September,  1863,  partici- 
pating in  the  battles  of  Cedar  Mountain,  Antietam,  Chancellorsvillo, 
numf^rouH  minor  engagements,  and  Gettysburg,  where,  on  the  night 
of  July  2d,  1863,  his  l)rigad(!,  reduced  to  less  than  1  500  nu>n,  held  the 
extreme  right  of  the  Federal  line  on  Ciili)'s  Hill  for  tour  hours  against 
repeated  assaults  of  tlu^  entiiny,  and  defeated  the  streuut)U8  efforts 
made  to  turn  the  Federal  Hank.  In  October,  1863,  his  brigade  accom- 
panied the  Twelfth  Army  Corps  to  Tennessee,  where  he  participated 
in  several  (sugageuumts,  until  October  28th,  when,  at  the  battle  of 
Wauhatchie,  a  Miuie  rille  bulk^t  jjassed  through  his  mouth,  coming 
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out  through  his  right  cheet.  Even  this  severe  woimd  only  disabled 
him  temporarily,  thanks  to  his  vigorous  constitution  and  determined 
will.  He  did  not  even  go  into  hospital,  and  in  forty  days  -was  able  to 
perform  court-martial  diaty,  to  which  he  was  assigned  and  on  which 
he  served  until  January  2oth,  1865,  when  he  rejoined  his  brigade  in 
the  field  in  North  Carolina  and  took  part  in  numerous  minor  engage- 
ments. On  March  13th,  1865,  he  was  commissioned  as  Brevet  Major 
General,  United  States  Volunteers,  for  "  gallant  and  meritorious 
services."  He  served  on  garrison  and  court-martial  duty  in  Wash- 
ington, D.  C,  until  April  30th,  1866,  when  he  was  mustered  out  of 
the  service.  This  terminated  General  Greene's  military  career,  except 
that  in  1894  Congress  passed  a  special  act  restoring  him  to  the  Tlegular 
Army,  with  the  rank  of  First  Lieutenant,  and  retiring  him. 

In  civil  engineering,  however,  it  was  only  the  beginning  of  another 
twenty  years  of  active  practice,  at  an  age  when  most  members  of  the 
profession  are  considering  retirement  from  practice. 

The  Croton  Aqueduct  Department  of  New  York  City  had  just 
reached  the  determination  to  construct  additional  storage  reservoirs 
in  the  Croton  Valley,  and,  after  a  year  spent  in  careful  examination 
and  comjjarison  of  several  sites,  the  availability  of  which  had  been 
made  apparent  by  a  comprehensive  survey  of  the  entire  valley  made 
several  years  before,  had  decided,  on  March  17th,  1866,  to  construct 
the  tirst  of  such  reservoirs  at  Boyd's  Corners,  on  the  West  Branch  of 
the  Croton  River,  where  it  was  found  that  a  dam,  78  ft.  high  from  bed- 
rock and  670  ft.  long  at  top,  could  be  built  to  impound  2  700  million 
gallons.  Of  the  design  and  construction  of  this  work,  General  Greene 
took  charge  on  May  1st,  1866.  There  were  no  American  precedents 
for  the  construction  of  dams  of  this  magnitude,  and  there  was  no 
literature  on  the  subject  in  the  English  language.  Indeed,  the  only 
published  discussion  of  the  principles  which  should  prevail  in  the 
design  of  high  masonry  dams  was  the  treatise  of  Sazilly  in  the  Annales 
des  Fonts  et  Chaussees,  in  1853.  But,  with  General  Greene's  thorough 
scientific  education,  his  long  experience  with  materials  and  modes  of 
construction,  and  his  habits  of  jarompt  decision,  accentuated,  no 
doubt,  by  his  recent  active  participation  in  military  affairs,  it  did  not 
take  him  long  to  decide  upon  a  j^lan  of  dam  in  which  the  materials 
most  available  should  be  utilized,  with  the  least  expenditure  of  time 
and  money,  and  so  disposed  as  to  produce  the  most  effective  results; 
and  on  August  28th  the  contract  was  let  for  the  construction  of  the 
Boyd's  Comers  Dam. 

On  May  11th,  1867,  on  the  retirement  of  the  late  Alfred  W.  Craven, 
Past-President,  Am.  Soc.  C.  E.,  from  the  position  of  Commissioner 
and  Chief  Engineer  of  the  Croton  Aqueduct  Department,  General 
Greene  was  chosen  as  his  successor,  and  held  that  position  until  the 
Department  was   abolished  by   the  charter   of   1870,    and   its  duties 
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transferred  to  the  Department  of  Public  Works,  on  May  1st,  of  that 
year.  General  Greene  remained  in  the  service  of  the  Department  until 
January  11th,  1871,  as  an  assistant  engineer. 

From  1868  to  1871  he  was  also  Consulting  Engineer  to  the  Mor- 
risania  Survey  Commission  which  inaugurated  the  system  of  exact 
topographical  surveys  and  monumenting  of  base  lines  and  of  street 
lines  which  has  since  been  extended  over  the  whole  of  what  is  now 
termed  the  Borough  of  the  Bronx,  under  the  specifications  framed 
by  the  engineers  to  this  Commission.  On  Augaist  24th,  1871,  he  was 
appointed  Chief  Engineer  of  the  newly  organized  Board  of  Public 
Works  of  the  District  of  Columbia,  with  instructions  to  devise  a  sys- 
tem of  sewerage  for  the  City  of  Washington.  He  made  a  report  on 
this  subject,  but  his  connection  with  the  works  terminated  on  June 
24th,  1872,  and  he  returned  to  New  York,  and,  from  October,  1872,  to 
September,  1873,  was  Consulting  Engineer,  to  the  Department  of  Public 
Parks,  on  communications  across  the  Harlem  River  by  bridges  and 
tunnels. 

In  the  year  1873  he  was  also  occupied  as  one  of  a  Board  of  Engi- 
neers to  examine  the  surveys  and  estimate  the  cost  of  a  ship  canal 
fi'om  Lake  Champlain  to  the  St.  Lawrence  River;  and  as  a  member 
of  an  Engineer  Commission  to  test  the  working  and  construction 
of  water  meters  for  New  York  City.  He  was  also  called  upon 
to  examine  projects  for  extending  and  improving  the  water  supply 
of  Detroit,  and  on  August  15th,  1874,  in  conjunction  with  his  col- 
league in  the  investigation,  General  Godfrey  Weitzel,  reported  that 
filtration  was  necessary  to  ensure  purity  in  the  water  drawn  from 
either  Lake  St.  Clair  or  the  Detroit  River.  This  suggestion  was 
too  far  in  advance  of  the  times  to  be  regarded  favorably  by  the 
authorities. 

On  June  1st,  1874,  he  was  apiioiuted  Civil  and  Toi)ographical  En- 
gineer to  the  Department  of  Public  Parks  of  New  York  City,  in 
charge  of  the  designing  of  the  street  system  for  the  then  recently  an- 
nexed district  north  of  the  Harlem  River,  now  designated  the  Bor- 
ough of  the  Bronx.  Some  studies  of  plans  for  streets  were 
made  by  him,  but  on  November  5th,  1875,  he  was  transferred  to 
the  position  of  Engineer  of  Construction  of  Streets  and  Sewers,  in 
that  District,  whicli  office  he  held  until  October  3d,  1877.  The 
most  imi)ortant  of  the  works  of  which  he  liad  charge  during  this 
period  was  the  main  outfall  sewer  of  Brook  Avenue,  which  drains  an 
area  of  2  615  acres  and  has  a  gradient  of  only  1  ft.  in  2  618  ft. 
It  is  an  arched  conduit  of  brick,  12  ft.  wide  and  i).88  ft.  high,  the  bot- 
tom being  below  the  water  level  in  the  Harlem  River,  into  which  it 
discharges.  The  Hi>eciiicatious  for  this  work  were  very  complete  and 
tliorough,  and  wcfre  decm(Ml  worthy  of  preservation,  as  an  i>xami)le  of 
what  Huc.h  a  document  ought  to  be,  in  the  American  re})riut  of  Bald- 
win Latham's  book  on  Sewerage,  issued  in  1877. 
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In  the  consideration  of  tbe  question  of  rapid  transit  in  New  York 
City,  between  1866  and  1880,  General  Greene  took  an  important  part. 
The  Legislature  of  1866  designated  Mr.  A.  W.  Craven,  tlie  engineer  of 
the  Croton  Aqueduct  Board,  as  one  of  the  members  of  a  Commission 
to  report  upon  the  most  advantageous  and  proper  routes  for  the 
transportation  of  passengers  in  New  York  City;  and  tbe  task  of  ex- 
amining critically  the  niimerous  suggestions  made  to  that  Commis- 
sion devolved  largely  upon  General  Greene,  Mr.  Craven's  associate  in 
this  work.  The  conclusion  reached  by  the  Commission  was  that  the 
best  method  of  attaining  the  desired  end  was  by  the  constriiction  of 
underground  railways.  The  New  York  City  Central  Underground 
Railway  Company  was  incorporated  in  1869,  and  at  once  caused  ex- 
aminations of  its  proposed  routes  to  be  made  by  W.  W.  Evans,  E.  S. 
Chesbrough  and  General  Greene,  and  their  reijort,  estimating  the  cost 
of  the  road  from  City  Hall  Park  to  Harlem  River  at  ^17  625  301,  and 
expressing  the  opinion  that  "the  work  in  question  will  pay,"  was 
presented  on  October  19th,  1869.  Capital  could  not  be  procured  to 
carry  out  these  plans.  In  1871  General  Greene,  as  consulting  engineer 
to  the  Beach  Pneumatic  Railway  Company,  advocated  the  construc- 
tion of  a  railroad  under  Broadway.  When  underground  roads  were 
found  to  be  impracticable  for  the  time,  he  was  engaged  in  1873  to 
consider  the  plans  for  the  construction  of  the  Greenwich  Street  ele- 
vated railway  from  Rector  Street  to  Thirtieth  Street.  Six  years  later, 
when  the  extension  of  the  elevated  railroad  system  was  agitated,  he 
was  appointed  engineer  to  the  Rapid  Transit  Commission  of  April  2d, 
1879,  which  established  the  route  and  prepared  the  plans  for  the  cross- 
ing of  the  Harlem  River  at  Eighth  Avenue  and  155th  Street,  and  or- 
ganized the  West  Side  and  Yonkers  Rapid  Transit  Company,  which 
built  the  bridge  there.  This  Commission  also  organized  companies 
and  had  plans  and  specifications  prepared  for  a  raj^id  transit  railroad 
from  the  City  Hall  to  Foi'ty-second  Street,  and  for  several  new  lines 
of  road  in  the  Borough  of  the  Bronx,  but  the  Courts  decided 
that  their  powers  had  been  exhausted  by  the  organization  of  one 
company. 

Of  the  hydraulic  and  sanitary  works  on  which,  at  about  this 
period,  General  Greene's  ojiinion  was  sought,  may  be  mentioned  the 
water  supply  for  Yonkers,  New  York,  in  1874;  projects  for  the  sewer- 
age of  Providence,  Rhode  Island,  in  1875;  and  the  enlargement  of  the 
water-works  of  Troy,  New  York,  in  1877.  In  1883  he  was  one  of  the 
engineers  called  upon  by  the  Commissioner  of  Public  Works  of  New 
York  City  to  advise  upon  the  plans  prepared  for  the  New  Croton 
Aqueduct. 

On  March  6th,  1886,  he  was  appointed  by  the  Aqueduct  Commis- 
sioners as  one  of  a  Board  of  Examining  Engineers  to  investigate 
charges  which  had  been  made  afi'ecting  the  management  and  the  con- 
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dition  of  tlie  work  which  had  been  done.  Such  was  his  physical  vigor, 
even  at  his  advanced  age,  that  he  insisted  on  walking  through  the  en- 
tire lengih  of  the  tunnels,  examining  closely  everything  as  he  went, 
a  task  to  which  his  associates.  Generals  Newton  and  Gillmore,  found 
themselves  unequal,  although  nearly  twenty-five  years  his  juniors. 
This  was  his  last  professional  service,  but  he  maintained  his  mental 
vigor  and  much  of  his  physical  strength  until  his  death,  which 
occurred  on  January  28th,  1899,  at  his  home  in  Morristown,  New 
Jersey. 

In  his  whole  career  as  a  civil  engineer,  General  Greene,  while  cau- 
tious and  conservative,  was  progressive,  and  kept  fully  abreast  of 
all  advances  in  his  profession.  He  was  one  of  the  original  members 
of  the  American  Society  of  Civil  Engineers,  established  November 
5th,  1852,  was  President  of  the  Society  for  two  years  beginning  No- 
vember 3d,  1875,  and  was  elecDed  an  Honorary  Member  on  October 
26th,  1888. 

In  social  life  he  was  fond  of  companionship,  and  was  greatly  be- 
loved by  a  large  circle  of  friends  of  all  ages  to  whom  the  stores  of 
information  acquired  in  his  long  career  of  close  study  and  acute 
observation,  and  ijreserved  in  his  remai-kably  retentive  memory,  were 
freely  unfolded.  An  enthusiastic  member  of  the  Military  Order  of  The 
Loyal  Legion,  the  reunions  of  that  association  were  a  source  of  great 
enjoyment  to  him  as  well  as  to  his  old  comrades.  He  esteemed  particu- 
larly the  hereditary  feature  of  the  organization,  taking,  as  he  did, 
great  interest  in  genealogical  studies.  He  was,  for  several  years.  Presi- 
dent of  the  New  York  Genealogical  and  Biographical  Society.  He  was, 
also,  for  thirty-one  years,  a  member  of  the  Century  Association  of  New 
York  City. 

On  July  14th,  1828,  he  was  married  to  Elizabeth,  daughter  of 
David  and  Mary  (Atwell)  Vinton,  of  Providence,  Rhode  Island.  She 
died  on  December  26th,  1832.  On  February  ^Ist,  1837,  he  married 
Martha,  daughter  of  Samuel  Dana,  of  Charlestown,  Massachusetts,  for 
many  years  a  Rejiresentative  in  Congress.  Eive  sons  and  a  daughter 
were  the  offspring  of  this  marriage. 
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LORENZO  RUSSELL  CLAPP,  M.  Am.  Soc.  C.  E.* 


Died  August  13th,  1902, 


Lorenzo  Russell  Clapp  was  born  in  Quincy,  Massachusetts,  on 
April  25th,  1813.  He  was  descended  from  Thomas  Clapp,  who  settled 
in  Scituate  in  1610,  and  on  his  maternal  side,  was  great-grandson  of 
Captain  Jonathan  Clark. 

In  1S50  Mr.  Clapp's  family  moved  from  Quincy  to  Dorchester.  He 
was  graduated  from  the  Dorchester  High  School  in  1860,  and  in  1861 
he  enlisted  in  the  United  States  Navy,  where  he  served  until  the  close 
of  the  Civil  War.  He  studied  civil  engineering  under  General  Minot, 
later  Chief  Engineer  of  the  City  of  Boston.  At  the  same  time  he  served 
a  three-years'  ajiprenticeship  in  the  office  of  the  late  Thomas  Doane,^ 
M.  Am.  Soc.  C.  E.  His  first  exjierience  in  the  field  was  with  the  Old 
Colony  and  Cape  Cod  Railway. 

In  1869  he  came  to  Brooklyn,  New  York,  and  received  the  appoint- 
ment of  Assistant  Engineer  in  the  Department  of  Public  Works.  He 
served  in  this  department  under  the  following  Chief  Engineers:  The 
late  Moses  Lane,  M.  Am.  Soc.  C.  E. ;  the  late  Julius  W.  Adams,  Past- 
President,  Am.  Soc.  C.  E.,  and  Robert  Van  Buren,  M.  Am.  Soc.  C.  E. 
He  was  Resident  Engineer  in  charge  of  building  the  Hempstead  Storage 
Reservoir;  he  also  had  charge  of  several  important  improvements  on 
the  Brooklyn  water-shed. 

In  1882  he  was  placed  in  charge  of  the  Brooklyn  Relief  Sewer 
system,"  and  was  Constructing  Engineer  for  the  great  tunnel  sewers  in 
North  Second  Street  and  Greene  Avenue,  in  that  city. 

Besides  work  for  the  City  of  Brooklyn,  Mr.  Clapp  was  associated 
for  several  years  with  the  late  Austin  Corbin,  in  the  Long  Island  Im- 
provement Company's  Foi-t  Pond  Bay  surveys,  Manhattan  Beach  im- 
provements, etc. 

Mr.  Clapp  was  considered  an  expert  in  tunneling  and  sewer  construc- 
tion; as  an  engineer  in  construction  he  was  well  known  to  those  of  his 
profession,  and  he  won  the  respect  and  confidence  of  all  who  were 
associated  with  him. 

In  1891,  after  Mr.  Van  Buren  left  the  Brooklyn  Department  of 
Pubhc  Works,  he  also  resigned  and  entered  the  contracting  business. 
This  work,  however,  was  uncongenial  to  him,  and  worry  over  several 
bad  contracts,  doubtless,  had  much  to  do  with  his  breaking  down  and 
sudden  death. 

Since  1870  Mr.  Clapp's  home  has  been  at  Hempstead,  Long  Island. 
While  resident  there,  in  charge  of  the  Storage  Reservoir,  he  married, 

*  Memoir  prepared  by  Robert  Van  Buren,  M.  Am.  Soc.  C.  E. 
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iu  1874,  Miss  Suzannali  J.  Smith,  of  Foster's  Meadow.     His  wife  and 
one  son  survive  him. 

Mr.  Clajjp  was  devoted  to  his  profession,  and  found,  in  its  demand 
for  accuracy  and  truth,  an  atmosphere  well  suited  to  the  conscientious- 
ness and  clear,  cool  judgment  that  was  his  natural  heritage.  He  be- 
came a  Member  of  the  American  Society  of  Civil  Engineers  on 
February  1st,  1888. 
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SAMUEL  BARRETT  CUSHING,  M.  Am.  Soc.  C.  E* 


Died  December  2d,  1888. 


Samuel  Barrett  dishing,  Junior,  was  born  in  Providence,  Ebode 
Island,  on  July  21st,  1846,  and  was  the  son  of  a  Member  of  the 
American  Society  of  Civil  Engineers  who  was  considered  among  the 
first  of  the  hydraulic  engineers  of  his  day.f  Young  Cushing's  early 
education  was  obtained  in  the  public  schools  of  Providence;  and  in. 
May,  18G6,  on  being  graduated  from  the  High  School,  he  entered  his 
father's  office.  On  the  death  of  his  father,  in  1873,  Mr.  Gushing  suc- 
ceeded to  the  business.  His  ability  was  recognized  by  the  Supreme 
Court  of  the  State,  which  appointed  him  to  succeed  his  father,  and 
gave  him  authority  to  regulate  the  taking  and  use  for  power  of  the 
water  of  the  Blackstone  River  at  Pawtucket  and  Woonsocket,  under 
the  decree  based  upon  his  father's  investigations  and  report. 

The  rearrangement  of  the  railroad  terminal  facilities  in  Providence, 
recently  accomplished,  a  matter  in  which  the  municipality  and  the 
railway  corporations  were  jointly  concerned,  was  for  many  years  a 
subject  for  consideration  and  report  by  various  commissions.  The 
elder  Gushing  was  engineer  to  one  of  the  earlier  of  these  bodies,  the 
Commissioners  of  the  Cove  Lands,  which  presented  its  report  in  1873, 
but,  as  he  was  in  feeble  health  when  the  engineering  work  was  done, 
the  plans  submitted  by  this  commission  were  those  of  the  son.  An- 
other work  of  consequence  in  the  elder  Cushing's  charge  at  the  time 
of  his  death  was  the  building  of  the  dam  of  the  Flat  River  Reservoir, 
which  flowed  an  area  of  900  acres,  and  this  work  the  young  man  car- 
ried to  comjiletion. 

In  railroad  work,  Mr.  Gushing  made  preliminary  surveys  for  a  line 
from  Ashland  to  Lowell,  Massachusetts,  passing  through  Framing- 
ham,  Wayland  and  Concord,  also  a  line  from  Northbridge  to  Milford, 
Massachusetts,  and  made  the  preliminary  survey  and  located  the 
Webster  Branch  of  the  Boston  and  Albany  Railroad,  from  Webster  to 
Rochdale,  Massachusetts.  He  was  the  local  engineer  at  Providence  of 
the  Boston  and  Providence  and  the  Providence  and  Worcester  Rail- 
roads, and  constructed  the  East  Providence  Branch  of  the  latter  road, 
from  Valley  Falls  to  tidewater  in  East  Providence. 

Much  of  his  practice  was  devoted  to  foundations.  He  built  the 
Arkwright  Dam,  the  Blackstone  Dam,  the  Barden  Reservoir  Dam  and 
the  Happy  Hollow  Dam,  and  was  Consulting  Engineer  on  the  construc- 
tion of  the  dam  of  the  Diamond  Hill  Reservoir  for  the  Pawtucket 

*  Memoir  prepared  by  the  Secretary  from  information  furnished  by  Edwin  P.  Daw- 
ley  and  George  C.  Tingley,  Members,  Am.  Soc.  C.  E.,  and  W.  C.  Simmons,  Esq. 

+  For  .Memoir  of  Samuel  Barrett  Gushing,  Senior,  see  Proceedinas,  Am.  Soc.  G.  E., 
Vol.  i,  p.  4.3. 
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Water- Works.  On  the  construction  of  these  works,  he  was  ai3j)ointed 
by  the  Court,  as  Commissioner,  to  Award  Damages  to  the  Mill  Owners 
of  Pawtucket  and  Central  Falls  for  water  taken  from  the  Abbott  Run 
by  the  water-works. 

He  was  considered  by  the  Town  of  Cumberland,  Rhode  Island,  as 
its  engineer,  and  designed  and  built  several  highway  bridges  over  the 
Blackstone  in  that  town.  Six  bridges  over  the  Abbott  Run,  a  tribu- 
taiy  of  the  Blackstone,  were  also  built  by  him.  Among  the  larger 
single  pieces  of  work  he  iindei-took  were  the  coal  pockets  on  the  Lons- 
dale Company's  wharf  at  Providence,  and  the  foundations  for  the 
large  chimney  of  the  Narragansett  Electric  Lighting  Company  in 
Providence,*  on  which  he  wfis  engaged  at  the  time  of  his  death. 

He  was  of  quiet  and  gentlemanly  tastes  and  was  highly  esteemed 
by  those  with  whom  he  was  associated. 

Some  of  the  Members  of  the  American  Society  of  Civil  Engineers 
commenced  their  careers  in  the  oflSce  of  the  Messrs.  Cushing,  among 
them  being  Messrs.  Elmer  L.  Corthell,  Desmond  FitzGerald,  J.  Albert 
Monroe,  George  C.  Tingley,  Richard  H.  Tingley,  Henry  W.  Parkhurst 
and  William  H.  G.  Temple. 

Mr.  Cushing  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  June  1st,  1887. 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  xxv,  p.  1. 
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CHARLES   FLETCHER   HILLMAN,  M.   Am.  Soc.  C.  E* 


Died  June  14th,  1902. 


Charles  Fletcher  Hillman  was  born  on  December  19th,  1835,  at 
Albany.  Xew  York,  and  was  edncated  at  the  New  York  State  Normal 
School. 

From  November,  1853,  to  February,  1855,  he  was  located  at 
Windsor,  Canada  West,  as  Assistant  Draftsman  to  Associate  Chief 
Engineer  William  Scott,  of  the  Great  Western  Eailway  of  Canada, 
and  was  employed  on  surveys  of  the  proposed  branch  from  Amherst- 
bnrg  to  Baptiste  Creek.  In  1855  he  was  Assistant  Engineer  on 
the  preliminary  plans  and  estimates  for  the  Canada  Southern  Rail- 
way, from  Niagara  Falls  to  Detroit,  Michigan;  and  Principal  As- 
sistant Engineer  on  siirveys  for  a  proposed  harbor  at  Two  Creeks, 
on  the  North  Shore  of  Lake  Erie.  From  1855  to  1857  he  was 
Assistant  Engineer  on  the  location  and  construction  of  the  De- 
troit and  Milwaukee  Railway,  between  Ionia  and  Grand  Haven, 
Michigan. 

In  1857  he  accepted  an  engagement  from  Mr.  Henry  Meiggs  to 
work  on  the  "Ferrocarril  del  Sur, "  in  Chile,  and  from  that  year  until 
1864  he  was  Assistant  Engineer  to  the  late  Anthony  Walton  Whyte 
Evans,  M.  Am.  Soc.  C.  E.,  on  the  various  State  Railways  of  Chile, 
being  engaged  on  the  surveys  and  construction  of  the  lines  be- 
tween Santiago  and  San  Fernando,  and  between  Santiago  and  Val- 
jjaraiso. 

Mr.  Hillman  was  the  Contracting  Engineer  for  the  Tongoy  Railway 
of  Chile,  in  the  years  1865  to  1868;  and  from  1870  to  1876  he  was  Chief 
Engineer  on  the  construction  of  the  Palmilla  Branch  and  of  the  com- 
pleted portion  of  the  Chile  Southern  Railway,  from  Santiago  to  Curico. 
In  1871  he  undertook  the  construction  of  jiart  of  the  tramcar  lines  in 
Valparaiso. 

The  last  railways  built  by  Mr.  Hillman,  before  retiring  from 
active  service,  were  those  between  Angol  and  Traiguen  and  between 
Renaico  and  Victoria  in  1884.  In  the  construction  of  these  roads 
he  was  in  partnership  Avith  Mr.  Stephen  Mayers.  On  account  of 
delays  and  difficulties  caused  by  the  construction  of  the  high  bridge 
over  the  Malleco,  near  Collipulli,  which  was  under  the  charge  of  the 
Government  Engineer,  Mr.  Lastarria,  the  latter  section  was  turned 
over  to  the  Government  before  it  was  fully  completed. 

On  several  occasions  Mr.  Hillman  was  appointed  by  the  Chilean 
Government  to  give  information  on  technical  matters,  and  was  always 
a  warm  friend  of  the  Chileans,  both  at  home  and  abrqad, 

*  Memoir  prepared  by  the  Secretary  from  papers  on  file  at  the  Society  House. 
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Some  years  ago  Mr.  Hillman  introduced  the  manufacture  of 
matclies  in  Chile  by  the  establishment  of  a  factory  at  Rancagua. 
This  factory  was  afterward  removed  to  Santiago.  During  the 
last  years  of  his  life  he  acted  as  one  of  the  Directors  of  the  Santiago 
Gas  Company,  and  to  his  influence  are  due  the  facilities  given  by  the 
Company  for  the  use  of  gas  in  the  industries. 

'Mr.  Hillman  was  one  of  the  most  prominent  and  influential  members 
of  the  American  colony  in  Santiago.  He  was  a  member  of  the  Board 
of  Trustees  of  Union  Church,  of  the  Sunday  School,  and  of  various 
jihilanthropic  and  social  institutions.  On  several  occasions  he  deliv- 
ered lectures  on  behalf  of  charitable  objects.  He  contributed  to  the 
press  a  number  of  articles  on  important  railway  problems,  several  of 
them  being  on  the  relative  merits  of  English  and  American  systems  of 
equipment  and  rolling  stock.  Under  the  pseudonym  of  "Quien 
Sabe,"  he  published,  in  1901,  a  volume  of  some  300  pages,  entitled 
"Old  Timers,  British  and  Amei-ican,  in  Chile,"  which  is  a  most  valu- 
able contribution  to  the  history  of  Anglo-American  influence  in  the 
growth  and  development  of  Chile.  This  work  first  appeared  as  a  series 
of  articles  contributed  to  Our  Young  People,  of  which  Mr.  Hillman 
was,  for  several  years,  one  of  the  Associate  Editors. 

Mr.  Hillman  took  great  interest  in  the  educational  work  of  his 
church,  and  not  only  contributed  toward  the  outfit  of  the  college 
established  in  Santiago,  but  used  his  influence  with  others  for  the 
same  purpose.  He  took  special  interest  in  becoming  acquainted  with 
the  scholars,  individually,  and  accepted  honorary  membership  in  the 
Alumni  Association. 

In  1862  Mr.  Hillman  was  married  to  Miss  Caroline  Haviland,  a 
daughter  of  Samuel  Frost  Haviland,  Esq.,  an  American  geutlemun, 
resident  in  Chile.  Of  the  seven  children  born  to  them  only  three 
remain. 

In  1896  and  1897,  accompanied  by  his  family,  Mr.  Hillman  made  an 
extended  visit  to  the  United  States,  his  first  visit  since  his  arrival  in 
Chile.  They  came  by  way  of  San  Francisco,  and  returned  by  the  East, 
visiting  Europe  on  the  way  back.  During  1901,  in  company  with  his 
wife,  he  made  another  trip  to  the  United  States  to  visit  his  youngest 
daiighter  who  was  here  in  school.  H(^  did  not  remain  long,  however, 
on  account  of  the  illness  of  Mrs.  Hillman. 

Mr.  Hillman  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  July  5th,  1876.  He  was  elected  a  Member  of  the  Institu- 
tion of  Civil  Engineers  on  Ai)ril  4th,  1882.  He  was  one  of  tlie  founders 
of  the  "  Sociedad  d(!  Foniento  Fabril,"  was  a  member  of  th(>  Council  of 
Directors,  and  was  zealous  in  the  work  of  that  society. 
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ARTHUR  STANLEY  HOBBY,  M.  Am.  Soc.  C.  E.* 


Died  May  2Sth,  1902. 


Arthur  Stanley  Hobby  was  born  in  Manchester,  England,  on  March 
15th.  1S36,  being  the  eldest  of  three  sons  of  Benjamin  Hobby,  a  manu- 
facturer of  wooden  silk-working  machinery.  He  was  educated  in  St. 
Saviours  School,  at  Manchester,  and  was  articled  as  a  "  pujiil  teacher  " 
in  that  school  as  the  result  of  competitive  examinations,  according  to 
the  methods  in  vogue  at  that  time.  Upon  finishing  his  term  in  1854, 
he  entered  the  employ  of  a  large  shipping  firm,  Jackson  and  Company, 
of  Manchester,  where  he  remained  for  three  years.  Not  finding  com- 
mercial business  congenial,  he  articled  himself  in  1857  for  a  term  of 
seven  years  to  Mr.  John  Shaw,  Civil  and  Mining  Engineer,  of  Derby, 
England,  who,  in  addition  to  a  large  general  practice,  was  engineer  to 
large  coal-mining  interests  in  that  district.  Due  to  his  sound  judg- 
ment in  engineering  matters,  Mr.  Hobby  soon  became  an  important 
assistant  to  his  emjDloyer,  and  was  entrusted  with  many  problems  of 
importance.  In  1864  he  was  engaged  by  Mr.  J.  H.  Arkwright  to  make 
surveys  of  an  extensive  estate  in  Herefordshire,  upon  the  completion 
of  which  he  established  a  private  practice  at  Kingston,  where  he  also 
built  and  operated  on  his  own  account  a  steam  brickyard,  using  the 
patent  Hoffman  kilns.  It  is  believed  that  this  was  quite  a  departure 
from  the  regular  methods  of  brick  manufacture  at  that  time,  but  it  was 
quite  successful.  While  at  Kingston  Mr.  Hobby  married  Miss  Maria 
Elizabeth  Bishop. 

In  1871,  due  to  the  failing  health  of  his  wife,  he  moved  to  Virginia 
and  tried  farming,  but  soon  drifted  into  his  professional  work  again, 
holding  positions  on  various  projects  in  Virginia  and  Kentucky,  among 
them  being  the  Chesapeake  and  Ohio  Railroad,  the  proposed  Big  Sandy 
Railroad,  and  various  surveys  of  coal  properties  in  Kentucky  and 
Ohio. 

In  1876  he  settled  in  Cincinnati,  Ohio,  and  became  City  Sewerage 
Engineer,  under  Latham  Anderson,  M.  Am.  Soc.  C.  E. ,  City  Engineer, 
both  having  been  elected  to  office  on  the  great  reform  wave  which 
swept  the  city  that  year.  Until  that  time  Cincinnati  had  been 
drained  by  a  very  imperfect  system  of  "combined"  sewers,  and  Mr. 
HoV)by  introduced  what  is  now  known  as  the  "separate"  system,  but 
was  then  known  throughout  that  locality  as  the  "Hobby"  system. 
It  will  thus  be  seen  that  Mr.  Hobby  was  one  of  the  original  workers 
along  that  line,  and  Cincinnati  was  one  of  the  first  cities  in  the  coun- 
try to  adopt  that  system,  notwithstanding  the  fact  that  the  public 

♦  Memoir  prepared  by  his  son,  Arthur  Stanley  Hobby,  Jr.,  Assoc.  M.  Am.  Soc.  C.  E. 


348  MEMOIR   OF   ARTHUR   STANLEY   HOBBY. 

offered  great  opposition  and  ridiculed  the  system  severely.  The  idea 
that  a  city  of  the  size  of  Cincinnati  could  be  drained  by  small  pipe 
sewers  was  jDreposterous!  He,  however,  had  the  courage  of  his  con- 
victions, and  his  arguments  were  so  sound  that  he  won  the  day,  and 
his  plans  were  adopted.  During  the  four  years  that  he  remained  in 
office  a  great  deal  was  done  to  put  the  city  on  a  proper  sanitary  basis, 
and  the  plans  and  regulations  prejiared  by  him  are  still  followed,  with 
but  little  if  any  variation. 

About  the  year  1880  another  political  turnover  put  both  Colonel 
Anderson  and  Mr.  Hobby  out  of  office,  and  the  firm  of  Anderson  and 
Hobby  was  formed,  which  enjoyed  a  veiy  large  practice. 

In  1885,  or  the  early  part  of  1886,  owing  to  the  failing  health  of  Mr. 
Anderson,  the  firm  w^as  dissolved,  and  Mr.  Hobby  continued  the  busi- 
ness in  his  own  name.  Among  the  most  notable  of  Mr.  Hobby's  works 
during  that  period  were  the  design  and  construction  of  the  plant  and 
Town  of  Ivorydale,  for  the  Proctor  and  Gamble  Company,  the  design 
and  construction  of  the  jilant  and  Town  of  Addyston  for  the  Addyston 
Pipe  and  Steel  Company,  these  plants  at  the  time  being  the  largest  of 
their  kind  in  the  United  States.  He  also  introduced  his  sewer  system 
into  a  number  of  towns  and  villages  of  Southwestern  Ohio.  His  advice 
on  sanitary  matters  was  sotight  by  many  towns  throughout  the  Central 
West.  He  was  for  many  years  Engineer  to  the  Villages  of  Clifton  and 
Avondale,  Ohio,  now  a  jjartof  Cincinnati,  and  throughout  that  section 
of  the  country  many  important  works  stand  as  monuments  to  his  sound 
judgment  and  skill. 

In  1882,  at  Woodsdale,  a  small  town  near  Hamilton,  Ohio,  he  con- 
structed a  wooden  dam  across  the  Big  Miami  River,  Avhere  the  banks 
and  bed  of  the  stream  were  composed  of  shifting  sands,  and  where  three 
dams  had  already  failed.  The  purpose  of  the  dam  was  to  maintain  a 
valuable  water-power  right.  The  dam  was  built  during  the  winter, 
under  great  difficulties,  and  was  inundated  by  a  heavy  freshet  when 
about  half  built,  but  it  is  still  there. 

In  1898  he  gave  up  his  practice  in  Cincinnati,  and  went  for  a  short 
tiooe  to  Philadelphia  and  then  to  Southern  California.  He  died  in  Los 
Angeles  on  May  2Ktli,  1!)()'2,  after  a  stroke  of  i^aralysis  followed  by  a 
lingering  attack  of  ty})hoid  fever,  and  leaves  a  widow,  three  daughters 
and  a  son. 

Mr.  Hobby  was  elected  a  Member  of  tlu;  American  Society  of  Civil 
Engineers  on  June  Gth,  1894, 


I 


MEMOIR   OF   MILTON   QROSVENOR  HOWE.  349 

MILTON  GROSYENOR  HOWE,  M.  Am.  Soc.  C.  E.* 


Died  June  19th,  1902. 


Miltou  Gvosvenor  Howe  was  born  at  Methuen,  Massachusetts,  on 
August  IGtb,  1834. 

He  was  graduated  from  Dartmoutli  College  in  1854,  having  taken 
both  the  academic  and  scientific  courses.  His  first  work  was  on  a 
survey  for  a  road  which  was  projected  to  run  north  from  Saratoga, 
New  York,  through  the  Adirondacks  to  Sackett's  Harbor.  The  survey- 
-ing  party,  in  charge  of  the  late  John  Newell,  M.  Am.  Soc.  C.  E.,  spent 
a  winter  in  the  mountains,  but  the  road  was  never  built. 

In  1855  Mr.  Howe  went  to  Illinois,  and  was  employed  on  the 
Illinois  Central  Eailroad  until  the  panic  of  1857  caused  the  stoppage 
of  all  construction.  His  next  work  was  in  Iowa,  but  the  stringency 
in  the  money  market  made  business  dull,  and  he  found  himself  at  the 
beginning  of  winter  without  occupation.  Having  a  fondness  for  study, 
he  decided  to  put  in  the  time  reading  law,  and  so  rapidly  did  he 
acquire  knowledge  that  in  the  spring  he  passed  the  examinations  and 
was  given  a  license  to  practice.  He  was  devoted  to  engineering,  how- 
ever, and,  believing  that  greater  opportunities  existed  in  the  South- 
west, besides  desiring  a  warmer  climate,  he  went  to  Texas  in  the  fall 
of  1859,  and  entered  the  service  of  the  Houston  and  Texas  Central 
Eailroad. 

At  the  beginning  of  the  war  he  enlisted  in  the  Army  of  the  Con- 
federacy as  a  volunteer  in  Company  A  of  the  Twenty-sixth  Texas 
Cavalry,  De  Bray's  Kegiment.  Within  a  year  he  was  transferred  to 
the  Engineering  Corps  and  given  the  rank  of  Captain.  He  was  an 
ardent  exponent  of  the  cause  of  the  South,  and  it  was  by  his  skill  as  an 
engineer  and  inventor  that  two  of  the  five  cannon  used  so  effectively 
in  the  battle  of  Sabine  Pass  were  improvised. 

At  the  close  of  the  war  Captain  Howe  again  entered  the  service  of 
the  Houston  and  Texas  Central  Eailroad,  and  held  the  positions  of 
Chief  Engineer,  General  Superintendent  and  Division  Superintendent. 

In  1885  he  was  made  Eeceiver  of  the  Houston,  East  and  West  Texas 
Eailroad.  After  this  road,  under  his  able  management,  had  passed 
from  under  the  Eeceivership,  he  became  Vice-President  and  General 
Manager.  In  1897,  on  account  of  poor  health,  he  retired  from  active 
work.  In  1899  Captain  Howe  was  appointed  Chief  Engineer  of  the 
Houston  and  Texas  Central  Eailroad,  but  resigned  within  the  year, 
owing  to  poor  health. 

Many  of  Captain  Howe's  best  efforts  were  directed  toward  advanc- 

•  Memoir  prei>ared  by  the  Secretary  from  information  furnished  by  Mrs.  M.  G. 
Howe. 
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ing  the  interests  of  the  City  of  Houston,  of  which  he  was  an  alderman 
for  six  years. 

In  1873  he  was  married  to  Miss  Jessie  W.  Briscoe,  who,  together 
with  one  son,  Milton  Howe,  of  the  Engineering  Department  of  the 
Houston  and  Texas  Central  Eailroad,  survives  him. 

Mr.  Howe  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  October  16th,  1872.  He  was  appointed  a  Director  on 
October  21st,  1901,  to  fill  the  unexpired  term  of  the  late  George  A. 
Quinlan,  but  at  that  time  was  in  such  poor  health  that  he  had  to  de- 
cline the  ajspointment. 
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GEORGE  WASHINGTON  HOWELL,  M.  Am.  Soc.  C.  E.* 


Died  February  15th,  1901. 


Creorge  Washington  Howell  was  born  at  tlie  Howell  Homestead, 
Littleton,  Morris  County,  New  Jersey,  on  December  21st,  1835,  bis 
father  being  the  Honorable  Edward  Howell,  and  his  mother  Mary  Lee, 
both  descendants  of  old  colonial  families.  When  a  lad  of  sixteen, 
young  Howell  accepted  the  position  of  teacher  in  a  small  country 
school  near  his  home,  and  four  years  later  he  entered  the  New  Jersey 
State  Normal  School,  where,  after  being  graduated,  he  remained  as 
instructor  in  mathematics  and  languages  for  several  years.  Finding 
that  his  talents  lay  in  the  engineering  line,  however,  he  severed  his 
connection  with  the  Normal  School,  and  studied  civil  engineering. 

For  some  time  he  was  associated  with  the  late  Professor  George  H. 
Cook,  State  Geologist  of  New  Jersey,  preparing  the  topographical 
maps  and  geological  reports  of  the  State,  and  it  may  be  interesting  to 
know  that  he  jirepai-ed  and  made  the  first  four  sheets  of  the  New 
Jersey  State  ToiJographical  Survey. 

Mr.  Howell  was  at  one  time  Constructing  Engineer  of  the  New 
Jersey  West  Line  Eailroad,  and  of  the  Western  New  York  and  Penn- 
sylvania Railroad,  being  also  connected  with  the  Delaware,  Lacka- 
wanna and  Western  Railroad  at  the  Hoboken  Terminal,  the  Boonton 
Branch  and  the  Bingbamton  Extension. 

Mr.  Howell  was  Engineer  for  the  Morris  Aqueduct,  for  Morristown, 
New  Jersey,  and  designed  many  of  the  reservoirs.  He  was  also  Engi- 
neer for  the  State  Hospital,  at  Morris  Plains,  for  which  he  designed 
the  water-works  and  sewage  disposal  systems,  as  well  as  the  landscape 
work.  He  was  Engineer  for  Morris  County  and  Morristown,  New 
Jersey,  for  many  years. 

In  later  years  he  made  a  special  study  of  drainage,  water  supplies, 
etc.,  and  was  appointed  a  member  of  the  original  Commission  for  the 
Drainage  of  Flow  Lands  along  the  Passaic  River,  serving  as  Secretary 
and  Engineer  until  his  death.  In  1879,  in  conjunction  with  J.  James 
R.  Croes,  M.  Am.  Soc.  C.  E.,  Mr.  Howell  made  an  exhaustive  report 
on  an  investigation  of  the  possible  source  of  water  supply  for  Newark, 
New  .Jersey,  and  this  investigation  brought  him  into  many  of  the  water 
suits  of  recent  years.  He  was  also  connected  with  the  East  Jersey 
Water  Company  in  investigations  for  water  supply  and  installing  the 
water- works  of  Montclair,  New  Jersey. 

In  addition  to  his  engineering  work,  which,  in  later  years,  was 

principally  as  expert  and  consulting  engineer  on  water-works,  sewage 

disposal,  bridges,  etc.,  Mr.  Howell  was  connected  with  many  organi- 

*  Memoir  prepared  by  James  Owen,  M.  Am.  Soc.  C.  E.,  and  from  a  Memoir  published 
by  the  Sevr  Jersey  State  Sanitary  Association. 
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nations  not  bearing  directly  upon  liis  profession.  He  was  a  member 
of  the  State  Board  of  Education,  of  the  New  Jersey  State  Sanitary 
Association,  of  the  Board  of  Directors  of  the  Morristown  Memorial 
Hosi^ital,  for  which  he  Avas  also  Secretary,  of  the  Washington  Asso- 
ciation of  New  Jersey,  and  of  the  Sons  of  the  American  Revolution. 

In  all  this  busy  life,  however,  Mr.  Howell  still  found  time  for  his 
church  work,  and  was  President  of  the  Board  of  Trustees  and  Deacon 
for  life  of  the  Morristown  Baptist  Church.  He  was  also  Recording 
Secretary  of  the  Morris  County  Sabbath  School  Association  and  Secre- 
tary of  the  North  Jersey  Baptist  Association.  He  served  also  as 
Treasurer  of  the  Young  Men's  Christian  Association. 

From  early  manhood  Mr.  Howell  had  a  keen  love  for  reading,  and 
spent  much  time  in  his  library,  where  he  also  wrote  many  contribu- 
tions to  the  press,  especially  upon  historical  matters,  as  he  was  well 
versed  in  State  and  local  genealogical  matters  of  historical  interest. 

Truly  revered  and  loved  as  Mr.  Howell  was  by  all  his  many  asso- 
ciates on  the  boards  and  in  the  associations  of  which  he  was  a  member, 
yet  it  remained  for  those  who  knew  him  in  his  private  life  to  value 
him  at  his  true  and  sterling  worth  He  was  married  on  December 
Slst,  1862,  to  Rachel  M.  Cornish,  of  Gillette,  New  Jersey,  and  had  five 
children,  all  of  whom  survive  him. 

Throughout  his  entire  life  Mr.  Howell  was  the  model  of  a  Christian 
gentleman,  thorough  and  conscientious  in  his  work,  honorable  in 
business  dealings,  and  singularly  courteous  and  winning  in  his  manners 
toward  all  with  whom  he  came  in  contact. 

Mr.  Howell  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  May  2d,  1888. 
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MORITZ  LASSIG,  M.  Am.  Soc.  C.  E.* 


Died  Januaky  7th,  1902. 

Moritz  Lassig  was  born  in  Rocblitz,  Saxony,  on  January  23(1,  1831. 

He  attended  the  Architectural  School  in  Chemnitz,  and,  having 
completed  his  studies  there,  came  to  America,  where  he  arrived  in  the 
spring  of  1851.  In  the  fall  of  the  same  year  he  settled  in  Chicago, 
having  accepted  a  position  as  Engineer  and  Superintendent  with  the 
tirm  of  L.  B.  Boomer  and  Company,  later  the  American  Bridge  Com- 
pany, of  Chicago.  This  position  he  held  until  1853.  From  1871  to 
1881  he  was  engaged  in  designing  and  constructing  bridges  throughout 
the  West. 

In  the  year  1876  he  established  his  own  shop  on  South  Clark 
Street,  near  Sixteenth  Street.  The  present  shop,  at  Clybourn  and 
Wright  wood  Avenues,  at  which  he  achieved  his  princij^al  success  as  a 
bridge  builder,  was  founded  about  1885.  In  1881  he  formed  a  partner- 
ship with  John  P.  Alden,  under  the  names  Lassig  and  Alden  Bridge 
and  Iron  Wgrks  of  Chicago,  and  Alden  and  Lassig  Bridge  and  Iron 
Works  of  Rochester,  New  York.  Mr.  Lassig  was  active  as  the  Presi- 
dent and  guiding  sjoirit  of  the  Lassig  Bridge  and  Iron  Works  until  the 
fall  of  1900,  when  he  sold  his  interests  to  the  American  Bridge  Com- 
pany and  severed  his  connection  with  the  firm. 

He  was  on  the  eve  of  departure  for  Europe,  having  made  all 
arrangements  to  leave  Chicago  on  January  8th,  but  was  overtaken 
suddenly  by  death.  His  remains  have  been  interred  at  Heidelberg, 
Germany. 

His  widow,  Marie  Lassig,  and  two  married  daughters,  Mrs.  Emma 
Bartholomay  and  Mrs.  Ida  dinger,  survive  him. 

Moritz  Lassig  was  elected  a  Member  of  the  American  Society  of 

Civil  Engineers  on  April  2d,  1884.     He  was  also  a  Member  of  the 

Western   Society   of  Engineers,    of   the   Technical   Club,    Concordia 

Masonic  Lodge,  Germania  Mannerchor,   and  the  Chicago  Schuetzen 

Verein. 

♦Memoir  prepared  by  the  Secretary  from  information  furnished  by  Mr.  Henry 
Bartholomay.  Jr.,  and  from  papers  on  file  at  the  Society  House. 
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THOMAS  LAIDLAW  RAY3I0ND,  31.  Am.  Soc.  C.  E.* 


Died  November  15th,  1901. 


Thomas  Laidlaw  Raymond  was  born  in  New  Orleans,  Louisiana, 
on  May  22d,  1853,  and  received  his  preliminary  education  in  the 
schools  of  that  city.  In  1870  he  entered  the  University  of  Virginia, 
from  which  he  was  graduated  in  1874,  with  the  degrees  of  Civil  and 
Mechanical  Engineer  and  Bachelor  of  Science. 

From  January  until  October,  1875,  he  was  a  draftsman  in  the  office 
of  the  City  Surveyor  of  New  Orleans.  From  October,  1875,  until 
July,  1876,  he  taught  mathematics  in  the  Preot  School,  after  which  he 
became  bookkeejjer  and  cashier  for  the  firm  of  Elkin  and  Company. 

In  May,  1879,  Mr.  Raymond  entered  the  service  of  the  Govern- 
ment, as  U.  S.  Assistant  Engineer,  and,  during  the  succeeding  nine 
years,  was  stationed,  successively,  at  South  Pass,  Sabine  and  Blue 
Buck  Passes,  Sanibel  Island,  Bayou  Lafourche,  Bayou  Courtablau, 
and  other  points  on  the  Gulf  Coast. 

From  August,  1888,  until  December,  1896,  he  was  connected  with 
the  Board  of  State  Engineers  of  Louisiana,  as  Chief  Draftsman.  In 
December,  1896,  he  was  chosen  as  Principal  Assistant  Engineer  of  the 
Drainage  Commission  of  New  Orleans,  which  position  he  filled  until 
his  death. 

At  the  request  of  the  Sewerage  and  Water  Board  of  New  Orleans, 
Mr.  Raymond  served  as  a  member  of  their  Advisory  Council  of  Engi- 
neers. His  interest  in  this  work  and  in  the  iJublic  welfare  was  so 
great  that,  in  view  of  a  legal  doubt  concerning  his  right  to  payment, 
these  services  were  rendered  gratuitously.  The  duties  of  these  several 
positions  were  discharged  with  an  ability  and  fidelity  which  won  for 
him  the  esteem  of  his  employers  and  associates. 

Mr.  Raymond's  success  as  an  engineer  was  due  pai-tly  to  special 
fitness  for  such  work,  partly  to  close  observation  and  ap})Iication,  and 
largely  to  a  high  standard  of  i)er8onal  and  i)rofessional  duty.  Com- 
l)ined  with  this  e(iuii)meut  he  had  a  good  heart  and  a  generous 
manner,  which  secured  the  warm  regard  of  all  who  had  the  privilege 
of  serving  with  him.  His  associates  will  all  join  in  a  recognition  of 
his  ability  as  an  engineer  and  his  value  as  a  citizen  and  friend. 

He  was  married  in  1889,  and  leaves  a  widow,  a  son  and  two 
flaughters.  He  was  active  in  organizing  the  Louisiana  Engineering 
Society,  and  served  as  its  second  President,  in  1H97.  His  interest  in 
that  society  continued  until  liis  deatli. 

Mr.  Raymoud  was  elected  a  Member  of  tlie  AiiuM-ican  Society  of 

Civil  Kr.-nii.'.Ts  on  October  ()tli,  1H97. 

*  M.  rii  .11  |M  .  |i,ii .  .1  li\  I  III  Si  irclary  from  paporH  on  (11»^  ill  the  House  of  I  hcSdcii-ly, 
and  finiii  ,1  MiiiH.ii  |.M|i,ir(il  liy  .1  (Nmiiiiittcc  of  the  LouiHiana  KiiKiiu'orlnK  Sociclv  luul 
publiHlicd  in  llie  Joiininl  of  the  AHsociation  of  ICiigineerlug  Hocieties,  Vul.  xxviii, 
page  W. 
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NATHANIEL  EDWARDS  Rl  SSELL,  M.  Am.  Soc.  C.  E.* 


Died  Januabt  14th,  1902. 


Nathaniel  Edwards  Riissell,  son  of  Cliaiies  P.  and  Louisa  (RicLard- 
9on)  Russell,  was  born  at  Washington,  D.  C,  on  February  24th,  1848. 
His  father  was  a  clergyman,  a  personal  friend  of  Abraham  Lincoln, 
and  delivered  the  sermon  at  the  funeral  of  the  murdered  President. 

Mr.  Russell's  education  began  in  the  schools  of  Washington,  and 
he  then  took  a  practical  course  in  mechanical  engineering,  serving  his 
time  in  machine  shops  there. 

In  1867  he  entered  the  Rensselaer  Polytechnic  Institute,  and  Avas 
graduated  in  1870,  taking  the  degree  of  C.  E. 

His  tii-st  position  was  that  of  Civil  Assistant  Engineer  under  General 
G.  K.  Warren,  Corps  of  Engineers,  U.  S.  A.,  his  work  being  upon 
surveys  and  improvement  of  rivers  and  harbors  in  New  England. 
Later,  he  was  transferred  to  the  Northwest,  in  the  same  service,  and, 
as  Assistant  Engineer,  was  in  charge  of  the  work  of  establishing  slack- 
water  navigation  on  the  Fox  River.  He  also  made  numerous  surveys. 
From  May  to  November,  1871,  he  was  in  charge  of  the  construction  of 
a  pile  ijier  in  the  harbor  at  Menominee,  Michigan.  From  November, 
1871,  to  May,  1872,  he  was  in  the  United  States  Engineers'  office  at 
Chicago,  Illinois.  From  May  to  November,  1872,  he  was  Assistant 
United  States  Engineer  in  charge  of  the  lower  section  of  the  Wisconsin 
River  improvement,  and  from  the  latter  date  until  July,  1875,  he  was  in 
charge  of  the  detailed  surveys  and  the  construction  of  the  upper  and 
lower  sections  of  the  Fox  River  improvement. 

From  September,  1875,  to  February,  1876,  Mr.  Russell  was  As- 
sistant Engineer  on  the  construction  of  the  Albany  and  Greenbush 
Bridge.  From  July,  1876,  to  January,  1882,  he  was  with  the  Wiley 
and  Russell  Manufacturing  Company  of  Greenfield,  Massachusetts, 
designing  and  superintending  the  enlargement  of  their  plant. 

Mr.  Russell  was  General  Manager  of  the  Alleghany  Coal  and  Iron 
Company,  of  Richmond,  Virginia,  from  January,  1882,  to  March,  1883, 
and  President  of  that  comijany  from  the  latter  date  until  July,  1885, 
and  at  the  same  time  General  Manager  of  the  Henrico  Coal  Company, 
of  Richmond. 

He  practiced  afterward  as  a  consulting  engineer,  with  headquarters 
at  Lansingburg,  New  York,  designing  and  erecting  bridges  and  roofs, 
among  the  latter  being  that  of  Harmanus  Bleeker  Hall,  at  Albany, 
New  York.     He  was  also  in  charge  of  the  construction  of  the  bridge 

*  Memoir  prepared  by  A.  J.  Swift,  C.  E. 
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connecting  the  tracks  of  the  Utica,  Clinton  and  Binghamton  and  the 
Utica  and  Black  Eiver  Railroads,  at  Utica,  New  York. 

For  a  short  time  he  was  Superintendent  of  the  works  of  the  Amer- 
ican Graphophone  Company. 

From  1891  to  1894  he  was  General  Manager  of  the  Walter  A.  Wood 
Manufacturing  Company,  at  Hoosick  Falls,  Massachusetts,  and,  later, 
resumed  his  practice  as  consulting  engineer. 

On  July  1st,  1874,  Mr.  Russell  married  IVIiss  Lucy  Coleman  Flack, 
daughter  of  Mr.  David  H.  Flack,  of  Lansingburg,  New  York. 

His  death  occurred  at  Lansingbiirg,  New  York,  on  January  14th, 
1902,  and  resulted  from  a  fall  in  alighting  from  an  electric  car  in  the 
summer  of  1891,  his  senses  of  smell  and  taste  remaining  much  im- 
paired after  his  recovery  from  a  severe  illness  following  this  accident. 
He  died  after  a  few  moments  of  intense  suffering,  followed  by  several 
hours  of  unconsciousness.     He  leaves  a  widow  and  one  daughter. 

It  is  difficult  to  express  in  words  the  affection  and  esteem  which 
were  felt  for  Mr.  Russell  by  every  one  privileged  to  know  him.  To 
him  his  friends  were  truly  "knit  with  hooks  of  steel,"  and  the  an- 
nouncement of  his  death  made  the  world  seem  smaller  to  each  and  all 
of  them. 

He  felt  no  wish  to  become  conspicuous,  professionally  or  otherwise, 
but  shrank  from  notice,  rather  than  courted  it.  He  always  under- 
valued his  own  ability,  and  worked  zealously,  intelligently  and  suc- 
cessfully, from  love  of  the  profession  which  he  adorned.  No  thought 
or  action  below  the  highest  standard  of  honor,  kindliness,  and  gen- 
erosity was  possible  to  him,  and  evei-y  individual  who  knew  him  will 
endorse  the  absolute  truth  of  these  words.  He  deserved,  if  ever  man 
did,  to  rank  as  a  type  of  the  dignified  Christian  gentleman,  able  and  ex- 
perienced engineer,  man  of  catholic  and  cultivated  taste  and  reading, 
devoted  husband  and  father,  and  staunch  friend;  and,  as  a  rare  com- 
bination of  all  these  qualities,  his  sorrowing  friends  will  always  remem- 
ber him.  Every  community  in  which  he  has  lived  has  benefited  by  his 
life  and  is  a  loser  by  his  death. 

Mr.  Russell  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  October  3d,  1888. 
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IRA  ALEXANDER  SHALER,  M.  Am.   Soc.  C.  E.* 


Died  June  29th,  1902. 


Ira  Alexander  Sbaler  was  born  in  Ridgefiekl,  New  Jersey,  on  Sep- 
tember 19tb,  18G2.  He  was  the  son  of  General  Alexander  Sbaler,  who 
served  in  the  Army  of  tbe  Potomac  with  distinction.  His  mother,  be- 
fore marriage,  was  Miss  Mary  McMiirray,  of  New  York  City.  Mr. 
Sbaler  was  a  direct  descendant,  in  the  eighth  generation,  of  Captain 
Thomas  Sbaler.  who  came  to  America  from  Stratford  on  Avon, 
England,  in  1002,  and,  with  twenty-seven  other  emigrants,  founded 
the  town  of  Haddam,  in  Connecticut,  where  most  of  bis  descendants  lie 
buried. 

At  tbe  age  of  eight  young  Sbaler  was  sent  to  a  private  school  in 
New  York.  Three  years  later  be  entered  tbe  Public  Grammar  School, 
No.  55,  fi-om  which  he  was  graduated  in  1878.  For  tbe  next  two  years 
he  studied  at  the  College  of  tbe  City  of  New  York,  and  in  all  these 
schools  his  record  was  excellent. 

On  September  16tb,  1880,  he  entered  Cornell  University  as  a  sojih- 
omore,  taking  for  the  first  year  tbe  general  course  of  Science  and 
Letters.  Feeling,  however,  that  this  led  to  no  particular  profession, 
and  desiring  to  work  for  some  specific  purpose,  he  decided  to  take  the 
course  of  Civil  Engineering.  He  was  graduated,  with  tbe  degree  of  B. 
C.  E.,  in  1881.  Two  years  later  he  received  bis  M.  C.  E.  from  Cornell 
University. 

Soon  after  graduation  be  entered  the  Engineer  Corps  of  the 
Aqueduct  Commissioners  of  the  City  of  New  York,  being  first  engaged 
in  tbe  office  of  the  Chief  Engineer,  and,  later,  in  the  field,  on  the  con- 
struction of  the  New  Croton  Aqueduct.  As  Assistant  Engineer  he  had 
charge  of  a  section  of  tbe  Aqiieduct  Tunnel  on  Manhattan  Island,  of 
the  135th-Street  Gate  House,  and  of  the  pipe  line  from  135tb  to  125th 
Streets. 

His  tastes,  however,  were  more  in  the  line  of  contracting  than  of 
engineering,  and,  therefore,  he  left  tbe  service  of  the  Aqueduct  Com- 
missioners in  1889  to  engage  in  contracting.  Among  the  works  exe- 
cuted by  him,  either  alone  or  in  jDartnership  Avith  others,  were  the 
Cornell  Hydraulic  Laboratory ;  the  Titicus  Dam,  forming  a  reservoir 
for  New  York  City;  the  United  States  fortifications  on  Gull  Island;  the 
Cold  Spring  (N.  Y.)Dam;  the  water- works  for  Gloversville,  New  York, 
and  the  changing  of  the  Madison  Avenue  car  tracks  to  a  conduit  elec- 
tric .system. 

At  the  beginning  of  the  Spanish  War,  Mr.  Sbaler  oifered  his  ser- 
vices to  the  Governor  of  New  York  to  raise  an  engineer  regiment  to 
*  Memoir  prepared  by  Edward  Wegmann,  M.  Am.  Soc.  C.  E. 
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serve  during  the  war,  but,  learaing  that  the  Governor  had  no 
authority  to  furnish  such  a  regiment,  he  accepted  an  invitation 
from  Colonel  Eugene  Griffin  to  assist  him  in  organizing  the  First  Reg- 
iment, U.  S.  Volunteer  Engineers,  and  was  apjioiuted  Captain  of 
Company  F.  He  accompanied  this  Regiment  to  Puerto  Rico,  and 
returned  with  it  as  Maior  of  the  Second  Battalion. 

In  January,  189i),  Major  Shaler  was  married  to  Miss  Mary  Duncan 
Leverich.  After  spending  a  year  abroad  with  his  wife,  he  returned  to 
New  York  to  engage  again  in  contracting,  and  obtained  a  sub-contract 
for  Section  4  of  the  New  York  Rapid  Transit  Road.  This  section,  which 
is  entirely  in  tunnel,  extends  under  Fourth  Avenue  from  34th  to  42d 
Streets.  On  this  work  Major  Shaler  met  with  a  series  of  almost  \\n- 
paralleled  misfortunes.  On  January  27th,  1902,  his  supply  of  dyna- 
mite exploded,  killing  five  persons  and  doing  great  damage  to  the 
Murray  Hill  Hotel  and  other  buildings.  While  Major  Shaler  was 
exonerated  from  all  blame  in  this  matter,  he  was  responsible  for  the 
damage  done.     This  explosion  ruined  him,  financially. 

On  February  22d  occurred  the  conflagration  of  the  71st  Regiment 
Ai-mory  at  34th  Street  and  Fourth  Avenue,  which  burned  a  part  of 
Major  Shaler's  jilant  and  tools.  On  March  21st  some  ledges  of  rock- 
slid  into  the  tunnel,  causing  siich  damage  to  four  houses  opposite  that 
they  had  to  be  purchased  by  the  contractor  to  avoid  suits  for  damages. 
This  series  of  disasters  culminated  on  June  17th,  when  Major  Shaler 
was  inspecting  his  tunnel  with  Chief  Engineer  William  Barclay  Par- 
sons and  Deputy  Chief  Engineer  George  S.  Rice.  A  mass  of  rock 
became  detached  from  the  roof  and  struck  Major  Shaler  on  the  back 
of  his  head  and  shoulders,  causing  injuries  of  which  he  died  on  June 
29th,  1902. 

Major  Shaler  had  a  force  of  character  that  inspired  with  confidence 
all  who  came  in  contact  with  him.  His  mind  was  well  balanced. 
In  prosperity,  as  in  adversity,  he  remained  the  same.  He  had  a  cheer- 
ful dis])OHitiou,  was  very  energetic,  a  disciplinarian,  and  yet  so  just 
tliat  lie  was  liked  l)v  those  who  woi'ked  under  him.  Bv  nature  cautious, 
he  would  discard  defective  machinery  long  before  it  was  worn  out.  He 
was  very  conscientious,  and  followed  what  he  conceived  to  be  his  duty 
even  though  it  involved  a  loss.  At  the  outbreak  of  the  Spanish  War, 
though  engaged  to  be  married,  nothing  could  deter  him  from  per- 
forming what  he  tlioiaght  to  bo  his  duty,  viz.,  to  offer  his  services  to 
his  country. 

His  manly  character,  genial  disposition  and  many  other  sterling 
qualities  won  liim  a  liost  of  friends.  His  unselfish  nature  was  well 
Hhown  by  the  tirst  words  ]h>  uttered  after  being  stricken  down  by  the 
heavy  piece  of  rock  that  br(tk<'  liis  back  and  inllictcd  ()th(>r  serious 
injuries.      These  words  were: 

"  1  am  afraid  that  my  back  is  lnokcu,  for  J   liave  no  feeling  in  my 
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body.  Take  me  to  the  hospital,  so  that  Mrs.  Shaler  won't  see  me  until 
she  has  been  warned.  Break  the  news  to  her  just  as  gently  as  you 
can,  then  bring  her  to  me.  Bring,  also,  my  father  and  mother.  Let 
the  work  on  this  section  go  right  on. " 

Major  Shaler  was  a  member  of  the  Alpha  Delta  Phi,  Barnard  and 
Cornell  Clubs,  and  a  member  of  the  Loyal  Legion  (second  class).  He 
was  elected  a  Jiinior  of  the  American  Society  of  Civil  Engineers  on 
July  4th,  1888,  and  a  Member  on  June  5th,  1895. 
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ARTHUR  TOWNE  THOMAS,  M.  Am.  Soc.  C.  E. 
Died  October  10th,  1900. 


Arthur  Towne  Thomas  was  born  in  the  Town  of  Stowe,  Vermont, 
on  August  30th,  18(32.  His  parents  were  Abijah  Towne  and  Clarissa 
Slayton  Thomas,  and  he  was  the  youngest  of  five  children,  of  whom 
three  were  boys.  His  education  was  obtained  at  the  district  school, 
with  one  year  in  the  high  school  in  his  native  town.  He  left  school  at 
the  age  of  17,  and  went  to  Minnesota  in  1880  to  begin  work  as  Chainman 
on  railroad  surveys.  In  March,  1881,  he  was  Transitman  on  the  St. 
Paul,  Minneapolis  and  Manitoba  Railway,  with  which  road  he  remained 
until  January,  1883,  being  engaged  on  surveys  and  as  Assistant  Engi- 
neer in  charge  of  construction. 

From  February,  1884,  until  March,  1888,  he  was  connected  with  the 
Minnesota  and  Northwestern  Railway  (now  the  Chicago  and  Great 
Western).  Beginning  as  Transitman,  he  was  advanced  to  the  position 
of  Division  Engineer,  having  charge  of  the  construction  of  numerous 
high  trestles  and  iron  bridges.  From  March,  1888,  to  March,  1889,  he 
was  in  charge  of  railway  terminals  and  dock  works  at  Superior,  Wis- 
consin. He  was  then  appointed  first  City  Engineer  of  Sujaerior,  which 
office  he  held  until  March,  1900,  with  the  exception  of  four  years,  dur- 
ing which  he  was  engaged  as  Chief  Engineer  of  the  Suiierior  Water, 
Light  and  Power  Company  and  the  West  Duluth  Light  and  Water 
Company,  in  designing  and  constructing  water-works,  gas  and  electric 
light  stations.  Part  of  this  time  was  also  devoted  to  the  study  of  min- 
ing engineering  and  its  api)lication  to  exi^loration  work  in  the  iron  and 
gold  fields  of  Northern  Minnesota  and  Ontario. 

In  October,  1900,  while  he  was  Superintendent  of  the  Chippewa 
Copper  Mine,  at  Brule,  Wisconsin,  he  went  out  prospecting,  and,  not 
returning  when  expected,  search  was  made  and  his  body  found  in  the 
■woods.  Upon  investigation,  it  was  fonnd  that  he  had  been  shot,  the 
bullet  piercing  the  jugular  vein  and  spinal  cord.  By  means  of  the 
peculiar  Imllot,  a  deer  hunter  was  discovered  who  acknowledged  that 
he  had  shot  Mr.  Thomas  accidentally  and  then  abandoned  the  body 
heartlessly. 

The  conscientious  attention  which  Mr.  Thomas  gave  to  his  work,  and 
his  faithful  i)erforniance  of  it,  together  with  his  earnest  desire  to 
accoiiii)lish  tlio  best  resTilts  for  those  whose  interests  were  intrusted  to 
him,  gained  the  i-eKi)oct  and  fiicMidshi])  of  all  who  know  him. 

Mr.  Thomas  was  ehicted  a  Mem  her  of  tlie  American  Society  of  Civil 
Engineers  on  June  Oth,  1894. 

*  Memoir  prepared  by  George  L.  Wilson,  M.  Am.  Soc.  G.  E. 


MEMOIR    OF    ASHLEY   BEMIS   TOWER.  361 

ASHLEY  BEMIS  TOWER,  M.  Am.  Soo.  C.  E.* 


Died  Jitly  8th,  1901. 


Ashley  Bemis  Tower  was  born  in  the  Town  of  Windsor,  Massa- 
chusetts, on  Jnne  26th,  1847,  being  the  youngest  son  of  Stephen  D. 
and  Esther  E.  Tower,  and  one  of  a  family  of  ten  children. 

He  WHS  of  the  eighth  generation  descended  from  John  Tower,  who 
in  1637.  during  the  religious  troubles  of  that  time,  came  from  Hing- 
ham.  Norfolk  County,  England,  and  settled  at  Hingham,  Massachu- 
setts, helping  to  found  that  town.  Mr.  Tower's  ancestors  on  his 
father's  side  fought  in  both  King  Philip's  and  the  Revolutionary 
Wars. 

Early  in  1854  the  family  moved  to  Dalton,  Massachusetts,  where  he 
received  a  common-school  education,  and,  with  his  father,  worked 
upon  the  farm.  At  the  age  of  twenty-one,  Mr.  Tower  went  to  New- 
burg,  New  York,  and  there  learned  the  carpenter's  trade  with  an  older 
brother. 

In  1871  Mr.  Tower  left  Newburg  for  Holyoke,  Massachusetts,  to 
enter  the  engineering  office  of  another  brother,  D.  H.  Tower,  where  for 
seven  years  he  studied  and  labored,  preparing  himself  for  the  profes- 
sion which  he  afterward  made  his  life  work. 

During  the  fall  of  1878  the  brothers  became  associated  under  the 
fii-m  name  of  D.  H.  and  A.  B.  Tower,  to  carry  on  a  business  as  archi- 
tects and  civil  engineers.  They  were  i3ioneers  in  the  practical  design 
of  paper  mills,  and  soon  reached  an  enviable  position  in  that  branch, 
of  the  profession. 

During  the  thirteen  years  that  they  were  together,  a  great  many  of 
the  paper,  pulp  and  fiber  mills  built  in  the  United  States  were  designed 
by  them.  They  also  furnished  jilans  for  mills  erected  in  Canada, 
Brazil,  Germany,  Jajjan  and  Australia,  and  designed  several  textile 
mills. 

During  the  years  1884  and  1885,  Mr.  Tower  visited  Eurojje  twice  in 
order  to  study  foreign  methods  of  paper-mill  construction. 

In  January,  1892,  the  partnership  was  dissolved,  and  Mr.  Tower 
carried  on  the  business  himself  until  February,  1893,  when  Mr.  George 
F.  Hardy  became  associated  with  him  under  the  firm  name  of  A.  B. 
Tower  and  Company.  This  arrangement  was  continued  until  March, 
1896,  when  Mr.  Hardy  retired,  and  again  Mr.  Tower  went  on  with  the 
work  alone. 

In  1897,  owing  to  increased  business  and  the  necessity  for  a  more 
central  location,  the  oflSces  were  moved  from  Holyoke  to  New  Y'ork 

*  Memoir  prepared  by  J.  W.  Tower,  Assoc.  M.  Am.  Soc.  C.  E. 
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City.  During  October  of  the  same  year,  tlie  firm  became  Tower  and 
Wallace,  in  which  Joseph  H.  Wallace,  M.  Am.  Soc.  C.  E.,  was  junior 
member.  Mr.  Wallace  retired  in  February,  1901,  and  Mr.  Tower 
remained  alone  until  the  time  of  his  death,  which  occurred  very 
suddenly,  at  his  home  in  Montclair,  New  Jersey,  on  July  8th,  1901. 

For  a  number  of  years  Mr.  Tower  was  Consulting  Engineer  for  the 
American  Sulphite  Company,  and  in  1881  was  elected  City  Engineer 
of  Holyoke,  Massachusetts,  which  position  he  held  for  three  years. 

He  was  a  man  of  fine  physique,  standing  more  than  6  ft.  in  height, 
always  courteous,  modest  and  frank. 

In  1875  he  married  Miss  Pamelia  J.  Fritts,  who  survives  him.  Mr. 
Tower  was  elected  a  Member  of  the  American  Society  of  Civil  Engi- 
neers on  October  3d,  1894;  he  was  also  a  Member  of  the  American 
Society  of  Mechanical  Engineers,  and  of  the  Canadian  Society  of  Civil 
Engineers,  and  was  well  up  in  Masonry,  being  a  Knights  Templar,  and 
a  32°  Mason  in  the  Scottish  Rite. 
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CHRISTOPHER  CHAMPLIN  WAITE,  M.  Am.  Soe.  C.  E.* 


Died  February  21st,  1896. 


Christopher  Champlin  Waite  was  born  at  Maumee  City,  Lucas 
County.  Ohio,  on  September  24th,  1843.  He  was  a  son  of  Morrison 
Reuiiok  \Vaite,  hite  Chief  Justice  of  the  Supreme  Court  of  the  United 
States,  and  Amelia  (Champlin)  Waite.  He  inherited  a  sturdy  strength 
of  character  which  served  him  well  in  a  long  period  of  private  and 
public  usefulness. 

He  entered  the  Rensselaer  Polytechnic  Institute  in  1860,  and  was 
graduated  in  1864.  His  first  engineering  employment  was  on  the 
Coxsackie  Railroad,  in  1865  and  1866.  During  the  next  two  years  he 
was  engaged  on  the  Croton  Aqueduct  for  New  York  City.  In  1868  he 
became  Chief  Engineer  of  the  Columbus  and  Toledo  Railroad,  and 
Chief  Engineer  and  Superintendent  of  the  Cincinnati  and  Muskingum 
Valley  Railroad.  In  1889  he  became  President  of  the  Columbus, 
Hocking  Yalley  and  Toledo  Railroad,  and,  under  his  administration, 
in  spite  of  strikes  and  financial  embarrassments  from  other  sources,  a 
property  which  had  met  with  many  reverses  was  converted  into  a 
paying  investment.  He  was  thoroughly  conversant  with  all  the  details 
of  the  operation  of  the  road,  and,  while  he  exacted  obedience  to  a 
rigid  discipline,  there  was  a  bond  of  fellowship  between  the  president 
and  the  subordinate. 

Mr.  Waite  was  married  to  Lillie  C.  Guthrie,  daughter  of  Julius  C. 
Guthrie,  of  Zanesville,  Ohio,  on  October  22d,  1868,  and  is  survived  by 
his  widow  and  two  children,  Harry  and  Ellison. 

Mr.  Waite  was  interested  in  the  public  affairs  of  the  communities 
in  which  he  lived,  and  was  at  one  time  Vice-President  of  the  Cincinnati 
Chamber  of  Commerce. 

He  was  prominent  in  charitable  work,  served  as  a  Trustee  of  the 
Children's  Hosi^ital,  and  as  President  of  the  Board  of  Trustees  of  the 
Ohio  State  Epileptic  Hosj^ital,  at  Gallipolis,  in  the  organization  and 
management  of  which  he  was  deeply  interested. 

He  was  a  lover  of  art,  and  had  at  his  home,  in  Cincinnati,  a  fine 
collection  of  statuary  and  paintings. 

Mr.  Waite  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  March  3d,  1880. 

*  Memoir  prepared  by  the  Secretary  from  information  furnished  by  H.  S.  Waite, 
Esq.,  and  from  pap>ers  on  file. 
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OSCAR  F.  WHITFORD.  M.  Am.  Soc.  C.  E. 


Died  May  21st,  1902. 


Oscar  F.  Whitforcl,  tliird  child  and  second  son  of  Earl  Hartwell  and 
Asenath  (Palmer)  Whitford,  was  born  on  July  15th,  1833,  in  the  Town 
of  Northumberland,  Saratoga  County,  New  York.  He  lived  on  his 
father's  farm  until  he  grew  to  manhood,  attending  district  schools, 
Schuylerville  Academy,  and  a  prajjaratory  school  at  Charlotteville, 
New  York. 

After  being  graduated  from  Union  College,  Schenectady,  New 
York,  in  the  classical  course,  in  1858 — having  taken  a  part  of  the 
engineering  course  as  extra,  under  Professor  Gillespie — he  went  to 
Mississippi,  where  he  taught  scliool  and  sold  machinery  until  1861, 
when  he  returned  to  Union  College  and  took  a  jjost-graduate  course 
in  chemistry,  receiving  the  degree  of  A.M. 

In  1862  he  Avas  a  volunteer  in  the  United  States  Army  for  four 
mouths,  to  escort  and  protect  emigrants  crossing  the  Western  Plains 
and  Eocky  Mountains. 

After  this  service  he  engaged  in  gold  mining  enterprises  in  Califor- 
nia and  Idaho.  He  left  this  work  to  accept  the  Chair  of  Mathematics 
and  Civil  Engineering  in  the  People's  College  at  Havana,  New  York, 
now  Montour  Falls. 

For  a  jieriod  of  ten  years,  up  to  1876,  he  was  employed  on  the  New 
York  State  Canals,  in  the  Engineering  Department,  in  charge  of  work, 
first  on  the  Chenango  Canal  and  afterward  on  the  Erie  Canal. 

Leaving  this  service  he  engaged  in  lead  mining  in  Missouri  for  two 
years,  after  which  he  was  an  engineer  on  the  construction  of  the  South- 
ern Kansas  liailroad  for  a  year. 

The  following  year,  1S80,  was  taken  up  in  testing  cements  and  in 
the  duties  of  general  storekeeper  for  the  Plattsmoutli  l^i'idge. 

Silver  and  gold  mining  in  Colorado  and  Mexico  occupied  his  atten- 
tion from  1881  to  1887.  During  the  last  two  years  of  this  period  he 
was  Superintendent  of  the  Santa  Barbara  Mines  at  Chihuahua. 

From  188'S  to  1890  he  was  emi)loyed  as  Engineer  for  contractors  on 
railroads  for  tlui  (!hih'au  Government,  lieturuiug  to  the  Unitiul  States 
he  was  engaged  as  Assistant  Engineer  on  the  Michigan  Central  Kail- 
road,  Hum  as  General  Inspector  in  the  liureau  of  Engineering  of  the 
City  of  Bufl'alo,  New  York,  up  to  1898.  From  that  year  up  to  the 
time  of  his  death  he  was  occupied  with  various  engineering  enter- 
])riseH. 

He  was  a  man  of  kitid  dis))()sition  and  remarkably  oven  tempera- 
ment. He  was  loyal  to  his  friciuds,  kind  and  cousiderato  to  his  sub- 
ordinateH. 

♦  Momoir  j)rcpnrc(l  by  H.  .1.  Fields.  M.  Am.  Soc.  O.  E. 
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He  was  nnmarried,  ami  is  survived  by  two  brothers  and  a  sister. 

Ml-.  Whit  ford  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  December  6th,  1871,  and  contributed  to  the  Ti'cms- 
acfiow*"  a  paper*  entitled  "  Closing  Breaks  in  Canals,  under  Difficulties." 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  ii,  p.  lUl. 
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REGINALD  McKEAN,  Assoc.  M.  Am.  Soc.  C.  E.* 


Died  October  15th,  1901. 


Reginald  McKean  was  of  Irish  parentage,  and  was  born  in  Liver- 
pool, England,  on  September  2d,  1867.  He  came  to  the  United 
States  in  1871. 

He  was  educated  in  the  jDublic  schools  of  St.  Louis,  Missouri, 
supplementing  his  training  there  by  various  courses  with  specialists 
in  mathematics,  chemistry,  etc.,  from  time  to  time,  as  circumstances 
permitted. 

After  a  few  years  spent  in  office  work,  failing  health  admonished 
him  that  a  more  active  life  was  a  necessity,  and,  in  1884,  he  secured  a 
minor  position  with  the  Mississippi  River  Commission,  engaged  in 
dredging  near  St.  Louis.  A  short  time  afterward  he  secured  employ- 
ment in  the  engineering  department  of  the  St.  Louis  and  San  Fran- 
cisco Railroad  Company.  From  that  time  until  the  fall  of  1896  he 
was  engaged  constantly  in  railroad  work,  occupying  various  positions 
of  increasing  responsibility,  and  gained  a  wide  experience  in  both 
maintenance  and  construction  work,  his  field  of  labor  being  prin- 
ciiially  in  Missouri,  Arkansas  and  Indian  Territory,  and  with  the  St. 
Louis  and  San  Francisco  and  the  Missouri  Pacific  Companies. 

He  left  the  United  States  in  December,  1896,  and  spent  four  years 
in  the  Transvaal,  South  Africa,  where  he  was  in  the  employ  of  the 
French  Rand  Gold  Mining  Company,  Limited,  as  Assistant  to  the 
Chief  Engineer,  having  charge  of  the  construction  of  new  work.  He 
was  held  in  highest  esteem  by  the  management  of  this  property,  and, 
when  war  came  on,  and  the  officials,  who  were  mostly  Englishmen, 
were  compelled  to  leave  the  country,  he  was  left  in  entire  charge  of 
the  property,  a  position  of  great  responsibility,  anxiety  and  annoy- 
ance, and  requiring  much  patience  and  tact.  In  the  latter  part  of  1900 
it  became  possible  for  a  limited  number  of  the  officials  to  return  to 
the  mines  in  the  Transvaal,  and  Mr.  McKean  was  granted  a  much- 
needed  leave  of  absence,  until  such  time  as  it  was  jjossible  for  the 
mines  to  resume  operations.  He  left  tliere  on  December  1st,  1900, 
and  arrived  at  his  liome  in  Cincinnati,  Ohio,  at  Christmas. 

Shortly  after  his  return  to  tbe  United  States,  there  being  no 
l)roHpect  of  an  early  termination  of  the  war  in  South  Africa,  he 
accepted  a  position  as  Office  Engineer  in  the  Construction  Depart- 
ment of  the  St.  Louis  and  San  Francisco  Railroad  Company,  with 
iMiadquarters  at  Sherman,  Texas. 

On  June  iiJOtli,  1901,  Mr.  McKean  was  married  to  Miss  Mary  Cecilia 
Dciiiis,  of  Bond  Hill,  Ohio,  and  they  at  once  took  up  their  residence 
in  Sluiriiian. 

*  Momoir  propnrprt  by  J.  V.  Hlncklpy,  M.  Am.  Soc.  C.  E. 
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He  died  on  October  15th,  1901,  as  a  result  of  an  attack  of  appen- 
dicitis. 

A  distinguishing  feature  of  all  Mr.  McKean's  work  was  a  con- 
scientious thoroughness  and  absolute  fidelity  to  the  best  interests  of 
his  employers.  In  his  social  life,  he  was  a  most  agreeable  companion, 
kindly  considerate  of  others,  and  of  iinruffled  serenity  under  all 
conditions. 

Mr.  McKean  was  elected  an  Associate  Member  of  the  American 
Society  of  Civil  Engineers  on  May  2d,  1894. 
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KENNETH  OAKE  PLUMMER  REINHOLDT,  Assoc.  M.  Am.  Soc.  C.  E. 


Died  Febkuaky  6th,  1902. 


Kenneth  Oake  Plummer  Reinlioldt  was  born  in  New  Castle,  Penn- 
sylvania, on  Sei^tember  27th,  18G6,  and  was  the  only  son  of  the  late  Dr. 
J.  B.  Reinholdt,  of  that  city.  His  earlier  education  was  received  in 
the  pubHc  schools  of  New  Castle.  Later,  he  attended  Allegheny  Col- 
lege, at  Meadville,  Pennsylvania,  and  from  there  he  went  to  Rensse- 
laer Polytechnic  Institute,  at  Troy,  New  York,  from  which  he  was 
graduated  in  June,  1890. 

In  the  following  year  he  was  employed  in  the  laboratory  of  the  steel 
plant  of  the  Phoenix  Iron  Company  in  PhcEnixville,  Pennsylvania.  In 
December,  1891,  he  accepted  the  position  of  Inspector  of  lumber  and 
piles  with  the  Engineer  of  Construction  of  the  Central  Railroad  of  New 
Jersey,  and  in  March,  1892,  he  was  given  charge  of  the  construction 
of  the  terminal  jjier  of  the  Navesink  Railroad,  at  Atlantic  Highlands, 
where  he  located  and  completed  the  station  buildings  for  the  main 
dock  and,  also,  all  necessary  sheds,  jjlatforms,  trestles,  etc. 

He  continued  in  the  employ  of  the  Central  Railroad  of  New  Jersey, 
as  assistant  to  the  Engineer  of  Construction,  until  September,  1895. 
During  that  time  he  made  surveys  and  plans,  and  had  charge  of  the 
elimination  of  grade  crossings  at  Elizabeth,  Cranford  and  Bayonne. 
He  also  located  bridges  at  Freehold  and  Lorillard,  New  Jersey. 

In  September,  1895,  he  opened  an  office  in  New  Castle,  Pennsylva- 
nia, for  private  engineering  practice,  doing  general  city  and  country 
work.  He  designed  a  number  of  large  buildings,  and  was  recognized 
as  a  young  man  of  talent  in  more  lines  than  one.  He  had  considerable 
ability  as  an  artist,  and  had  a  fine  collection  of  drawings. 

In  June,  189(5,  he  accepted  a  position  in  Pittsburg,  Pennsylvania, 
as  draftsman  with  the  Butler  and  Pittsburg  Railroad,  and,  later,  was 
made  Assistant  Engineer  of  the  Bessemer  and  Lake  Erie  Railroad,  a 
position  which  he  held  at  the  time  of  his  death. 

During  the  summer  of  1901,  while  in  Greenville,  Pennsylvania, 
superintending  the  building  of  a  new  branch  of  the  railroad,  he  con- 
tracted a  severe  cold,  which  developed  into  tuberculosis.  His  health 
failed  rai)idly,  and  in  the  early  winter  he  and  his  wife  left  for  Phdmix, 
Arizona,  in  hope  that  a  change  of  climate  would  restore  his  health. 
It  was  too  late,  however,  to  overcome  tlu^  disease  which  was  under- 
mining his  constitution,  and  his  strength  waned  day  by  day  until  the 
end. 

Mr.  Reinholdt  was  charactcsrized  by  great  faithfulness  to  all  details 
of  his  duties,  and  was  devoted  to  his  profession.  There  was  every 
indication  of  a  l)rilliaut  eannir  for  him,  and  his  sudden  death  caused 
poignant  sorrow  to  liis  many  friends.     He  was  u  young  man  of  upright 


MEMOIR  OF  KENNETH  OAKE  PLUMMER  REINHOLDT. 


369 


character,  and  possessed  a  maimer  so  kind  that  he  was  always  sur- 
rounded by  a  circle  of  admii-ing  friends.  In  June,  1900,  Mr.  Eein- 
holdt  was  married  to  Miss  Belle  Paine,  of  Youngstown,  Ohio,  and  she 
and  an  infant  daughter  survive  to  mourn  their  irreparable  loss. 

Mr.  Eeinholdt  was  elected  a  Junior  of  the  American  Society  of 
Civil  Engiueei-s  on  February  6th,  1894,  and  an  Associate  Member  on 
October  7th,  1896. 
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JOHN  WOODBRIDGE  DAVIS,  Assoc.  Am.  Soc.  C.  E.* 


Died  November  7th,  1902. 


John  Woodbridge  Davis  was  the  son  of  Dr.  Edwin  Hamilton  and 
Lucy  Woodbridge  Davis.  His  father,  a  physician  of  New  York,  was 
Professor  of  Materia  Medica  and  Therajjeutics  in  the  New  York 
Medical  College,  and  was  noted  also  for  his  investigations  and  dis- 
coveries in  the  ancient  mounds  of  the  Mississipjji  Valley.  His  book 
on  the  subject  Avas  the  first  published  by  the  Smithsonian  Institution. 
The  family  stock  was  a  mingling  of  New  England  and  Southern 
elements. 

Mr.  Davis  Avas  born  in  New  York  on  August  19th,  1854.  He 
received  his  earlier  education  at  public  and  private  schools  in  New 
York  and  Ohio. 

From  1872  to  1874  he  was  engaged  as  transitman  on  the  Baltimore 
and  Ohio  llailroad.  As  a  student  in  the  School  of  Mines,  Columbia 
University,  Mr.  Davis  published  his  "  Formulae  for  Calculating  Rail- 
road Excavation  and  Embankment"  (1876),  which  was  immediately 
adopted  for  use  as  a  textbook  in  the  School  of  Mines  and  in  other 
Colleges.  He  had  entered  the  University  as  a  sophomore  in  1875.  At 
the  same  time  he  was  exhibiting  literary  ability.  In  October  of  that 
year  a  prize  oft'ered  for  an  essay — the  contest  being  open  to  all 
students  of  Columbia — was  won  by  Mr.  Davis'  essay  on  "  Philosophy," 
published  in  Ada  Columbiana,  December,  1875.  Previous  to  that  time 
he  had  published  poems  and  articles  in  New  York  and  Ohio  news- 
papers. Now,  he  became  editor  of  Acta  Cohinibuoni — 1876-1877 — and 
contributed  largely  thereto.  He  was  graduated  with  the  degree  of 
Civil  Engineer  in  1878,  when  he  was  Class  Historian. 

From  1879  to  1882  he  was  in  Tennessee,  where  he  surveyed  900  000 
acres  of  land — the  domain  of  the  Grundy  Mining  Company — extend- 
ing into  eleven  counties  of  Tennessee,  in  the  Cumberland  Mountains. 
This  position  demanded  not  only  ability,  but  also  courage  and  char- 
acter, for  the  mountain  squatters  and  woodsmen  were  dangerous 
people  who  resented  curtailment  of  their  self-made  privileges.  So 
conspicuous  was  the  success  of  Mr.  Davis  in  this  undertaking  that  he 
was  offered  another  civil  enginccsring  i)osition  under  The  Tennessee 
Coal,  iron  and  Kailroad  Company.  This  he  declined,  tluough  a 
desire  to  make  his  home  in  New  York. 

He  had  secured  the  degree  of  Doctor  of  Philos()i)liy  Ironi  Columbia 
in  1880 — chiefly  by  five  articles  ])ublished  in  \'((/t  A'ds/ni/a/'s  J^'ia/ineer- 
iiu)  Ma(f(izln(;  in  1879.     These  were: 

"  A  N(i\v  Kiilc  for  Calculating  th(>  ("ontents  of  Land  Surv»>yH," 

"  The  Prisinoidal  Formula,  ' 

♦  Mriiioir  in-rpurcil  l)y  .1.  S.  Scw«>ll. 
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••  A  New  Center  of  Gravity  Formula  of  General  Applicability," 

•■  A  New  and  General  Moment  of  Inertia  Formula," 

'•  A  New  Graphical  Method  for  Finding  the  Center  of  Gravity  of  a 

Polvgon." 

in  1881  he  published,  in  the  School  of  Mines  qnarterly,  "Inacces- 
sible Distances  in  Surveying  "—a  paper  written  in  collaboration  with 
Professor  Henry  S.  Munroe. 

In  1882  Mr.  Davis  instituted  the  Woodbridge  Preparatory  School, 
and  conducted  it  with  success  until  1897.  As  an  educator  he  approved 
himself  to  the  public.  He  had  the  power  of  elevating  the  moral  as 
weU  as  the  intellectual  standard  of  his  pupils.  His  personality  was 
winning  and  his  influence  great. 

In  1883  he  contributed  a  chapter  to  Davies'  "  Surveying."  In  1884 
he  was  appointed  Examiner  of  Civil  Engineers  for  New  York  City,  in 
the  Municipal  Civil  Service  Examination  Board,  being  the  first  to 
hold  such  a  position  in  this  city.  Papers  descriptive  of  the  Civil 
Sei-vice  Examinations  appeared  in  Engineering  News  in  1895. 

In  1881  Mr.  Davis  was  one  of  the  Committee  of  Ten,  appointed 
from  the  Alumni  of  the  Columbia  School  of  Mines,  for  the  purpose  of 
examining  the  condition  of  the  school  and  making  beneficial  sugges- 
tions. The  report  of  the  Committee  embodied  fifty-five  recommenda- 
tions in  regard  to  changes  in  the  curriculum  and  the  standard  of 
admission. 

For  several  years  Mr.  Davis  had  spent  time  in  research  for  the 
purpose  of  preparing  a  "  Biographical  Chart"  designed  to  present 
comprehensively  the  names  of  those  most  eminent  in  any  department 
of  the  world's  efifort,  some  knowledge  of  whom  would  be  included 
in  a  scheme  of  general  culture.  The  arrangement  of  the  chart  gave  a 
clear  notion  also  of  the  prevailing  lines  of  industry  at  different  periods. 
It  was  finished  in  1888. 

In  1889  he  published,  in  the  Sdiool  of  Mines  Quarterly,  under  the 
title  "Chi-onology  of  the  Human  Period,"  an  interesting  chart  exhib- 
iting the  principal  scales  used  in  the  division  of  prehistoric  time  in 
their  chronological  inter-relation. 

His  book,  "Dynamics  of  the  Sun,"  was  published  in  1891.  Its 
importance  was  recognized  by  eminent  scientists. 

In  the  same  year,  with  John  B.  Farrington,  he  secured  a  patent  on 
an  electric  motor  for  statical  electricity  adapted  to  the  use  of  students, 
and  to  experimental  purposes. 

In  1892  he  perfected  his  invention  of  a  life-saving  kite.  The  J.  W. 
DaN-is  Foldable  Steerable  Kite  was  patented  in  1893.  Various  success- 
ful tests  of  its  assumed  ability  to  carry  a  hawser  weighing  a  ton  from 
a  ship  to  land  more  than  a  mile  away,  in  a  brisk  wind  such  as  blows 
on  shore  when  vessels  are  in  danger  of  shipwreck,  were  made  from 
islands  in  the  East  Kiver,  across  Kill  von  Kull,  and  from  Brenton  Reef 
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Lightship  to  the  shore.  The  trials  attracted  the  attention  of  newspa- 
pers and  scientific  journals  throughout  the  United  States.  They  were 
also  noticed  in  English,  French  and  Canadian  pajiers. 

In  1894  articles  by  Mr.  Davis  on  ' '  The  Kite  as  a  Life-Saver  at  Sea, " 
and  "Some  Experiments  with  Kites,"  appeared  in  Tlie  Engineering 
Magazine  and  in  Aeronautics. 

In  1893  he  patented  an  apparatus  for  lighting  buildings.  Models 
and  practical  tests  promised  to  be  so  expensive  that  Mr.  Davis  was 
compelled  to  defer  them.  On  the  completion  of  other  jilans,  it  was 
his  intention  to  retiirn  to  this  invention,  in  the  i^ractical  outcome  and. 
high  utility  of  which  he  had  great  faith. 

In  1895  Mr.  Davis  secured  a  cojjy right  on  "  How  to  Pronounce  the 
Names  that  are  Liable  to  be  Mispronounced  of  Peojjle  and  Streets  in 
the  Principal  Cities  of  the  United  States." 

The  article,  '"How  Translatory  Movement  may  be  derived  from 
Vibratory  Movement,"  appeared  in  the  School  of  3Iines  Qttarterly  m 
1895.  A  review  of  "Gillespie's  Surveying"  was  published  there  in 
1896. 

Mr.  Davis  now  became  anxious  to  devote  more  time  than  the 
conduct  of  his  school  would  allow  to  original  research  in  his  chosen 
lines  of  mathematical  physics  and  astro-physics;  therefore,  in  1897 
he  withdrew  from  the  school  and  engaged  in  the  solution  of  certain 
problems. 

In  Boston  in  1898  he  read  a  jjaper,  "Behavior  of  the  Atmospheres 
of  Gas  and  Vapor-Generating  Globes  in  Celestial  Space,"  before  a  meet- 
ing of  the  American  Association  for  the  Advancement  of  Science.  An 
abstract  was  published  in  the  Proceedings  of  the  Association  for  that 
year. 

In  1899  "  Some  Properties  of  a  Gaseous  Sun"  appeared  in  the 
School  of  Mines  Quarterly. 

In  1901  the  Astronomical  Journal  contained  his  article  on  "The 
Erujjtive  Energy  of  the  Stars,"  which  explained  the  generation  of 
stellar  atmosi^heres  by  subsidence  of  globes  comjjosed  of  a  mixture  of 
gases  the  molecules  of  which  are  equal  in  thermal  capacity,  but  un- 
equal in  mass. 

In  the  same  year,  in  The  American  Journal  of  Science,  was  pub- 
lished "  The  Motion  of  Compressible  Fluids,"  which  set  forth  his 
discovery  that  equations  of  motion  of  (roniprcssiblo  fluids  Iiave  always 
two  solutions  representing  two  real  and  dilf'erout  motions  of  tlie  fluid. 

Mr.  Davis  died  on  November  7th,  1902,  leaving  a  i)aper,  nearly  fin- 
ished, in  which  are  given  the  exact  solutions  of  the  equations  for  tidal 
waves,  solitary  waves,  and  sound  waves. 

Mr.  Davis  was  elected  an  Associate  of  the  American  Society  of  Civil 
EngiiKiers  on  June  IJd,  1885.  He  was  also  a  member  of  the  American 
AsHociution  for  the  Advanc(!m('iit  of  Science,  the  N(>w  York  Academy 
of  Sciences,  the  New  York  Matlieiuatical  Society,  and  others. 
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